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PREFACE. 


The Annals of Indian Administration contain the digest quarter by 
quarter of all facts officially made known by tlie Governments of 
India, In the course of his w'ork however the compiler discovered 
J.hat it 'was still in one respect imperfect. No allusion to records 
previously published could be understood. Those volumes con- 
tain a mass of information almost without parallel. Unfortunate- 
ly they contain also some six and twenty thousand pages of close 
print, and a digest on the plan of the Annals involved a la- 
bour from wdiich Cruden might have shrunk. It was resolved 
therofoi e after much consideration to attempt the compilation of an 
Index so minute as to enable the enquirer to discover even the most 
isolated fiict in the vast pile. The work equal in magnitude to a Bib- 
lical Concordance has been accomiffished, and is now presented to the 
public. It is not of course intended to be read. But the compiler 
hopes that it will be found to lighten materially the labours of every 
man in India who desires to “ get up” an Indian subject, or exhaust 
the knowledge collected on any one branch of Indian .affairs. 

Cite word on the arrangement adopted. To have made the Index 
literally a Concordance would have involved a volume of some two 
tl^ousand pages. Selection was indispensable, and the compiler has 
l>roferrcd tlie names of places and things to those of persons. Any 
person therefore who desires to find all the facts recorded in this collec- 
tion about Mr. Sims, must look to the Bail way and Public Works. 
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A ban” of Biirlmra, report on the, 
Boin, Bee. No. xv., 2l20. 

Abbas Bunder, sc(> Bunder Abbas. 

A beer .porfunie, liow made, Bom. 

Bee. No. viiL, 22iK 
Abkarec, opium, Ben. Bee. No. i.,22. 

in CHittack, Ben. Bee. No. 

iii., ^9. 

revenue in Cliota Nagpore, 

Ben. Bee. No. xx., Part ii., 17. 
in Manbliooni, Part i., 9. 

in Hazareebagli, Part iv.,2T. 

Abootliabee, its situation, j>opula- 
tion and resources, Bom. Bee. No. 
xxiv., 402. 

Beniyas, an account of the, 

103. 

names of their 8haiks, their 

revenue and number of fighting 
men, 293. 

description of, 547. 

remarks relative to the na- 
vigation between this town and 
Debaye, 548. 

Abors, villages and chiefs of the, 
Ben. Bee. No. xxiii., 14, 155, 103. 

customs and dress of the, 33, 
150, 158, 150. 

appearance of their women, 

159 , 


Abors, prevalence of kidnapping 
amongst the, Ben. Bee. No. xxiii., 
107. 

report of Major Vetch on 
the, 141— -149. 

attempt to establish rela-. 
tions with the, 149. 

• importance of establishing 
relatioas with the, 147. 

meaning of the term, 151. 
settlements of the, ih. 
cultivation of the, ib. '* ^ 
goitre i)revaleiit amongst 
the, 158. 

traditions of the, 1 07. 

• sacrifices of the, 178. 

Acacia Arabica, method of preparing 

its fibre. Mad. Bee. No. xxiii., 
Accomplices, value of the evidence 
of, Ben. Bee. No. xvL, 32. 
Accountant General, In. Bee. Home 
Dept No. xiv., 17. ^ 

Accounts, expediting of financial, 18. 
Acheen ; memo, dated 1770, upon 
Mad. Bee. No. xix., 62. 
Acquittals and convictions xn6mo* 
on the proportion between, Ben. 
Bee. No. xvi,, 29, 

Act of 1851 on Foras Land, Bom* 
Rec. No/ iii., 19, ^ 
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Act of 1851, petition against, Bom, 
Bee. No. iii. 25. 

committee to carry out, 25. 

Act XXVI. of 1850, introduced in- 
to how many towns of Bombay, 
Bom. Bee. No. xxAdi., 37. 
Addaeliettoo libro, note on, Mad. 

llec. No. xxiii., 5. 

Adeed in the Persian Gulf, an ac- 
count ol^ Bom. liec. No. xxiv., 
108. 

Adhearee Creek, (Indus), Bom. Bee. 

No. xvii. vol. ii., 475. 

Adjai river, its crossing formidable, 
In. Bee. Home Dept. No. i., DG. 
Administration of Kurrachee in 
1840, Bom. Bee. No. xvii., 213. 

f»f Bengal, report by Mr. 
Welby Jackson on, Ben. Bcc. No. 
xvi., 1. 

-Judicial and Civil, its mark- | 
ed impK)vement owing to pub- 
licity of decisions, 15. 

of justice in Dhulblioom, 
85. 

-of Darjeeling, Ben. Bee. No. 
1—28. 

of the Pimjab territories 

during 1851 — 53, In. Bee. For. 
Dept. No. vi.,, passim. 

tlie political events of 1851 
—53, 5—28. 

• the improvements on mili- 
tary frontier during 1851 — 53, 
28—40, 223—228. 

Criminal justice in 1852 — 

53, 41—73. 

Civil justice in ib., 79 — 91 . 

revenue to end of 1853, 
92—143. 

-material improvements 1851 
—53, 146—181. 

miscellaneous improve- 
ments, 182 — 201. 

’ finance to end of April, 
1853, 202—210, 229, 230. 

Civil of the Cis Sutlej 

States, In, Bee. For. Dept. No. 
ii., 169. 


Administration of^ revenue in Si- 
khiiu Morung, Ben. Bee. No. v., 
12 . 

Adultery ; its prevalence at Kolha- 
poor, Bom. Bee. No. viii., 169. 

in tlie Pmijab, In. Bee. 
For. Dept. No. ii., 67. 

Advances to opium gi\)wcrs, Ben. 
Bee. No. i., 7. 

to salt manufacUirers, Ben. 

Bee. No. xiii., 9. 

Adyar basin, memo, on the, !Mad, 
Bee. No. xxxii., 87. 

favourable locality for es- 
tablishing a reservoir to supply 
Madms with water, Mad. Bec. 
No. xi., 4. 

plan and estimate for ani- 
ent across the, 8 1 . 

Affghans, report on the Zymoslit, 
SeL from Coi*. of Punjab Ad- 
ministration, 253. 

Atfglian 8tate, relations with the, 
111. Bcc. Homo Dept. No. xiv., 
lx 

Afroedees, repoii upon the, Sel. from 
the C(»r. of Punjab Admn., vol. 

i ii. Part xii,, 483. 

rep< >14 < 'll the Hussun K J \ c'yl , 

Sel, from the C'or. of Punjab 
Admn. Pait iii, vol. iii., 236. 

- report on the Jowakce,237. 

report on the Jullee, 239. 

of tlie Kohat and Jowa- 

kee passes, In. lice. For. De[)t. 
No. vi., 17. 

r histoiy of the British re- 
lations with the, 18, 20, 21. 

their disposition, 22, 23, 

24. 

liistory of the British rela- 
tions between 1853 and ’56 with 
the. In. liec. For. Dept. No. xviii., 
85. 

• report on the British con- 
nection with the, In. Bcc. For. 
Dept. No. xii., 16. 

report on the tribe of, In. 

Bee. For. De])t, No. ii., 23. 
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Afreedecs, estimate of tlie strength 
of the, In. Eec. For, Dept. Na 
ii., 27. 

Agencies, opium, Ben. Kec.No. i., 1. 

Agencies, Bheel, Bom, Kec. No. 
xxvi., 201. 

Agency, soiitli-wost frontier, report 
on the, Ben. Rec. No. xi., passim. 

Agency, abolition of Government, 
In. Rec. Home De]>t. No, xiv., 1 8. 

Agi-ii and Boml>ay Road, reivort on. 
Bom. Rec. No. xiv., 120. 

return of tj'affic on the. 
Bom. Roc, No. xix,, 35. 

Pontoon bridge, N. W. P. 
Rec. vol. ii., (>4. 

• princi])le of its construction, 
r)4, 

• steadiness under passing 

traflic, 04. 

its buoyancy and durabi- 
lity, ()5. 

method of moving the Pon- 
toons about, and adapting the 
bridge to tlic different state.s of 
the river, (>5. 

opening for the passage of 
boats, Ob. 

for iinprove- 
meiit in construction, 60, 

actual cost of the present 

bridge, GO, 

the probable cost of any 

c»tlier T)ridge, that may be made 
uj>on a like princijde, 08. 

suggestions for reducing 

the cost, 08. 

the cost of maintaining the 

bridge including the establish- 
ment necessary for working it, 
and keeping it in repair, 68. 
tiie probal >le average an- 
imal expense for rcnewinglba- 
terials, 08. 

suggestions for reducing the 

probable coat of maintenance, 68. 

the comparative advantages 

of an iron pontoon bridge over 
a wooden one, 68. 


Agra plan and section of pon- 
toons, N. W. P. Rec. vol. ii., 70. 

Pontoon Bridge, plan shew- 
ing details of the, N. W. P. Rec., 
voL ii,, 70. 

plan of tlie koolfee or 

moveable portion of the bridge, 
70. 

part elevation and part 
longitudinal section of the kool- 
fee, 70, 

-comparative advantages of 
tlie Agra pontoon bridge and 
the Delhi bridge of boats, 74. 
the original cost of con- 
struction, 77. 

the durability, 77. 

the annual cost of mainte- 
nance, 78. 

breakwater, report on the, 

224. 

Mr. Reid’s report in 1846 
on the tramroad at, 143. 

division Map, exliibiting the 

principal lines of traffic south of 
the Jumna and the stone qiia:- 
ries in the district, 149, 

report for 1850-51-52 on 

the presses, N. W. P. Rec. Part 
xvi., 205, 277, 295. 

report on the native press- 
es ill, N. W. P. 'Rec., Pail; xix., 
393. 

map shewing the villages 
suspected of the practice of fe- 
male infanticide in Zillah, N. W. 
P. Rec. Part xv. vol. iii., 211. 

Agra Division ; note on the de- 
crease in the number of wells 
in the, N. W, P. Rec. Part 
xviii., 337—351. 

returns relative to the wells 

in the, 340, 340, 349, 352. 

reasons for decrease of wells 

in, 340* 

causes that have operated to 
prevent the restoration of pucka 
wells in tlie, 345 — 348. 

measures for the preven- 
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tion of decrease of pucka wells in 
the, N. W. P. Hoc. Part xviii., 349 
—351, 354. 

Agra Division ; correspondence rela- 
tive to the wells in the, 351 — 358. 

report on the stone quar- 
ries in the, N. W. P. Eec. vol. 
ii., 178. 

proprietorship of the quar- 
ries, 178. 

tax levied by native Govern- 
ment and remitted by the Bri- 
tish Government in 1840, 179. 

zemindar’vS connection with 

the quarries, 179. 

quarry land how recorded 

at settlement, 179. 

rej^ort dated 1854 on fe- 
male infiinticide amongst the 
Ihajpoot tiibes in the, N. W. P. 
Eec. voL iii. Part xv., 1(J7, 170. 

number of uinnamed girls 

in 1851, 1()9. 

memo, f^r 1854 on the roads 

in the, 211. 

statement shewing the 

roads and their condition in 
1854,214. 

map of the piincipal roads, 

224. 

pergunpaliwar statement of 

the roads in the, 225. 

report on the frequent 
transfer of proprietary title in the, 
N. W. P. Eec. vol. iii. Part xxiv., 
185, 199. 

repoi*t on the district of, 200. 

Agriculturists, their future pros- 
pect in the Punjab, In, Eec. For. 
Dept. No. ii., 98. 

Agricultural products not exported 
from the Punjab, 95. 

range of prices in the Pun- 
jab, 98. 

produce in the Divisions 
of the Punjab for the period 
Goniprised within the years 1844 
and 1852 inclusive, and tabic 
of the prices, App. A., 179. 


Agiicultural iinjdeinents, sketches 
of, Bom. Eec. No. xvi.. Fig. 2, 3, 
10 , 11 , 12 . 

stock, its value in Kol- 

hapoor, Bom. Eec. No. viii., 260. 
Agricidture in the Punjab report, 
dated 1853, by Lieutenant Colo- 
nel G. B. Treriienlierc on, Sel. 
from Cot, of Punjab Admn, 
vol. i. No. iv., 191. 

the rubbee crops, 20L 

tlic klmrcef crops, 201. 

of the differences of lo- 
cality and modes of cultivation, 
201 . 

regular rotation of crops, 

201 . 

grass jdoiiglied into the 
soil, 203. 

tlio crops that arc manur- 
ed, 203. 

— substances used for ma- 

nure, 204. 

» — ■ manure how ap])lied to 

the land, 205. 

^ quantity of land irrigated 

from one well, 207. 

what crc)])s dependent upon 

falls of rain, 206. 

hoeing and weeding and 

drill husbandry practised, 202. 

■ reiTKfdy for the sterility of 

Kulur lands, 216. 

average yield })er acre, 21 8. 

in the Punjab, report for 

1855, In. Eec. For. Dept. No. 
xviii., 104. 

in the Eechiia Doab, report 

on, Bel. Cor. of Punjab Admn. 
vol. ii. No. viii., 57. 

sugarcane in what laud 
Jjest grown, 73. 

cotton cultivation, 75. 

poppy, 72. 

rice cultivation, 79. 

turnip cultivation, 80. 

estimate of profits on 64 

acres of land in Shekhoopoora, 

88 . 
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Agriculture abstract of tLe esti- 
mate, Sel. Cor. of Punjab Adnin. 
vol. ii. No. viii., 05. 

profits on GO acres of Kha- 

der land, 100. 

in the Pechna Doab, profits 

on 50 acres of Bangur land, 105. 

ib. 50 „ Nuka 

land, 108. 

ib. 44 „ Bar land, 

111 . 

abstract of the estimates, 

114. 

■ explanation of technical 

terins, 85. 

tabular statement of pro- 
cesses and produce of the ordina- 
ry crop in Hatizabad, 117. 

in Pergunnah Cogranwala, 

118. 

time of sowing in ib., 122. 
preparation of land for 
S2:)ring ero}), 121. 

irrigation in ib., 124. 
weeding in ib., 124. 
farm servants in il)., 128. 
])aeekfishts and tJieir earn- 
ings, 129. 

ofwellsin Gogranwala,132. 

of grain inib., 134. 

of the fanner’s dealings 

with Sahookars, 135. 

of fecidiug })lough cattle 

and milch kiue, 1 38. 

of land under cro]) for 

one year, 139. 

of fann buildings and 

scarcity of carts, 140. 

of tuniij) cultivation, 142. 

annual j^roduce of 34 acres 

of land in j^ergunnah Go- 
granwala, 147 to end. 

- of Chandookah, Bom. Rec. 

No. xvii. vol. ii., 735. 

support given by Govern- 
ment to, In. Rec. Home Dept, No. 
xiv., 35. 

Agur Nutowa Khan, vide Nutowa 
Klian Agur, 


Ahmedabad, municipal history of, 
Bom. Rec. No. xvii. vol. ii., 17. 

Ahmed Khan Lugaree why oppress- 
ed, Bom. Rec. No. xvii. vol. ii., 540. 

Ahmednuggur, history of the house 
of, Bom. Rec. No. xii, 33. 
villages of talooka, 35. 

• animal amount of produce, 
35. , 

the 8ccl>iindee, 35. 

Putavuts, 35. 

Bhomeea Putavuts, 36. 

minute by the Hon’blc Mr. 

Willoughby, Member of Council 
at Bombay, dated 1847, on the 
disposal of the Principality, con- 
sc<pieut 112)011 the election of its 
chief Tuklit Sing to the throne of 
Jodhporc, 137 — 254. 

synopsis of the above 2 >ara- 

graph by 2 >aragraph, vii, to xii. 

Ahsin Nar fibre rejjort on Mad. 
Rec. No. xxiii., 23, 

Ajana river, Bom. Rec. No. xxiii., 
31 1. 

AJuktc district, management of tlie 
revenue in the, N. W. P. Rec. 
vol. L, G9. 

rains of the, G9. 

situation of, G9. 

decennial settlement of the 

revenue on what based, 70. 

returns of the Pergunnah 
Ofiiccrs, 70. „ 

intercourse between ryots 
and the rulers of, 71. 

the 2>luuring of new ham-’ 

lets at, 72. 

- abstract of wells and Narees 
sunk and made during two yeai’S, 

abstract of land revenue, 73. 

Akalgurh Fort, In. Rec. For Dept. 
No. ii., 43. 

Alamoor lock, report on work of. 
Mad. Rec. No. xv., 40. 

Alibagh in the Colaba Agency, 
notice of the town of, Bom. Rec. 
No. vii., 40. 
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Alibagli map of roads in and about, 
Bom. Bee. JN'o. vii., 40. 

divisions of the inhabi- 
tants, number of the houses, <kc., 

41 . 

Alkali, its manufacture, Bom. Bcc. 
No. xvi., 121. 

Allahabad division, cost of making 
roads in the, N. W. P. Bee. vol. 

ii. , 113. 

-report by Mr. Monckton, 
dated 1840, on the stone quarries 
in the district of, 187. 

the three sorts of stone at, 

187. 

fonn of stone in the market 
at, 187. 

• durability of the stone for 
building purposes, 188. 

no competition can take 
place with the Mirzapore quarries, 

188. 

name given by the people 

to the different sorts of stone in 
the district of, 189. 

cost of digging stone, ib. 

report on the Bowreeab 

gangs of, N. W. P. Bcc. vol. iii. 
Part xxiii., 100. 

division, report on the fre- 
quent transfer of proprietary title 
ill the, N. W. P. Bcc. vol. iii. Part 
xxiv., 18o, 218. 

Alligators of Kurrachec, Bom. Bee. 

No, xvii., 119. 

Alii Murad, born 1815, 107. 

• his family, 119. 

AUoowala tcrritoiy, In. Bee. For. 

Dept. No. ii., 172. 

AUygurh, abstract of traffic by Go- 
vernment Bullock train with its 
cost, N. W, P. Bee. Part xxii., 
33. 

— ; report on the frequent trans- 

fer of proprietary title in the 
district of, N. W.* P. Bee. vol. 

iii. Part xxiv., 198. 

Almorah report on graphite deposits 
near, N. W, P. Bee. vol. i., 207. 


Almorah report on plumbago depo- 
sits at, In. Bcc. Home Dept. No. 
xvii., 58. 

Almshouse for animals at Surat, re- 
port on, Bom. Bee. No. xvi., 175. 

Aloe ffbre, Mad. Bcc. No. xxiii.. 
Ill, 20, 35, 39, 40. 

Aloe libre, family as fibrous plants, 
report on, Mad. Bee. No. xxiii., 
144. 

Aloopo r mouzfih in the pergunuah 
Sakrawah, propnetary rights in 
tlie, N. W. P. Bee. vol. i., 85. 

Alto, description of, Bom. Beii. No. 
viii., 125. 

temples of, 324. 

Alum discov'^ered at Chovvnsillii, In. 
Bee. Home Dept. No. xvii,, 0, 
13. 

works ill Kutch, Bom. Bee. 
No. XV., 35. 

j)its at Kotkee, report on, In. 
Bee. For. Dept. No. xii., 139. 

— pits at Kotkee, report on 
the, 8ol. from the Cor. of the Pun- 
jab Admn., vol. ii. Part x., 322. 

Amburbuttees perfume, how made, 
Bom. Bcc. No. viii., 230. 

Ambravutty river, report on the, 
Mad, Bcc. No. x., 141, 

Ameeiis, Ben. Bee. No. xvi,, 9, 

10 , 11 . 

Amlierst, the extent and physical 
character of the province of, Ben. 
Bee. No. ix., 2. 

Amildar in Mysore, revenue duties 
of, In. Bcc. For. Dept. No. xi., 
210—213. 

Amlah, rep rt on a school for the 
native, N. W, P. Bee. vol. iii. 
Part xix., 411. 

Amlapoor channel, report and 
estimate for 1854, Mad. Bee. No. 
XXV., 52. 

Amsandam island, account of. Bom. 
Bee. No. xxiv., 13. 

Amulgavine, account of, 15, 99. 

its Shaikhs, population, re- 
venue and resources, (1854,) 295. 
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Aiuulga\ine, historical sketch of the 
Arab tribe of, Boin. Bee. No. xxiv., 
518—520. 

their friendship with the 
Joasmees, 518. 

their Chief Abdoolla bin 
Bashid in the war between the 
Beni Yas and the Wahabecs re- 
mained neutral, 519. 

‘ Abdoollali bin B-ashid sign- 
ed the agreement of perpetual 
peace, 520. 

description of, 542 . 

Arial 3 \SLs of coiTespoiidcnce on Ncr- 
budda and its coal beds, Bom. 
Bee. No. xiv., 2G — 37. 

Ananas fibre. Mad. Bee. No. xxiii.,92. 

Andaman, an account of tlic Great, 
Mad. Bee. No. xix., 43. 

every part covered with 
wood, ib, 

• the natives live upon fish 
which they shoot with arrows, ib. 

the inhabitants arc of the 

African race, 44. 

crews of many vessels ship- 
wrecked in the island cut off by 
the natives, 44. 

the only weapons of the 

natives are bows and arrows, 45. 

no proof that the inha- 
bitants arc cannibals, 45. 

Angar, account of, Bom. Bee. No. 
xxiv., 35. 

Angool Bajah in tributaiy Mehals, 
Ben. Bee. No. iii., 6G, 85. 

Anicuts, In. Bee. Home Dept. No. 
xiv., 43. 

across the Adyar, i)lan and 

estimate for, Mad. Bee. No. xi,, 81. 

across the Cortelliaiir river, 
estimate and plan of, 104. 

across the Cortclliaur, es- 
timate and report for 1853, Mad. 
Bee. No. XV., 99. 

— across the supplying chan- 

^ nel of the Tripasore <fec. tanks, 
estimate and plan for, Mad. Bee. 
No. xi., 106, 


Anicuts, across the Coorim river, 
Mad. Bee. No. xi., 110. 

across the Polaree chan- 
nel, 111. 

— across the Colcroon, Colonel 
Sim on, Ben. Bee. No. xv., 124. 
across the Huggiy re- 
port and estimate for, Mad, Bee. 
No. xxviii., 30, 43. ' 

across the Huggry, Mad. 

Bee. No. X., 47. 

statement shewing the re- 
sults up to 1854, obtained from 
the t^ieyaur. Mad. Bee. No. 
XV., 152. 

revenue of the villages un- 
der the, Mad. Bee. No. x., 102. 

average rates paid on the 

w'orks of the Cheyaur, 1 03. 

progress report for 1852 of 

the Cheyaur, 83. 

statement of ayacut and 

cultivation for a series (»f years 
under the tanks affected by the 
Cdieyaur, Mad. Bee. No. xv., 
156. 

Kistnah, report and expen- 
diture in 1853, GO. 

across the Toombudra, Mad, 

Bee. No. x., 45. 

across the Pennar, 47. 

across the Chittravutty, 
49. 

across the Vungapair, 49. 
across the Kooshavutty, 
49. 

the number of anicuts in 

the Bellary district and the de- 
rivable revenue in 1852, 53, 
54. 

notice of the Varapolliem, 

139. 

meaning of the term, N. 
W. P. Bee. vol. ii., 15. 

’ the object of an, 15, 

• where generally uscfiil, 

16. 

Animals wild in Midnapore, Ben, 
Bee. No. iii., 55, 



Anliaur river, Mad.Kec. No. x., 143. 

Annexation how it pays, In. Rec. 
Home Dept. No. xiv., 6. 

Anoo and Kooasur plantations, re- 
port on the, N. W. P. Rec. vol. 
i., 214. 

Antiquities of the Colaba Agency, 
description and sketches of, Bom. 
Rec. No. vii., 110. 

conservation of, 5G. 

of Kolhapoor report on, 

Bom. Rec. No. viii., 314. 

of Cambay, Bom. Rec. No. 

iv. Part ii., 24, 25. 

Appeals interlocutory condemned, 
Ben. Rec. No. xyL, 24. 

should be limited, 1 9. 

none whatever at Darjee- 
ling, Ben. Rec. No. xvii. 10. 

Aqueducts and cost of pumping by 
steam power. Bom. Rcc.No.xxii., 
56 : 

• in Kolliapoor, Bom. Rec. 
No. viii,, 291. 

Arabia, maritime with opposite 
coasts of Persia and Africa, map 
of, Bom. Rec. No. xxiv., in co- 
ver. 

Arab tribes of the Persian Gulf, re- 
port on, Bom. Rec. No. xxiv., 
55, 56. 

the rise of the Wahabee 
power, 57. 

the state of Muscat, 59. 

their ancient commercial 

pursuits, 60. 

policy of the British Go- 
vernment towards, 62 — 7 4. 

report on the Muscat Arabs, 

joasmees, Uttoobees, Wahabees 
and Oman, 56. 

no security in the most 

solemn engagements with the 
Chiefs, 62. 

expedition . of Sir William 

Grant Keir for the suppression 
of piracy, 63. 

— maritime truce in 1843 for 
two years, 71. 


Arab tribes, tlieir treaties with the 
British, Bom. Rec. No. xxiv., 
75— 88. 

agreement with East India 

Company in 1806, 75. 

translation of general trea- 
ty in 1820, 76. 

translation of preliminary 

treaty with Sultan bin Suggur, 80. 

of the Persian Gulf, their 

treaties mth the British, 7 5 — 88. 

— c translation of preliminary 

treaty with the Chief of llatt and 
Falcia, 81. 

translation of preliminary 

treaty with Shaikh of Debaye, 
82. 

preliminary treaties with 

Shaiklis of Balireiri, 84. 

preliminaiy treaty with 

Shaikh of Aboothabec, 83. 
treaty between British Go- 
vernment and Shaikli of Balirein, 
(1824,)— 85. 

^ terms of maritime truce 

for ten years from 1843 with tlic, 

86 . 

perpetual treaty of peace 

on the 4th of May 1853, 88. 

report on their resourcc.s 

and localities, 92 — 119. 

general description of, 92. 

description of the Arabian 

coast, 95 — 98. • 

fortificiitions on the Arabian 

coast, 99. 

piratical i>orts of Arabian 

coast, 99. 

maritime resources of the 

piratical ports, 100. 

population and Chiefs, 101. 

Joasmees, 58, 102, 60. 

Aboothabee Beniyas and 
Debaye, 103. 

IJjman and Amulgavine, 

104. 

• the Uttoobec, 140, 362.# 

localities of the tribes on 

the Persian Gulf, 104. 
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Arab tribes, of the Persian Gulf 
Bahrein, Bom. Kec. No. xxiv., 
104. 

— Bicldah, Wukra, and Adeed, 
108. 

— Grane or Koweit, 109. 

Plieleechi and Kateef, 110. 

Sokitaud Ojair, 111. 

genealogical ta})le of the ^ 
A1 Kiialeefa ruling himily of i 
Bahrein, 104. 

Lieutenant JopjKS route 
in November, 1841, from Ojair 
to Iloofoof, 111. 

description oflToofoof, 113. 

route from lloofuof to 

KateeF, 114. 

(.^{iptain llamerton’H route 

fi'om tSliargah to Bjyinec in 
Jaiiy., 1840, 110. 

Brynusi deseJM[)ti(m of, 1 10. 

— route from Bryiuee to 
l:soliar, (184-1), 118. 

iron ologi cal table of 

c veil is eou 1 1 ected with the, 121- 
1 ()0, 

date of their ascendan- 
cy in the lYn\sian Gulf, 1 G8. 

wars between the Arabs 
iind Murat has, 1 09. 

tlieir loss of Bahrein in the 

reign of Nadir Sliali, 109. 

of Oman, 240. 

maritime states of the, 

(18/54), 292. 

territorial possessions of 

maritime tribes, 292. 

• the cliaracter of the coast 
of Arabia, 292, 

the resources of the mari- 
time tribes, 292. 

their language, religion, go- 
vernment, education, moral sense, 
dise^uses, (1854), 297. 

historical sketch of the 

Joasmeo Arabs 1747 — 1853, 300 
—359. 

ib. of the Uttoobee tribe, 
1716—1853, 302—425. 


Arab, ib. from 1716— 1853 of 
the Beniyas, Bom. Bee. No. xxiv. 
402—490. 

ib. from 1795 to 1853 of 

the Wababee tribe, 428 — 460. 

ib. from 1834 — *53 of the 

Boo Felasee tribe, 498 — 507. 

ib. from 1820 to 1853 of 

the Ejman, 510 — 515. 

liistoric-al slcetch of the 

Amulgavine tribe from 1844- 
1853, 518—520, 

literature, its study by Ma- 
homedans, Ben. Bee.. No. xxiv , 
10 . 

coast Without Alie Persian 
Gulf, 018. 

currents along the coast of 
Arabia, 022. 

cf)ast of Batin ah, 023, 

cliiefi, tiio agreement of the 

Britisli. ( government betAvecn the 
y Ciirs 1 8 3 8 — 1847, for th c sup- 
pression (^f the slave trade in the 
iVrsiari Gulf Avitli the, 008 — 082, 
Arbitration on value of land for Bail- 
way, wliy objectionable, Ben. Bee. 
No. iv., J4. 

l)rivatc its use and abuse, 
111. Bee. For. Dept. No. ii., 70- 
77. 

Arboriculture in the Punjab, 1854, 
111 , Beit. For. Dept. No. vi., 185. 

Agri-liorticultural Society 

tiie runjal), rciiort on tlieir pro- 
ceedings for 1854, with reference 
to, 192. 

in the Pim'ab, 1855, In. 

Bee, For. Dept. JNo. xviii., 100. 
Arcot to Mysore Frontier, report 
dated 1855 on road from, Mad. 
Bee. No. xiii., 19. 

north, fibres of, Mad. Bee. 

No. xxiii., 38 — 41. 

m.rth, report on the Yeo- 

miahs of, Mad, Bee. No. xvii., 31. 
— ; north, estimate of the pub- 

lic works of 1854-55 for, Mad. 
Bee. No. xxvii. 5 — 8. 
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Arcot, noi-th, report on progress of 
public works for, 1854-55, Mad. 
Roc. No. xxvii., 90, 118, 186. 
north, statement of the traf- 
fic, Madras Railway Report App. 
K — O. xxviii. — ^xl. 

south, fibres of, Mad; Rec. 
No. xxiii., 42, 44. 

south estimate of the pub- 
lic works of. Mad. Rec. No. xxvii, 
19, 24. 

progress report for, 1854- 

55 of the }ni]jlic works, 94, 98, 
122—128, 186. 

south, papers relating to the 

revision of the settlement in. 
Mad. Rec. No. xxii., passim. 

report of the Collector dated 

1853 on the assessment of, 1 — 27. 

rates of its assessment as 

compared with other provinces, 
13—17. 

- assessment of Niinjah lauds, 

18. 

- ib. of Poonjah lands, 21. 

ib. of Totacal lands, 24. 

statement sheAving the two 

crop Nuiijah land in, 28. 

the classes or 3.^anms into 

which they Ml, the 2nd crop as- 
sessment being taken away, 
30. 

statement of 2nd crop Poon- 
jah lands, 33. 

the classes into which they 
fall the 2nd crop assessment be- 
ing taken away, 34. 

statement of the Tarumwar 

or Ayacut of the Nunjah land 
with the cultivation and waste 
for seventeen years, 37, 38. 

ib. ib. of tlie Poonjah 

laud, 41, 42. 

: — ib. ib. of the garden 

lands, 45, 46. . * 

south, statement shewing^o 

estimated grain produce with re- 
gard to the basis of the settle- 
ment, 51. 


Arcot, south, statement of Nunjah 
and Poonjah waste in. Mad. Rec. 
No. xxii., 53. 

statement of the expenses 

of cultivation of a ryot paying to 
Govt. 100 Rs., 54. 

extract from the proceedings 

of the- Board of Revenue, dated 
Ai-uil 1854 with regard to the re- 
vision of the settlement, 56 — 66, 
nature of the revision deem- 
ed necessary by the Collector, 61. 
the Board on Nunjah lands, 

61. 

- the Board on Poonjah lands, 

62. 

- ib. on Totacal lands, 
63. 

minutes of consultation of 

the Government, 26fch June 1854, 
with the Board’s proceedings, 66. 

ib. dated 17th July, 1854, 

on same subject, 78. 

ib. datpd 4th August, 1854, 
on these proceedings, 83. 

the results up to 1855, of 
the reduction of the settlement 
in, 87. 

vernacular school report fop 
1854-55, Mad. Rec. No. xvii^ 
17. 

Area of the British possessions of 
the Punjab, (1855) In. Rec. For. 
Dept., No. xi., 15. 

of tbc Punjab before 1846, 

in 1846, in 1849, 15. 

of the independent states 

within the Punjab territories by 
the statistical returns of 1855, 
27. 

of the Punjab by ib., 31. 

of Mysore, 90. 

of the districts of the N. 

W. Provinces, N. W. P. Rec. 
vol. i., 168, 

Arjoon Khan, account of, In. Rec. 

For. Dept. No. vi., 8. 

Arracan mountains, report on the, 
In. Rcc. For. Dept. No. xv., 38. 
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Arsenic in tlie Benares division for 
nnlawfuj purposes, report on the 
importation of, N. W. P. Rec. 
Part XXV., vol. iii., 275. 

— the opinion of the Medical 

Board on the importation of, 279. 
——how used by the natives, 280. 

■ the best way to destroy ar- 
senic, 283. 

Arseiiitc of Potash how used, Mad. 

Rail. Rep. for 1853, 204, 205. 
Artliur Sir George, his Draft Mu- 
nicipal Act for Ihuiibay in 1840, 
Bom. Rcc. No. xxvii., 2G. 

his opinion on Municipali- 
ties, 29. 

Artillery Punjab, In. Rec. For. 
Dept. No. ii., 38. 

Ashtagnmi Division, statement of 
population and collection of re- 
venue in each talook for 1854, 
In. Rec. For. Dept. No. xi., 
50 . 

jails and their manage- 
ment in, 85. 

statement of the taxes re- 
duced and abolished from 1831 
to 1852 in, 210— 213. 

abstract of the statement, 

214. 

the Sayer duties under the 

Rajah, 112. 

the 8iiycr duties remitted 
since assumption, 112, 120 — 

215. 

Asnee frontier, militaiy report on 
the, Sel. Cor. of Punjab Admn., 
vol. iii. No. iii., 265. 

cantonment, report on, In. 
Rec. For. Dej>t. No. vi., 149. 
Assafoetida, two sorts of, Bom. Rec. 
No. xvi., 133. 

Assam, cultivation of tea in, In. Rcc. 
Home Dept. No. xiv., 34, 

papers relating to frontier 

tribes on N. E. border of, Ben. 
Recw No. xxiii., 1 — 168, 

geograx>hy and population 

of, 1. 

B2 


Assam, course of Brahmax^otrain, 
Ben. Rcc. No. xxiii. 1. 

ib. of Disang river, 2, 22. 

ib. of Dikho river, 2. 

island of Mojauli in, 2. 

course of Bori Dihing, 2. 

the Diburu Nala forming 
W. boundary of the Morans, 2. 
— an account of the Morans, 3l. 

an account of the Miris, 3. 

tribe of Khamptis, 5, 7 0. 

- an account of the Simphos, 
6 , 14 . 

an account of the Kultas or 

Kolitas, 11. 

tribes inhabiting the coun- 
try of the Lama, 1 S. 

the Bor Khami^tis, 12. 

the route from Rungporo 

to Ava, 12. 

villages of Mishmis in, 1 6. 
survey of, 19—138. 
the Sanxm river, 22. 
the Buri Dihing river, 25. 
termination, of valley of, 
53. 

- character and habits of 
Mishmis in, 43, 62. 

bridges across torrents in, 
72, 82, 98, 154. 

Membu people on borders 
of, 83—85. 

habits of the Muluks, a 

tribe on borders of, 108 — 113. 

skilfuhiess of the chiefe 

of the Khamptis in working me- 
tals, 120. 

sxurit manuj^ctured by the 
Ediamptis, 120. 

the tea tree of Assam, 121. 
method, of preserving the 
tea, 121. 

Phungan Mountain, 123. 

• route from Gowhati toMur- 
sing Gaon, 127. 

■ gold washers of, 141. 

importance of intimate ac- 
quaintance with border tribes, 
147. 
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Assaiii; report on some mines disco- 
vered ill, Ben. llee.No. xxiii., 147. 

;v visit to Mcmbti in, 151. 

Assam, Lowei', jiart of the ancient 
kingdom of the Kochea, Ben. 
Bee. No. V., 30. 

Major tienkin’s report on, 

Ben. Ilec. No. xi., 38. 

' ancient revenue system of, 

5G. 

Assamese or Bengali wliich should 
be taught in the Assam Schools, 
Ben. Itec. No. xxiL, 151 — 187. 
conunon medium of inter- 
course witli mountain tribes 
round Assam, 151. 

language essentially the 

same as Bengali, 155, 177. 

• and Bengali languages, v 
letter by Mr. N. Brown on tlie, j 
160. 

ib., by various American 

Missionaries, 1 GO — 1 68. 

reasons of its resemblance 

to Bengali, 171. 

reply of Mr. Kobinson to 
letters by vaiioiis Missionaries, 
In,, 

comparison of tlic written 

language Avith. Bengali, 180, 184. 
Assaults, [)etty, not so common in | 
India as in Ihigland, N. W. P. 
Ilec. vol. i., 30. 

statistics of, 30. 

Assessment, chowkedarec, in the 
city of Bareilly, revision of, N. 
W. P. Eec. vol. i., 1. 

in eitch Moliullali of the 
city a Y)unchayct should be ap- 
pointed for determining tJie as- 
sessment of that MohullaJi, 1. 

the revised iisscssment 

works well, 2. 

report ^ the revised as- 
sessment by Magistriitc, 2. 

estab^jj^imcut before the 

revision aiaa the one proposed, 

7. 

• statement shewing the sum 


realised by settlement and dis- 
bursed from 1817 to. 1843, N. 
W. P. Bee. voL i., 8. 

Assessment, chowkedarec, in Shah- 
jehani)Oi*e, 10. 

— necessity in this town for 

its revision, 10. 

^I>etitions praying for ex- 
emption, 11. 

jxjtitions praying for reduc- 
tion, 11. 

petitions praying for infor- 
mation regarding, 11. 

total revision at Slialijc- 

hanpore, 12. 

statement shewing the 

number of bouses in SluiJijehaii- 
pore exem 2 >ted and assessed 2 >rior 
to the revision of the, 13. 

of the Mullicks, statement 

shewing the alteration made in 
1840 ill the, J3. 

ib., ill 1850, 14. 

observations on these state- 
ments, 15. 

statement si lowing the re- 
sult of different nites held at 
81iahjelian])(>re, 1 5. 

financial statement of the, 

16. • 

of Pergunnah Kurnaul and 

rates of Kliadiz and Bangui*, 
107, 125. 

of the Omcreote and Narra 
districts in Sind, official corres- 
pondence on, Bom. Bee. No. 
xxi. 2 >assim. 

under native governments, 

ohjectionable nature of, Mad. 
Bee. No. viii., 2. 

under the Hindoos not so 

objectionable as that under the 
Mussulmans, 3. 

its great object under a 

ryotwary system, 3. 

the most natm^al founda- 
tion for a land, 4. (, 

.on the basis of past collec- 
tions, fallacious, 5. 
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Assessment system for dry lands in 
tlio Madras Prescy., Mad. liec. 
No. viiL, 7. 

system for wet lands in 

tlie Madras Prcscy., 14, 20, 
63. 

in Kumool, its amount in 

, 15. ^ ^ 

refcrene.e must bo had to 

the situation of a held in lixiiig 
its, 21. 

of Rutnajhlly by Mr. W. 

Bay ley in 1843, 48, 64. 

of Gayopilly by ib. ib., 49. 

of Boinpilly by ib. ib., 47. 

of Cliej'ciilpaud by ib. ib., 

46, 63. 

■ of Oalgotla by ib. ib., 45. 
of Poolgooiny liy ib. ib., 
42. 

ill stnicti oils f<’>r the asses- 
sors of wot lauds ill Madras Ih-es- 
cy., 60. 

of first <dass wet land in 
tlie Talook of Coilgooiitla, Cud- 
dapah District, 66. 

in South Are.ot, papers re- 
lating to its revision, Mad. Rec. 
No. xxii., — passim. • 

rejiort by the Collector of 

South Arcot dated 17th Dec. 
1853, 1—27. 

rates of South Arcot as 

compared with other provinces, 
13—17. 

iinsatisfacfory nature of the 

Hoiiloos, 1 — 17. 

remedial measures for the 

Hooloos, 17 — 27. 

of Nuiyah lands in South 
Arcot, 18. 

of Pconjah lands in, ib. 

21 . 

of Totacal lands in, ib. 24. 

statement shewing the two 

crop Nunjah laud in South Ar- 
cot, 28. 

the classes or Tamms into 

which the two crop Nunjah lands 


hill, the second crop assessment 
being taken away, 30. 

Assessment statement of second 
crop Poonjah lands in South 
Arcot, Mad. Rec. No. xxii., 33. 

the classes into which the 

second crop Poonjah lands fall, the 
second cro]_> assessment being 
taken away, 34. 

statement of the Tamm- 

war Ayacut of the Nunjah land < 
with the cultivation and waste 
for seventeen years, 37, 38. 

- ib. ib. of the Poonjah lands, 
41, 42. 

ib. ib. of tbe garden lands, 
45, 46. 

• statement shewing the es- 
timated grain produce with re- 
ference to basis of the, 51. 

of Nunjah and Poonjah 

waste in South Arcot, 53. 

statement of the expenses 

<.>f a ryot paying to Govt, Rs. 
100, 54. 

extract from the i)rocced- 

ings, dated April 1854 of the 
Board of Revenue with regard to 
the revision of the, 56 — 66. 

nature of the revision wliich 

Collector deems necessary, 61. 

the Board on Poonjah 
lands, 62. 

ib. Totacal, 63. 

ib. Nunjah, 61. 

minutes of consultation, 

dated 26th of* June 1854 on the 
Board’s proceedings, 66. ’ 

proceedings of the Board 
of Revenue, dated 17 th July. 
1854, 78. 

minutes of consultation on 

the proceedings of the Board, dat- 
ed 4th August, 1854, 83. 

^iiotes on the result of the 

reduction of the assessment 
in South Arcot, April, 1855, 
87. 

in the Punjab, prevailing 
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rates in 185/), In. Bee. For. 
Dexjt. No. xviii., 25 . 

Assessment in Punjab, reasons for 
reduced, 27 , 

— of Hazara, Pesliawur, In. 

Kec. For. Dept. No. ii., 84, 85. 
of Dera Ismael Khan, 85. 

— — of district of Mooltaii, 91. 

of district of Khangurli and 

Leia, 91. 

— of district of Dera Gliazee 

Khan, 92. 

general reduction in tlie 

Punjab of, 93, 94. 

reduction in the Baree and 

Bechnab Doabs of, 83. 

proceedings connected with 

the, 104, 105. 

of Darjeeling, Ben. Bee. 

No. xvii., 9. 

on Foras lands, Boin. Bee. 

No. iii., 37. 

excessive, one cause of in- 
surrection in Cuttack, Ben. Bcc. 
No. iii., 13. 

in Cuttack, history of, 14. 

rate in mehals resumed 

for railway, Ben. Bcc. No. iv. 
— App. E. 

in 1822 of Bajpecpla, Bom. 

Govt. Bee. No. xxiii., 12. 

in 1822 cf Nandod x)er- 

gunnah, 533, 55G. 

of Jugreea iiergunnali, 556. 

of Jubboogaum pergun- 

nah, 539, 556. 

of Buttonpoor pergunnah, 

539, 556. 

— of Gowaloe pergunnah, 

538, 556. 

■ in Bajpeepla how fixed, 

535. 

of Ponota pergunnah, 536. 

• in 1822 of Bhalode per- 
gunnah, 537, 556. 

of Gora pergunnah, 540, 
556. “ 

of Gurreswer pergunnah, 

540, 656, 


Assessment of Khuntal pergunnah, 
Bom. Govt. Bee. No. xxiii., 540. 

of the hill pergunnahs of 

Baji)eexjla, 542, 553. 

of Chotuck villages, 542, 

554. 

of Klianage Teragat land, 

542. 

of Government land in 
Bajpecxda, 543. 

in the Colaba Agency, 
modes and rates of, Bom. 
Bee. No, vii., 14. 

— ill Sind, official corresiion- 

dence relative to the introduc- 
tion of a survey for an, Bom. 
Ilec. No. xviii., passim. 

in Sind, memo, of rules for 

the, 18. 

exemptions fiom assess- 
ment, 18. 

wheel assessment, 19. 

of the Bhikarpore CoUecto- 

rate report, dated the 26 th Oc- 
tober, 1854, 45. 

of Sind, rei)ort by Lieute- 
nant Perry on the, Sept. 20, 1854, 
56. 

— - — policy of a very light, 62, 

of Sliikarx)ore, report by 

Lieutenant Walhice uxjon the, 
111 — 120 . 

of Larlcliana, rex^ort. by 

Lieutenant St. Claii’ on the, 120 
-123. 

rex)ort by Mr. A. Young, De- 
puty Collector of Sind upon the, 
125—143. 

report by the Commission- 
er of Sind, on arrangements for 
revision of, 144. 

its modes and rate in Kolha- 

pore, Bom. Bee. No. viii., 69 — 
73. 

Assessed towns in the Zillah of 
Shahjehanpore report on self, N. 
W. P. Bee. vol. 1, 17, 

Asylum at Madras, report for 1853, 
on the Male, Mad. Bee. No. vii., 7. 
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Asylum ib. for 1854, Mad. Rec. No. 
xxi., 7. 

report for 1853 on the Fe- 
male, Mad. Bee. No. vii., 8. 

ib. for 1854, Mad. Bee. No. 

xxi., 8. 

Atcliamapett height above the Sea, 
Mad. Bail. Bep.for 1853, 18. 
Attaran Biver, Dr. Wallich on, Ben. 
Bee. No. ix., 68. 

Attelee channel, Mad. Bee. No. xv., 
38. 

Auckland Lord, on Malabar Teak, 
Ben. Bee. No. ix., 213. 

Aul estate in Cuttack, manage- 
ment of, Ben. Bee. No. iii., 32. 

Bajah in (.Cuttack, dissolute 
cliaractcr of, 32. 

Autgur, Bajah of, 80. 

Authee Naur, method of pre- 
paring its hbre. Mad. Bee. No. 
xxiii., 63'. 

Autmullick, Bajah of, 88. 

Ava route to Bungpoor, Ben. Bee. 
No. xxiii., 12. 

Awarafort, description of the, Bom. 
Bee. No. x., 35. 

Azimgliur, report for 1851 on the 
roads in, N, W. P. Bee. Part xvi., 
307. 

report dated 1857, by Mr. 

Tliomson on the district of, N. 
W. P. Bee. Part xiv,, 123. 

situation of the district, 

123. 

size and resources of the 
several Perguiinah Divisions of, 

124. 

table shewing the extent 
of the several fiscal divisions of 
the, 126. 

table shewing the extent 
of the sevei-al police divisions of 
the, 127. 

table shewing the strength 

in 1857, and cliargo of the lo- 
cal establishment on the Jumma 
of, 128. 

— natural products of, 128. 


Azimghur the sugar of, N. W. P. 
Bee. Part xiv., 128. 

• the opium of, 130. 

• the manufactures of, 130. 
the exports and imports of, 

131. 

the character of the inhabi- 
tants and the number of schools,' 

132. 

the nature of the land^ 
tenures in, 133 — 166. 

■ number of looms and state- 
ment of cloth manufactured in 
1836, App. B. 

^ — report on the frequent trans- 
fer of proprietary title in the 
•district of, N. W. P. Bee. vol. 
iii. Part xxiv., 227. 

B 

Backersal Nuddy, In. Bee. Horn® 
Dept. No. L, 97. 

Badersaio Iron mines, report on, In. 

Bee. Home Dept. No. xvii., 70. 
Badurwa, its towns and villages, 
their owners and revenues, Bom. 
Bee. No. xxiii., 81. 

Bagahee Mowzah, Pergunnah Tero- 
han, history of settlement in, 
N. W. P. Bee. vol. i., 163. 
Bahadoor Kheyl fort, report on, In. 
Bee. For. Dept, No. vi., 148. 

ib., In. Bee. For. Dept. No. 

ii., 42. 

Bahooda Bridge, report on progress 
of, In. Bee. For. Dept. No. vii., 
11 . 

Bahrein island, account of, Bom. 
Bee. No. xxiv., 22, 104. 

notice (1854) of, 289. 

genealogical table of the 
ruling femily at, 104. 

chief articles of export, 

105. 

• revenue realized by the late 
plantations, 105. 

• the imports, 105, 

> the towns, 105. 
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Bahrein island, the climate, Bom. 
Bee. No. xxiv., 100. 

the power of the chief, 1 OG. 

— its decrease in importance 

and po|iulation, 106. 

its weakness as a naval 

Port, 107. 

■ taken from the Arabs by 
the Governor of Pars in the reign 
of Nadir Shah, 160. 

name of Chief in 1854 

with the principal persons of 
his Court, 200. 

whether tributary, 201. 

boundaries, annual revenue, 

nature of the soil, irrigation, natu- 
ral and industrial resources, 201. 

means of comiiiuiiication, 

climate, diseases, 201. 

average range of thennomo- 

ter, estimate of population, 2i)2. 

its trade, 068. 

shoals ft)rming its har- 
bour, 560. 

general directions for en- 
tering the N. W. Port of, 570. 
Bajour, survey of, Sel. Cor. of Pun- 
jab Admn. vol. ii. Part xii., 482. 
Baker, Major, his plan for treating 
Damooda embankments, Ben. Rec. 
No. XV., 48. 

on discharge of Damooda, 
Ben. llec. No. xv., 85. 

Bakrapett, height above the sea, 
Mad. Rail. Rept. for 1853,— 18. 
Balapilly, height above the sea, 
Mad. Rail. Rept. for 1853, 18. 
Balasinor, sketch of, in 1854, Bom. 
Rec. No. xxiii., 11. 

why transferred to Rewa 

Panta, 11. 

boundaries and reigning 

family, 11. 

principal routes in, 12. 

■the cljfief in 1854, his re- 
venue an4^^bute, 12. 

10 — 20 . 

proceedings connected 

with c^m of its Babee to ex- 


ercise sovereignty over the Sa- 
tooinba Talooka, 225. 

Bahisinor, minute of the Government 
on the case, Bom. Rec. No. xxiii., 
227, 233. 

• ai%umcnts upon the case, 

230. 

correspondence upon ib., 

243. 

colJections paid by Satoom- 

ba to Balasinor, 249'. 

line levied by. Satooniba 

upon its ryots, * 

replies of Desaee^S^wlkjp- , 
das KeWuljee of Veerpoor ^to 
certain questions, 254. 

letter from its Babee to 

Government, 257. 

correspondence relative 

thereto, 258. 

extract from despatch of 

the Hon’ble Court of Directors, 
(1846), 250. 

Baida Pardee, account of, Bombay 
Rcc. No. ii., 15. 

Balliagliatta and Circular Canals 
notes on, Ben. Rcc. No. xix., 3. 

great evils of tlioso canals, 3. 

how these evils are to bo 
remedied, 4. 

estimate for alterations, 5. 

and Circular Canals, notes 

by Colonel Goodwin, 13tJi Oct. 
1853, 0. 

• evils of these canals, 10. 
canal Mr. Rose’s report, 7th 

Oct. 1852, Ben. Rec. No. xix., 
19—20. 

• traffic on, 20. 

• main obstructions on, 22. 
proposal for opening now 

line of canal, 23. 

• arguments for a new line of 
canal, 26. 

estimate for ib., 27. 

- — gross collections from 1846 
to 1852, 31. 

— rules for their better conser- 
vancy, 39. 
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Biilliaghatta repoii; of committei 
iipuu bc.^t site for oldening outle 
of new canal into the Hooghly — 
Ben. liec. No. xix., 50. 

Bnniboo trees, value of, Ben. Bee. 
No. iv., App. B. 

Bam beers large, on Attaran Kiver, 
Ben. Bee. No. ix., 73. 

in Pegu, Dr. Wallich on, 78. 

Bainra, Ihyah of, Ben. Bee. No. xi., 

Bandhalg, for improvement of river 
na>^^tio% their effect, Ben. Bee. 

Baftda fort, descriptioif of, Bom. 
Jvoc. No. X., 3o. 

division of the Sawunt 

Waree State, its census, 74. 

report dated 184() on the 
. stone tj Harries in the district of, 
•N. W. P. Bcc. vol. ii., lliO. 

register of stone quarries 

in the district of, 11)1. 

register of iron mines in 

tlie district of, 193. 

number of suicides and ac- 
cidental deaths from 1851 to’ 54 
ill the district of, N. W. P. Bee. 
Part xxii. vol. iii., 531 — 534. 

“ report on the frequent trans- 
fer of projirietary title in, N, W. 
V. Bee. vol. iii. Part xxiv., 223. 

Bangalore, height above the level of 
the sea. Kept. Mad. Bail. Dept, 
for 1853, :231. 

statement of the taxes abo- 
lished and reduced from 1831 
to 185:^, 111. Bee. For. Dept. 
No. xi., 120—213. 

abstract of the above, 214. 

its population in 1852, 
52, 02. 

division, statement of each 

talook with population and re- 
venue of 1853, 54. 

division, jails and their 

management in the, 83. 

nature of the Sayer duties 

under the Eajah, 115, 116, 


Bangalore Sayer duties remitted 
since its assumption, In. Bee, 
No. xi., 116, 120—215. 

Bangur lands in Kumaul, report 
on, N. W. P. Bee. vol. i., 114. 

• streams and irrigation of, 
114. 

remarkable tradition in the, 

114. 

• slope of the country, 115. 

• rice cultivation, 115. 

and Khadir land, pojjula- 
tion of, 115. 

the villages of, 115. 
the villages how inhabited, 

110 . 

holdings of the three castes, 

110 . 

education in the, 117. 

— r marts and trade in the, 117. 
— prices, 117. 

religious shrines and fes- 
tivals, 117. 

rates of Assessment of, 125. 

Banking in tlie Kolhapoor state, 
'Bom. Bcc. No. viii., 272. 

capital in the Kolhapoor 

state employed in, 278. 

Banking operations in the Oolaba 
Agency, Bom. Bee. No. vii., 99. 
Banki, Bajah of, Ben. Bee. No. iii., 
79. 

Banpore Khonds in Kuttack, Ben. 
Bcc. No. iii., 45. 

states, professional thieves of 

the, N. W. P. Bcc. vol.i., 02 — 08, 

translation of the Kliurec- 

ta of the Bajah’s upon the pro- 
fessional thieves, 67. 

3ansda estate, sketch of^ Bom. Bcc. 
No. xxvi., 39. 

notes dated 1854 5n, 40. 

name, title, age, residence 
and tribute of chief, 40. 

revenue, boundaries, area, 
sod, 40. 

resources, climate, popular 
tion, religion, castes, language, ad4 
ministration, diseases, kc., 41, 
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Bjni.slee i-iver, tlie ditiiculty it pi*o- 
senta to E. I. Railway, In. Rec. 
Home Dept. No. 1, 99. 

Barabalowtee of Mysore, their of- 
fices and duties, In. Rcc. For. 
Dept. No. xi., 91 — 93. 

Baraset dacoity* returns (1854,) 
Ben. Rec. No. xxi. 4 App., 2. 

gangs of dacoits in, 7. 

djicoities coimnitted be- 
tween 1852 and *55, App. A 
No. 1. 

dacoiiies committed be- 
tween 1851 — ^*54, App. A No. 

Baree Doab Canal, reasons for the 
project, preliminary enquiries, 
projects sanctioned, surveys and 
levels, In. Rec. For. Dept. No. 
ii., 34, 134, 135. 

and llechna Doabs reduc- 
tion of the assessment in, 83. 

Doab Canal, report on. In. 

Rec. For. Dept. No. \i., 174 — 
181. 

channel excavation, 175. 

■ head works of the, 175. 

hill, torrent works, 176. 

cutting through the spur 

of a hill, 176, 

masonry hills, boulder ra- 
pids, 177. 

• escapes, ib, 

bridges, ib. 

road connected with the 
canal, ib. 

tree plantations on the 

banks of the canal, station 
houses, ib. 

■ implements, machinery, wa- 
tershed and material, 178. 

compensation to land own- 
ers, 178. 

• total expenditure, 179. 

report for 1856 on, In. 

Rcc. ‘For. Dept. No. xviii., 60. 

Baree Gorah, vessels annually visit- 
ing, Bopa. Rec. No. xvii. voL ii., 
456. 

Bareilly, ^bwkeedaree assessment 


in the city of, N. W. P, Rec. 
vol. i., 1. 

Bareilly, a punchayet for the assess- 
ment should be appointed for 
each mohullah, 1. 

revised assessment works 
well, 2. 

report on revision of assess- 
ment by Magistrate of Bareil- 
ly, 3. 

committee convened for 

the ])urpose of a revision of the 
assessment and chowkeedaree sys- 
tem at, 3. 

’ division of the town, 4. 

increase of tax after new 

assessment at, 4. 

mte of impoil at, 4. 

state before tlie revision of 

the assessment of the C3iowkee- 
daree and Piineliayet systems at, 
3, 5. 

statement of sums realised 

and disbui'sed on account of the 
chowkedaree tax at, 8. 

statement shewing the re- 
vised account of the chowkee- 
daree tax, with the houses <fec. 
of, 9. 

zillah, administration of 

the revenue of, 74. 

prices in, 74. 

rate of discount on old 

Furruckabad 5nd Bareilly ru- 
pees, 74. 

export and inij)qrt of agii- 

cultural produce, 74. 

estimated agricultural pro- 
duce how disposed of, 7 4. 

expenses of cartage, im- 
portance of good roads, 74. 

expenses of water carri- 
age, 75. 

no trade below Benares, ex- 
ceptions, 75. 

• largest imports of, 75. 

m^e adopted for paying 

the kists, during a low state of the 
market, 75. 
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Bareilly, zillah, influence of im- 
proved means of communications, 
N. W. P. Rec. vol. i., 75. 

results of the year, 1812- 
43, 76. 

data for the opinion that 

tike prosperity of Bareilly is on 
‘the advance, 76. 

data shewing the increase 

in value of landed property, 7 6. 

re])ort on the branch dis- 
pensaries in the district of, 197. 

press rex.)ort for 1850, 51, 

52, N. W. r. Rec. No. xvi., 
272, 288, 298. 

native presses I’cport on, 

N. W. P.Roc. Partxix,, 397. 

report on tlie frequent 

transfer of i)rox)rictary title in 
Zillah; N. W. 1 \ Rec. Part 
xxiv., 215. 

estimate of the amount of 

traflic wliich may be taken up 
by a Kiilway from Meerut via 
]\loradabad to, N. W. P. Rec. 
Part xxii., 24. 

exports from, 24, 

imports from the Avestward 
to, 24. 

report by l\fr. C. J. Wing- 
field, on the traffic and produce, 
67. 

report of Captain Jones on 
the irnx>rovemf^it of the irriga- 
tion of the turrai lands in Zillah, 
N. W. P. Rec. vol. ii., 20. 

' map of xjcrgunnahs Gud- 

derx)oor, Rooderpoor, Kaipoorcc, 
Rich a and Chowmela, 20. 

Baria, sketch of, Bom. Rcc. No. 
xxiii., 5. 

its boundaries and chiefs, 5. 

first connection with Bri- 
tish Government, 6. 

■ tribute payable by the 
state, 6. 

• the habits of the Naikras, 6. 

- the revenue, 7. • 


Baria amount of force maintained, 
Bom, Rcc. No. xxiii., 7. 

I>rincipal routes and pro-^ 
duce, 7. 

its chief in 1854, 7. 
notes on, 1 7. 

toums and villages, their 
OAAmors and revenues, 60 — 68. 

historical sketch (l820j of, 
115—123. 

its chiefs and their re- 
sources, 117, 

value of land produce, 121. 
revenues of the state, 121. 

debts of the state, 123.’' 

ineursious of the Mahrattas, 

119. 

-- historical sketch of, (1826) 
125. 

letter from the Resident at 

Baroda submitting the above 
sketch, 127. 

the sketch divided into 

two ])art^, 1 30. 

notice of the Rajah, (1826) 

131. 

tlic Karbaree, (1826) 131. 

resi >i!rces and expenses, 132. 

reccij)tsaiid disbursements, 
(1825-2()) 133. 

connection with British 
Govt., 135. 

relation with Scindia’s Go- 
vernment, 136. 

— chiefs of the Naikra tribes, 
138. 

arrangements made Avith 

the giianiiiteed creditors, 141. 

estfiblisl linen t of a Govern- 
ment Potdarco, 142. 

terms of Potdaree agree- 
ment, 143. 

descent of tlie reigning fa- 
mily, 145. 

derivation of the name Ba- 
ria, 148, 

tradition connected Avith 
name Deoghur, 148, 

division into districts, 151, 
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Baria population atid climate, Bom. 
Rec. No. xxiii., 152. 

principal rivers, 152. 

forests and forest trees, 

153. 

^ the towns, 155. 

the resources, 155, 176, 

178. 

— Ghore© Veera collection, 

156. 

• Jumna, 156. 

Chouth, 156. 

■ exports and imports, 157. 
the process of making cate- 
chu, 154. 

its capital, 155. 

correspondence relating to 

the agreement between the Bi-i- 
tish Govt., and the llajah of, 
(1826) 165. 

the resources and disburse- 
ments for 1825,1826, 168. 

abstract of statement, 170. 

— - the principal Mehwasee vil- 
lages, 172. 

proposed Potdarec contract, 

180. 

corresi)ondencfi on Potdai-cc 

contract, 180. 

— despatch from the Hon’ble 

the Court of Directors dated 1830, 
189. 

Bariz, its increase in tlic Nellore 
division in 1852 from works of 
irrigation, Mad. Ilec. No. x., 
37. 

Baroda, geological and desciiptive 
notes upon tlic gi-oimd about the 
camp at. Bom. Ilec. No. xxiii., 
95. 

agreement entered into by 

its people with Rjijpeepla chiefs, 
600. 

* treaty entered^ into with 

Bajah of Rajpecpla, 627. 

Barometrical observations in Orissa, 
Ben. Ilec. No. xxiii., 189. 

Barookote in Hazara, In. Ilec. For. 
Dept. No. ii., 41. 


Baroz trees described— Bom. 

No. xviL, 126. 

Barracks cantonment abandoned, 3 1 . 

for European troops in tlie 

Punjab, report dated 1856 on, 
In. Ilec. For. Dept. No. xviii., 
63. 

Baminba, llajah of, Ben. Hoc. No. 
iii., 79. 

Basket makers of Kolhaporo, value 
of dead stock requisite for, Bom. 
Ilec. No. viii., 231. 

manufacture in Kidliaporc, 

231. 

Bassadore, description of plan and 
iia\dgation, Bom. ilec. No. xxiv., 
602 .^ 

' re])<>rt on, 1822, 49. 

* €account of, 37. 
map of the roads, 48. 

Bassia, an iutoxieatiiig li(pior made 
from, Bom. llcc. No. xvi., 142. 

Biitiiiah district, some account of, 
Bom. llcc. No. xxiv., 9. 

Battellahs described, Boiu. Bee. 

-No. ii., 1. 

Batteries Light Field, In. Ilec. 
For. Depjfc. No. vi.,39. 

Baulong Forests, report upon, In. 
llcc. For. Dept. No. ix., 96. 

Bays of Bengal, journal of a A'oye.ge 
for ascertaining the set and ve- 
locity of the currents in the, Mad. 
Ilec. No. xix, 9l. 

Bazee Tusma, ’see Tusma Bn zee. 

Bazotees report on the, Sel. Vam\ 
Punjab Adm. vol. iii. No. hi., 
243. 

Bcansee mountain iron ore, In. Bee. 
Home De])t. No. vih., 25. 

Boas to Pliillour report on road from, 
In. Bee. For. Dept. No. vii., 
29. 

Bcas to Lahore vide road from La- 
hore to Boas. 

Bedees, origin of infanticide 
amongst the, Sel. from Cor. of 
Punjftb Admn. vol. i. Part vi., 
406. 



Be<iec3, ccrciiiony attending the de- 
li voranco of a Bcdee woman, Sel. 
CJur. Punjab Admn. vol. i. Part 
vi., 4011. 

report on the Bhoonjaees, 

487. 

Eeobeepore rnowzah, proprietary 
rights in, N. VV. P. llec. vol. i., 
8o. 

Beolniiipore, proprletaiy rights in 
the mowzali of, N. AV. l\ lice, 
vol. i., Di. 

Bccjannggiir lake, N. Vi. P. lice. 
Part xix., 422. 

ik 0 japoi e, progress of stnvoy at, Tn. 
l iojuo Dept. No. xvii., 28. 

• discovery (.)f clay iron oi'c 
ah I, US lo, IS. 

limestone obtainable near, 

12 . 

■ general summary of the sur- 

vey of iron depositij at, 38. 

Beor blioora, iron and coal in, Ben. 
Hoc. No. viii,, 2)as.sim. 

Peerpui e, j)ro2»rictary rights in the 
mowzali oh 100. 

Beesnl2)ore (lisjhnsiiry, N. Vi. P. 
liec. vol. 198. 

Booziiud Iviiail trilio, In. llcc. For. 
D.])t. No. xii., 9.)'. 

Bchar, liistory of education in, Ben. 
ilec. No. xxii., 2l)8. 

— — 2>i'ivate i list ruction in, 208. 

causes of 2)rosperity of Jhig- 

lisli .schools in, 209. 

to! :il insti-iK'tion in, .20,'). 

ieelings on education of 

l)coplc in, 213. 

.sale of books in, 220. 

model schools not establish- 
ed in, 221. 

iic\vs2)apers hi. 221. 

Koocli, Major 4A Jenkins on, 

Ben. Ilec. No, v., 19, 

Behut Oomree see Oomree Bebut, 
[.see also Koocli Behar.] 

Bejouragurd, iron niiiio, report on, 
In. llcc. Home Dept, N o. xviii., 
71. 


j Bel trees, value of produce, Bon. 

Eec. No. iv., App. F. 

Bela Tal lake, N. AV. P. Eec. Part 
xix. vol, 417. 

Beiar co2)2)er mine, report on, In. 
Eec. Home Dept. No. xviii., G4. 

■ ib., In. Eec. Home Dept. 
No. viii., 9. 

Bclgaiim })olice, memo, on the, Bom. 
Eec. vol. ii., 38. 

— memo. (>nthemuinci}>al his- 
tory of, Bom, Eec. No. xxvil, 19. 
Beliiig Forest, rejiort on, In. Eec. 

For. De])t. No. ix., 93. 

Bellary, dispensary, report for 
18 5 if, A I ad. Hoc. No. xxi., 24. 

: reiKWt on the swinging 

festival mid walldug^ through lire 
in, Afad. Eec. No. vii., 17, 35. 

]>]aii a nd section of a main 

sluice ill, N. AV. P. Ecc. vol. ii., 
213. 

vaccination repoils for 1 854, 

Alad, Ptcc. No. xix., 17. 

re^iort on iirovincial school 

for ]8.>4-r)5 oh Mad. Eec. No. 
xvii., 14. 

report of Head Afaster for 

18.54-00, A])p. F., exxi. 

st:iteiiie.iit of stivlies, cxxiii. 

loc,al visitors and establish- 
ment as on Ajail 18oo, exxiv. 

statement of iiuiiilxa', caste, 

Ac. of the students, exxv. 

abstract of receipts and 

disl )ur>sci 1 1 on ts, exxv i . 

report of the (JoUector in 

1823 on the schools in, Alad. Eec. 
No. ii., Apjx D. xiii. 

report upon the iirincipal 

works instituted or sanctioned 
during 18-52 in the, Alad. Ecc. 
No. X., 38. 

irrigation in 1852 and 

derivable revenue in the district, 

52. 

- revenue derived from tanks, 

53, 64, 69. 

ib. from wells, 53. 
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Bcllary district, n umber of anicuts, 
tanks and wells in the, Mad. llec. 

X., 54. 

— : special wants of the dis- 

trict in 1852, 03. 

manufacture of earth salt 

in, Mad. Eec. No. xvi., 91. 

plan of salt pans in, 92. 

analysis by Professor Mayer 

of the earth salt in, 93. 

— rej)ort and estimate for 
1855-50 for the anicut across 
the Huggry in. Mad. E-ec. No. 
xxviii., 30, 43. 

report for 1854 on the 

roads in, Mad. Rec. No. v., IG. 

ib. for 1853, Mad. Rec. No. 
viii., IG, 97, 

district report for 1851 on 
the important public works of 
the. Mad. Rcc. No. ix., 15, 

public works progi‘oss, re- 
port for 1853, Mad. Rec. No. xv., 
7, 77. 

report on the fibres of, 

Mad. Rec. No. xxiii., 22. 

• report on traffic of, Mad. 
Rep. on Rail to Wallajahnuggur 
2nd Part, 1 — 6. 

and Kurnool estimate for 

public works of 1854-55, Mad. 
Rec. No. xxvii., 15. 

progress reports 1854-55 of 

public works in, 92, 114, 180, 
186.. 

Bellasis on S. Dist. Surat Collector- 
ate. Bom. Rec. No. ii., passim. 

Belooch race, report on tlie, Sel. 
Cor. of Punjab Admn. vol. iii. 
Part hi., 218. 

Belooch and Pathan tribes, report 
upon British connection with the. 
In. Rcc. For. Dept. No. xiL, 

§ 5 . 

Benares native presses, report for 
1850-51-52, N. W. P. Rec. No. 
xvi., 271, 285, 298. 

— — report on native presses 
at, N. W. P. Rec. Part xix., 398. 


Benares division, report dated 1854 
upon the importation of arsenic 
for unlawful purposes into the, 
N. W. P. Rec. vol. iii. Part xxv., 
275. 

report on the frequent 

transfer of propiietary title in, 
N. W. P. Rec. vol. iii. Part 
xxiv., 185, 225. 

Beiidacoi fibre. Mad. Rec. No. 
xxiii., 31. 

Bengal Lower, expenditure and 
notice of principal works carried 
on during 1854-55 in, In. Rec. 
D. P. W. No. xiii., 12. 

names of officers who have 

distinguished themselves, 14. 

financial results of Calcutta 

Chnals, 30. 

tabular view of expendi- 
ture on public works in, 44. 

— l>roper, report of East Indian 
Railway during 1854-55, 34. 

report on the South-West 

Frontier, Ben. Rec. No. xx., 
passim. 

late changes in Govern- 
ment of, III. Rec. Home Dept. 
No. xiv., 11. 

Nuwab Nazim of, liis pun- 
ishment, 14. 

Presidency College, Ben. 

Rec. No. xiv., passim. 

papei*s on the proposed 

railway in, In. Rec. Home Dept. 
No. i., passim. 

(For full information, SCO RailVay 
Bombay,) 

report on tlie south-west 

Frontier comprising Mfinbhoom, 
Chota Nagporc, subdivision of 
Kornda, Hazareebagli, KSuinbul- 
pore and South-West frontier 
agency, Bon. Rcc. No. xx., pas- 
sim. 

Bengali or Assamese, wliich should 
be bought in the Assam Schools, 
Ben, Rcc. No. xxu., 155 — 
187. 
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Bengali same as Assamese, Ben. 
Bee. No. xxii., 155L 

■ introduction of Sansci it in, 

155. 

• and Assamese, letter on by 
Mr. N. Brown, 166. 

• letters on by various Ame- 
rican Missionaries, 160 — 168. 

reasons for its resemblance 
to Assamese, 171. 

■ is identically one with As- 

samese, 176. 

reply of Mr. Bobinson to 

American Missionaries, 176. 
comparison of written lan- 
guage with Assamese, 180, 
184-. 

■ names and writngs of au- 

thors in, 85 — 145. 

■ — newspapers and periodicals, 

145— 148. 

Beni Gafrce see Ghahri. 

Beniyas, account of the, Bom. Rec. 
No, xxiv., 16. 

tribe of Arabs, chronologi- 
cal table of events from 1793 to 
1843 connected with the, 159 — 
164. 

an Arab tribe, their his- 
tory from 1761 to 1853, 462 — 
496. 

situation of Aboothabec, 

462. 

- the number of inhabitants, 

462. 

‘ their resources, 462. 

• the tribes which compose 
the, 462. 

their original seat, 462. 
their first establishment, 

463. 

they become separated 
into two divisions, 464. 

their estrangement from 

the Jooasmecs, 464. 

attack upon and plunder 
of Aboothabee, 465. 

their wars with the Jooas- 
mees, 465 — 469, 


Beniyas, death of their chief Shaikh 
Tahwoon, Bom. Rec. No. xxiv., 
470. 

they conspire against 
Shaikh Khaleefa. 

- defeat of the J ooasmees, 47 2. 

• their piracies upon British 
ships, 474. 

an action with pirates, 474. 

demands made by the Bri- 
tish upon Aboothabee, 476. 

the chiefs of their piratical 
fleet are delivered over to the 
British, 477. 

they war with the Nazene 

tribe, 481. 

their treaty w^th Jooas- 
mecKS, 485. 

• the character of Shaikh 
Khaleefa in Sliakboot, 487. 

his death, 488. 

their exjnilsion of the Wa- 

habcc Lieutenant from the Bry- 
moe territories, 489. 

they violate the maritime 

truce, 494, 495. 

British cruisers sent to de- 
mand reparation, 494, 495. 

they subscribe to the new 

treaty of peace drawn up in 
1853,496. 

Beni Boo Ali tribe, disastrous ex- 
pedition against the, 188. 

despatch and success of a 

second expedition, 189. 

plunder of the Oscar by 
the, 198. 

Berar, why ceded to British, In. 
Rec. Home Dept. No. xiv., 7. 

• administrative progress in, 

10 . 

Berana, iron stone found at, In. 
Rcc. Home Dept. No. xvii., 41. 

Bcrkely, Mr., report on Nerbudda 
Valley, Bom. Rec. No, xiv., 119. 

Betel nut of Nuggur, In. Rec. For. 
Dept. No. xi., 50. 

revenue derived from dur- 
ing 1831, 60, 
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Beypoor, Mad. Itail. Dept, report 
for 1853, 29. 

j^abur, re}K>rt on ita chiefs extent, 
boundaries, feattiros, pn>dttction8, 
climate, re^urocs^ and police, 
aubmittod to Govt, 1853, Bom. 
Roc. 'No. XXV., 47, 48, 81, 82. 

pergimrmh reinirt submitted 

to Govt, ill 1854, 1 14. 

reputed iiuhealtliiness of, 

In, llcc. Home Dept. No. xsll, 
7. 

— longitudinal section sIkuv- 
do posit at, Trontis- 

picce. 

section sliewiiig position of 
iron deposits at, ih. 

Mr. Bowerby s rcx>ort on 

iron dex30sits at, 1, 7. 

mines liow to be connected 

witli tliose of Agiir, 2, 0. 

general siiiniiiary of tlic 

survey of iron dex)osits of the, 
33. 

general remarks on tlic 
iron beds of the, 42. 

list of specimens of iron 
ores with remarks, 4(5, 83. 

ax)pcndix to general sum- 
mary of the survey of the iron 
dejiosits in tlie, 49. 

iron holds, number of fur- 
naces that mi gilt be judiciously 
erected at the, 103. 

iron dex>osits, rejiort by 

Colonel DruniHioiid on, In. Eec. 
Sui3j)lement to No. viii., 21. 

facilities for working the, 

23. 

fuel, fireclay, limestone, 

loam, and sand, all attainable 
near the, 23. 

proposal to establish water 

^power works, 24. 

— experimental works on a 

small scale, 24. 

opinifms of various En- 
gineers on the works 

- — effects of rich 


CMPes along the plams, In. Ilec. 
Supjdoment to No. xiii., 26. 
Bhabur ii*on mines worked by na- 
tives in the hills, 27. 

- analysis ol the clay iron 
ores of, 3«‘l 

obser\^atious on tlie iron 

ores of the lower hills of, 44. 

further analysis of tlic 

iron ores by Dr. Macnamara, 
63. 

notes by Lieut. Crcatlicvl, 

20th October 1853, on tlie, 66 
—71. 

geological formation at, 11. 

• Kumaou, SeeKuniaon Blia- 

bur. 

Bhalode Perguimah, its settlement 
in 1822, Boiii. Ilec. No. xxiii., 
537, 55 G. 

its customs, 555. 

statement of its villages 

wliieli pay tribute to their Patels 
and to Government, 5G2. 

statement of the quantity 

of land wbicJi belongs to Govern- 
ment, 5G4. 

Biinramarg duty, its nature, In. 

lice. For. Dept. No. xi., 105. 
Bhaubiir or forest tract of the 
North West Provinces, its cha- 
racter, N. W. P. llcc! vol. ii., 21. 
Bhaughinitty encroachments of the, 
Ben. Ilec. No. ii., 34. 

Cax)tain Long on the, 37. 

new cut from the Ganges 

uito tlie, 3G. 

changes in the entrance of, 

8 . 

sketph map of, 47. 
Gopce[)ore shoal, sketch 
map of, 47. 

• Mr. W. Jackson on naviga- 
tion of the, Ben. Kec. No. xvi., 
55. 

Bhawulpore, honorable conduct of 
Indian Government towards, In. 
Rec. Home Dept. No. xiv., 12, 



Bhawulpore, affairs in JS52 of, In. 
Bee. For. Dept. No. vi., 13. 

* Kian, liis services and liow 

rewarded, 13. 

« quarrels of the chiefs of, 

u, m 

• its area, revenue and po- 

pulation in 1855, In. Bee. For. 
Dept. No. xi., 12, 13. 

Blicel Naikras, their habits, Bom. 
Bee. No. xxiii., 6, 98 — 100. 

sketch of their chiefs in 

1820, 138. 

chiefs, settlements effected 
by Mr. J. B. Willoughby in 
1823-24 with the, 703, 758. 

the niaiiiier in which the 

settlements were to be effected, 
701. 

terms 2 )roposed to Kooer 

Wiissawa, the freebooter, submit- 
ted for ajqmwal, 704. 

remarks upon the above 

terms, pointing out the difficulties 
in the way of their accej^tance 
by Kooer Wussawa, 7 05. 

the aijjjroval of the terms 

by Goveniment, 70G — 708. 

in Rajpeeida, second settle- 
ment with Kooer Wussawa, 7 08. 
revised terms of the set- 
tlement, 709 — 714. 

reijfesentation of Kooer 

Wussawa, 714. 

• bond entered into by H»oer 
Wussawa with the llajah of 
Bajpeopla, 7 1 5 — 7 1 7. 

their condition in 1763, 

722. 

the mode of their Glovcm- 

ment in 1763, 723, 724. 

tlie customs levied on the 

road through Sakhbara, 723. 

• the principal station of the, 

723. 

• the re-opening of the road 
through Sakhbara, 723. 

— — their punishment by the 
B«yab of B^peepla, 725. 


* BJ^eels, their ancient rights, Bom. 
Kec. No. xxiii, 726. 

may be divided into two 

classes, 727. 

method' to be adopted in 

the treatment of either class, 
728, 729. 

why not advisable to de- 
mand security from the Bheels 
of the mountainous districts of 
Iiaji)ecpla, 730. 

their future rights, one way 

in which they should be puu- 
. ished, 731. 

for their 2 )roper subjection, 

thaiinalis niust be maintained in 
the Hill Ferguiiualis, 733. 

all their criminals are tried 

by the Mulk-Seerishta, 734. 

settlement concluded with 

their Chief in 1763, 736. 

' how they were formerly 
taxed, 743. 

in Biijpeepla, the tyranny 
of their Chiefs, 752 — 754. 

an agreement of Kooer 
Wussawa renouncing his claim to 
the Ghoonwalee Koontee, 757, 

settlements effected with the 

Bheels in 1823— 26, 759—787. 
tribes of Khandeish, histori- 
cal sketch accompanied by an out- 
line down to 1843 by Cai)tain 
D. C. Graham, with continua- 
tion to 1855, Bom. Rec. No. 
xxvi., 201 — 252. 

agencies map of, 201. 

notice until the commence- 
ment of the amelioration system 
in 1825 of the, 202, 224. 

their former administration, 

204. 

their habits, 209. 

their sufferings, 209. 

Colonel Briggs’ plans, 211. 

division of their lan^ into 

three agencies, 213. 

the conciliation policy with 

its result, 213, 224. 
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Bheels, Captain Outnun among 
Bom. Eec. No. xxvi., 215. 

— t terms of tlie amnesty, 218. 

- amount spent in civilizing, 

221 . 

■ present character erf the, 

222 . 

— — — tribes described, 227. 

— — synopsis of the Bheel set- 
tlement and of principal events 
from 1818 to 1855, 229— 240. 
- specimen of the Secret lan- 
guage of the, 241. 

register of the disposal pf 

the leaders of the, 243. 

- memo, regarding state of 

force employed in the Southern 
agency down to 1843, 244. 

— : statement of the advances 

and balances due in 1843 iJy 
the, 245. 

ib. ib. up to 31st July 

1855, 252. 

^^levy of Bheel Corps, 214, 

224, 244. 

receive lands, 215. 

— strength of the Khandeidi 

Bheel Corps in 1843, 246. 

— ^ strength of the detachments 

of the Bheel Corps in 1843, 248. 

monthly return shewing 

the actual strength and stations 
of the Bheel Corps in Feb. 1856, 
248. 

Bheemtal tea plantations, N, W. P. 
Bee. vol. i:, 214. 

Bhej Burrar, in zillah Banda, report 
<Hi the tenures of, 148. 

• peculiarity of tenures in, 

148. 

probable origin of the pe^- 

culiarity of tenure in, 149. 

method of dist^buting the 

Junpna in, 150 — 153.' 

fitefeet putteedaree, im- 
perfect; i y^tteedaree zemin- 
* dare©^!& all included in’ the 
151. 

— ^iK)uth tenure in, 153. 


Bhej Burro?*, pouth viBiiges in, N. 
W. P. Rec. vol. i, 163, 246. 

— number of villages which 

come under the notice of Collec- 
tor of Banda for revision of set- 
tlement, 164. • 

what the settlement officer 

attempted and what he accom- 
plished in, 154. 

ib. objections against, 156. 

ib. objection to abolishing, 

157. 

cultivation in, 150. 

Bhekhoopoor, proprietary right in 
the mowzah of, 92. 

Bhodan Town, Bom. Rec. No. 
xxiii., 315. 

Bhoodurgur, description of. Bom, 
Rec. No. viii., 124. 

Bhoogteos, report on them and 
their connection with the British, 
In. Rec. No. xii, 44. 

and Murrees tribes of, In. 

‘Rec. For. Dept. No. ii., 26. 

report on the, Scl. Cor. 

of Punjab Admn. voL iii. Part 
iii, 220, 231. 

• the hills inhabited by the, 

203. 

• the routes into the hills of 
the, 210. 

description of the, Bom. 
Rec. No. xviL, 128, 

• their history, 120. 

Bhspj, general remarks upon tho 

Medical topography of, Bom. 
Rec. No. XV., 227. 

• situation, length and 

breadth, 229. 

general appearance, climate, 

monsoon, diseases, 229, 230. 

certain noxious stations, 

230. 

• its neighbourhood, 231. 

■ rivers in the vicinity of, 

232. 

^ tho large tank at, 232. 

• prevailhig winds &c,, 232, 

233. 
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Bhooj, routes between varioustown^ 
Bom. Rec. No. xv., 235 — 287. 

Blioonka and Decliouree, iron dis- 
covered between, In. Rec. Home 
Dex)t, No. xvii., 18. 

irgn bed discovered between 

Lolia Bhnr Bliur and, In. Rec. 

^ No. xvii., 3. 

Bliooteas of Darjeeling, report on 
the, Ben. Rec. Na xvii., 7. 

Bliootea, carriers and traders, N. 
W. P. Rec. Part xviii., 379. 

Bhora K6t to Pat Kot, general sum- 
mary of the survey of iron depo- 
sits from. In. Rec. Home Dejjt. 
No. xvii., 33. 

report on iron found at, 

5, 17. 

Bliiibooteepoor proprietary right in 
the mowzah of, N. W. P. Rec. 
vol. ii, 90. 

Bhuggur ferruginous bed discovered 
near the village of. In. Rec. 
Home Dept. No. xvii., 3, 11, 
18. 

Bhur Bhur Loha, see Loha Bhur 
Bhur. • 

Bhurtpore tea plantation, N. W. 
P. Rec. voL i., 215.. 

quarries, report on the, N. 

W. P. Rec. vol. ii.,,181. 

quality of the stone, 181. 

Rajah’s tax on quarried 
stone, 181. 

• stone hewers charge in, 181. 

• trade in stone, 181. 

• measurement of stone to 
determine weight, 181. 

■ uses of stone in, 181. 

- — report for 1852 on native 

press at, N. W. P. Rec. No. xvL, 
300. 

report for 1853 on native 

presseii at, N. W. P. Rec. No. 
xix., 400. 

Bhutteeana, report on the frequent 
transfer of proprietary title in, 
N. W. P. Eec. Part xxiv., 187, 
188. 


' Bhygowan, proprietary rights in 
the mowzah of, N. W. P. Rec. 
vol. i., 94. 

Biddah, an account of, Bom. Rec, 
No. xxiv., 108. 

Bijehree, proprietary right in the 
mowz^ of, N. W. P. Rec. vol. 
h, 94. 

Byiiour, exports from, N. W. P. 
Rec. Part xxiL, 24. 

imports to, 24. 

report on the frequent 

transfer of propiietaiy title in, 
N. W. P. Rec. Part xxiv., 210. 
Bimlipatam river, bridge over the. 
Mad. Rec. No. x., 3. 

report for 1851 on the 

bridge, Mad. Rec. No. ix, 3. 
Binora, Nowagurh, Rajah of, Ben. 
Rec. No. xi., lO. 

Bir iron mines, report on the, Sel. 
Cor. of Punjab Admn. vol. ii. 
No. vi., 0. 

Binndeo Mundee, N. W. P. Rec. 
Part, xviii., 379. 

Biswahdaree tenures in Kurnaul, 
N. W. P. Rec. vol. 1, 119. 

Black Town dispense, report for 

1853, Mad. Rec. No. vii, 12. 
dispensary,, report for 

1854, Mad, Rec. No. xxL, 11. 
report of a committee for 

cleansing the drains of the. Mad. 
Rec. No. xxxii., passim. 

proceedings of a committee 

appointed by Govt, in 1851 to 
examine and report upon Cap- 
tain Boulderson’s plan for deans- 
ing the drains by pumping up 
sea water, 1 — 9. 

classes into which all the 

drains may be divided, 1. 

Major Boulderson’s plan 

alone benefits the mains, ^ 

“ the defects of the^xnain-* 
sewer, 2, 

— I — evil would not be reme- 
died by arching over the sewer, 
3. . p 

) 2 
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Black Town, cost of Captain Boul- 
dersoifs sclieme, Mad. Bee. No. 
xxxii., 5. 

-suggestions of the commit- 
tee for the efficient drainage of; 6. 

memo, of the apparatus re- 

qmred for Captain Boulderson’s 
scheme^ 9. 

letter from Military Board 

to Oort, on the inefficient drain- 
age of, 10. 

objects to be kept in view 

in the drainage of the, 11, 12. 

remarks upon the project 

of Major Cotton for draining the, 
17. 

financial aspect of Major 

Cotton’s project for draining the, 
19—22. 

memo, by Lieut. Col. Cotton 

on building the northern tunnel, 
25. 

• proposal by Lieut. Col. 
Cotton for the efficient drainage 
of, 27—32. 

• letter from the Military 

Board to the Medical Board, 
I852j 32. 

letter from Military Board 

to the Chief Magistrate, 31. 

r-; consumption of water for 

each person in Madras, 36. 

letter (18/52) from Military 

Board to the Superintendent of 
the Gun Carriage Manufactory as 
to tlie aj) 2 >lication of water power, 
40. 

letter (18/52) from the Mi- 
litary Board to the Marine Board, 
42. 

■ — statement ^hewing the cost 

of water from 185-1 to 1852 sup- 
plied to shipping at Madras, 44. 
—•—memo. (l9i^l'*from Mili- 
tar^Board to Engineer, 44. 
— — Sanitary import (1848) on 
the 4tli disfe|^, 47 . 

— : ib, ib, on the 2nd, 

49 . ; < 


Black Town, letter from Superin- 
tending Surgeon to Chief Magis- 
trate, Mad. Bee. No. xxxii., 54. 

letter from Magistrate of 

1st district to Superintending 
Surgeon, 56. 

report of Sufgeon of the 

4th and 3rd districts on thn 
water and drains of the, 61 — 69. 
memo. (1852) by Lieute- 
nant Colonel Cotton on the water 
works of, 69. 

expenditure on water 

works, 73, 74. 

drainage works necessary, 
75. 

— memo. (1852) by Lieut.- 
Col. Cotton on the scheme for 
bringing water to, 75 — 84. 

estimate of cost value and 

charge for water in, 85. 

memo. (1852) on the Adyar 

Basin by Lieut. Col. Cotton, 87. 

papers relating to drainage 

and sewerage, MacL Bee. No. xi., 
passim. 

— plan of, Frontispiece. 

canal from Spur tank to, 7. 

plan shewing under ground 
sewerage, 10. 

plan shewing reservoirs, 
tanks, &c., 10.- 

view of south face of; 1 1 . 
its division for drainage, 

11 . 

drainage of centre division 
how effected in 1854, 12. 

length of drains required 
for new system of drainage, 15. 

points which should be 

considered in laying down drain- 
age for the, 14. 

what fall is requisite for 

the primary drains of, 15. 

every drainage pipe should 

have an outlet into the air, 15. 
— ^ — house drains, how large 
they should be, 16. 

— sketch of a house shewing 
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the house drain passing into pri- 
mary drain, Mad. Eec. No?xi.,16. 

Blaek»Tuwn,,liow water should be 
supplied for scouring the drains, 
17. 

how many channels will be 

requisite for the drainage of, 10. 

estimate for construction 

of sewerage works of, 17. 

estimate for sewerage of, 

19—21. 

abstract of the estimate, 22. 

general view of the propos- 
ed plan for the drainage of, 22. 

estimate of annual work- 
ing expenses of sewerage for, 23. 

estimate of the expense of 

constructing a sewer from Ptaw- 
sapah Street to main drain, (2000 
feet,) 24. 

manures, practical applica- 
tion of, 118. 

minutes of consultation on 
the foregoing reports, 120. 

Blair, Mr., on Teak in Oanara, Ben. 
llec. !N'o. ix., 235. 

Blundell, Mr., proceedings regarding 
Tenasserim Teak, Ben. llec. No. 
ix., 83. 

Boad, map of, In. Rec. Home Dci)t. 
No. V., Frontispiece. 

Board of Administration of the 
Punjab abolisUecl, In. llec. For. 
Dept. No. vi., 2. 

their improvement of the 
military defences, 28, 29. 

Board, Opium, Ben. Rec. No. 1 — 3. 

Board, Military, on Damooda Bunds, 
Ben. Rec. No. xii., 32. 

memo, on Damooda, Ben. 
Rec. No. XV., 08. 

of Revenue, on Damooda 
embankments, Ben. llec. No. xii. 
11 . 

Boats on the Indus described, Bom. 
Eec. No, xvii., 5€o. 

Bodeen Khail tribe. In. Rec. No. 
xii., 95. 

Boer stream, iron discovered at, In. 


^ Eec. Horn. Dept; No. xvii,, 10, 

11 . 

Boer, water power in the river, 

10 . 

coal discovered up the, 13. 
Bogle, Major, on Tenasserim coal, 
iron, tin, Ben. Rec. No. vi., 15. 
Bogwangola, proposed line of rail- 
way, report on the, In, Eec. 
Home Dept. No. i., 4. 

project,. wliy abandoned, 5. 

Bolan J’ass described, Bom. llec. 
No. xvii., 136. 

Bombay and Agra road, return of 
traffic for 1853-54, Bom. Eec. 
No. xix., 35. 

report for 1855 upon its 

sanitary state and requirements, 
Bom. Hoc. No. xi., 1 — 42. 

- details of the income of the 
Board of Conseiwancy from all 
sources for each year from 1845- 
4G to 1852-53, both inclusive, 
shewing also each year’s total ex- 
penditure, and the sta-te of the 
Board’s account with the Govern- 
ment, at the close of the year, 42. 

particulars of the Board of 

Conservancy’s general expendi- 
ture, from 1845 to 1853, 44— 
46. 

particulars of the Board’s 

executive expenditure for each 
year from 1845 to 1853 inclu- 
sive, 46. 

is not divided into districts 

as it ought to be, 2. 

importance of sanitary re- 
form, 2 — 7. 

functions of mimicipal esta- 
blishments in, 7, 8. 

advantage of annual sani- 
tary reports, 9. ,, 

-importance of a good sewer- 

age, 9 — 10. ^ 

its defective census and 

real poinilation, 11. 

extracts ft-om a report on 
the sanitary condition of Charlton 
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upon Medlock, from the report- 
on the state of large towns in 
Lincolnshfre, Bom. Bee. No. xL, 
13—16. 

Bombay, bad state of the drains in, 17. 

particulars of municipal 

establishment, 48. 

work people employed for 

the repairing and scavenging 1 30 
miles of streets, 50. 

a list of new works execut- 
ed at cost of municipal fund, 
52—63. 

the mode in which such 

works are let to contract, 63. 

the rates at which such 

works have been executed and 
estimated, 64 — 74. 

- cost of certain public works 

required for its improvement, 75. 

■ - comparison between the 

different methods of conveying 
away and ultimately disposing 
of the night soil adopted in Lon- 
don, Paris and Bombay, with 
suggestions for obviating the 
nuisance arising from the present 
defective state of the Board of 
Conservancy’s arrangements for 
that purpose, together with sug- 
gestions for the proper regulation 
of the Burial grounds, 79. 

; ■ — on the water supply ex- 
isting in 1853, with reference to 
the population and the various 
methods what hafe been propos- 
ed for increasing the supply both 
from sources on the island and 
from Salsette, App. I. 

■ on the system of sewers 

laid down for the drainage of 
the native town and on the 
improved system of drainage re- 
cently introduced into’ England 
and its applicability to Bombay, 
App. J. ' 

reporfe*^^ the introduction 
of gas, A^ 

Mr. H. Conybeare 


i 

upon tho of wi^t^ fqrj 

BomtRec. No. 

Bombay, how much w^r is iiiquir- 
ed for, 6. 

— two systems by which 

water stored at a distance may 
be made available for the town, 
21 . 

cost of filtration, 25. 
plan and estimate for filter- 
ing tower, 26. 

plan of town, 35. 
distribution of water, how 
it should be effected, 35. 

estimate of expense for dis- 
tributing water, 37. 

• local rates for masonry and 
earth works, 46 — 49. 

notes of the estimate and 

of the lowest tenders for the fill- 
ing of Mody Bay on the sea 
face of the Port of, 51. 

heights above the sea of 

the different portions of the is- 
land of, 66. 

Major Crawford’s observa- 
tions on Mrv Conybearc’s report 
on the supply of water for, 71. 
Presidency, report l)y Cap- 
tain Henry on the habits and 
pursuits of the Kaikaree tribes 
in the, Bom. Bee. No. i., 1 — 24. 

annual report for 1850 of 

the proceedings of the Dacoitee 
Department, 25 — 33. 

report on the Wahwes, 

46—48. 

list of the wandering tribes 

infesting the, 80 — 90. 

Presidency, report by Cap- 
tain Charles Barr, on the condi- 
tion, customs and pursuits of 
the Mangs of the Kolhapore ter- 
ritories, 91 — 100. 

memo, on the reform of the 

PoHceofthe, 101—114. 

— memo, regarding the Shet- 
Bundees in the Southern Mahratta 
Country, Bom. Bee. voL ii., 1. 
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Bombay^ outbe reorganisation of tlie 
Police of the CShickodee Talooka, 
Bom. Rec. vol. ii., 10. 

• ib. of the Sumj^um Ta- 
looka, 23. 

• report on the police of 
Belgaum, 38. 

Captain Henry on the sys- 
tem of coining, 7 8. 

- — — ^ summary of recent pro- 
ceedings for the suppression of. 
infanticide in the, 85 . 

- — — 'grant of the island by the 
King of Portugal to Charles II., 
Bom. Rec. No. x., 347. 

grant by Charles the II. of 

the island to East India Com- 
pany on 27th March 1668, 
348. 

— : — on supply of water to,* 
Bom Rec. No. i., passim. 

resolution appointing a 

committee to repoi-t upon the 
wells and tanks of, 1. 

report of the committee, 

1—4. 

memo, on obtaining a good 

supply of water for, 6—11. 

with water estimate of 

scheme for supplying, 11, 

letter from Chief Engineer 

proposing their reservoirs, 12. 

resolution by Govt, that the 

attention of the Court of Petty 
Sessions be called to the sub- 
ject, 13. 

^ Captain Turner’s letters for- 

warding plan and estimate for 
reservoir on Malabar HilL IG — 
24. 

letter to the Board of Con- 
servancy proposing to brmg 
water from Sidsette, 25—29. 

second letter from Colonel 

Crawford on the same subject, 
29—33. 

* !i^ero aro two Bombay Kecords entitled 
No. i., the same confusion occurs in the 
other Presidencies. 


Bombay, extract from a 
the late Chirf En^ecr, Colond 
Jervis, proposing the construc- 
tion of a reservoir and tunnels on 
the Esplanade, Bom. Rec. No, i, 
34. 

• letter from Captain Craw- 
ford repeating the proposal for 
obtaining water from Salsette, 
35—37. 

Captain Crawford’s gene- 
ral sketch of the plan, 38, 39. 
Lieutenant Do Lisle’s re- 
port on the 2>roject of obtaining 
watcrfrom Salsette for 1851, 41, 

letter from Government of 

Bombay on Lieutenant De Lisle's 
report, 47 — 49. 

rejdy by Captain Craw- 
ford, 49 — 52. 

.report by H. Conybeare on 

the amount of the existing water 
supply of Bombay ^th refer- 
ence to the population, and on 
the various methods for increas- 
ing the supply, 53 — 132, 

addendum to report being 

an abstract of what has been 
published by the Bengal Go- 
vernment on the water supply 
of Calcutta, 133 — 140, 

letter from Board of 

Conservancy on Mr. Conybeare’s 
report, 141 — 144. 

minute by Government on, 

145—148. 

statement of the average 

annual expenditure by Govt, for 
water from 1848-1854, 148. 

ib. by Municipal fund, 

149. 

outline jpap of Bombay, 

34 — 35. 

map shewing course of 

Vehar Nullah, 30. 

plan of the proposed Lake 

at Yehar, 34 — 35. 

longitudinal section of lake 

from Yelmr to the dam, 34 — 35. 
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Bombay, section fron\ the lake in 
Salsette to the reservoir in, Bom. 
Eec. No. i., 34—35. 

variotLS diagrams connect- 
ed with the water supply of, 
138—139. 

Railway, see Railway Bom- 
bay. 

-line of Railway, plan shew- 
ing its junction with the Ben- 
gal line, In. Rec. Horn. Dept. 
No. i., 72. 

Secretariat, In. Rec. Home 

Dept. No. xiv., 17. 

irrigation works in, 43. 

municipal arrangements. 

Bom. Rec. No. xxvii.,* passim. 

municipal arrangements, 

IVIr. Pringle on, 7. 

, Mr. Blane on, 9. 

Sir G. Arthur on, 

11 . 

. — expenditure and notice of 

public Vdrka during 1854-55, 
In. ReS. D. P. W. No. xiii., 

23. 

financial results of the tolls 

on tlie Bhorc and Thull Glnlts, 
33. 

tabular view of expendi- 
ture on public works, 44. 

> progress report of Great In- 
dian Peninsidar Railway for 

1854-55*, 80. 

government, their proceed- 
ings in 1815-21 in the disputed 
successi(3n to the Gudee of Raj- 
pcepla, Bom. Rec. No. xxiii., 
389. 

• brief analysis of the above 
proceedings, 391. 

■ their correspondence with 
Assistant Resfdent at Baroda on 
the disputed succession, 395 — 
409. 

further correspondence, 

409—468, 492—511. . 

Teak Forests, Ben. Eec. 

No. ix., 249. 


Bomootha Clierry Khan iron 
mines, report on. In. Rec. Home 
Dept. No. xvii., 70. 

Bomosa, account of, Bom. Rec. No. 
xxiv., 20. 

their agreement to the per- 
petual peace treaty, 507. 

Boodam Cahngulah, cost for en- 
larging the. Mad. Rcc. No. x., 9. 

Boodawul (Khaiidcish) described. 
Bom. Rec. No. xxvi., 174. 

• notes on, 189, 

Boodemair to Dendaliir, report and 
estimate for 1855-56 for chan- 
nel from. Mad. Rec. No. xxviii., 
15, 37. 

Boo Felasa, an Arab tribe, historical 
sketch from 1834 to 1853 of the. 
Bom. Rec. No. xxiv., 498 — 566. 

they separate from the Be- 

niyas, 498. 

commence depredations, 

498. 

act of piracy committed 

by the, 499. 

their war with the Beniyas, 

499—502. 

their alliance with the Chiefs 

of Aboothabee, 502. 

Boo Haile tribe, account of, 16. 

Boolundsliuhur, rejxirt on frc(]uent 
transfer of proprietary title in, 

! N. W. P. Rec. Part xxiv., 196. 
j Boonere or Bunoor, report on Bri- 
tish connection with the tribe 
of, In. Rcc. For. Dei>t. No, xii,, 
6 . 

Boordees described, Bom, Rec. No. 
xvii., 153. 

Boorhanpore and Indore, return of 
traffic on the road between, Bom. 
Rec. No. xix., 34. 

Bootan, its boundary with Kooch 
Behar, Ben. Rec. No. v., 27. 

Booteas, in Kooch Behar, 30. 

Bora Samur, Rajah of, Ben, Rec, 
No. xi., 10. 

Borahs described, Bom. Rec. No. 
ii., 2. 
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Borax, where found, Govt. llec. 
Home Dept. No. xiv., 38. 

of Thibet, report u])on the, 

Sol. Cor. of Punjab Adnm. vol. 
ii. Part xii., 406 — 552. 

Ijetition of the Staffordshire 
potters, 408 — 500. 

report by Mr. D. McLeod, 

501. 

report by Oapt. Hay, 504, 

541, 548. 

report by .Mr. G. C. Barnes, 

512. 

rcpoi-t by Lord ‘W. Hay, 

513. 

^ — report by Mr. M. 1\ Edge- 

worth, 5 1 6. 

report by Capt. H. C. 

James, 518. 

report hy Mr. Martiadieu, 

530. 

map of the Pooga valley, 

530. 

remarks by the potters on 

the reports, 550. 

its manufacture. Bom. llec. 

No. xvi., 120. 

Border tribes of Sind, Bom. Rcc. 
No. xvii., 153. 

Bores, observations by Lieut. Ether- 
sey, 1. N. on. Bom. llec. No. 
xxvi., 85 — 01. 

situation of the Gulf of 

Cambay, 86. 

tides through the Gulf, 

87. 

the eastern or princii)al 
bore, 87. 

the Tvostern bore, 89. 

descripti<jn of the bore, 

90. 

Bostana, an account of, Bom. Rec. 
No. xxiv., 37. 

Botanical Gardens, Calcutta, Teak 
trees in the, Ben. Rcc. No, ix., 
31. 

Botany of Sind, Bom. Rcc. No. 
xvii, vol. ii., 592. 

Botum, proprietary riglits in the 


inowzah of, N. W. P. Rec. vol. 
i., 95. 

Boundaries of Cuttack and Bala- 
vsore, recpiire adjustment, Ben. 
Rec. No. iii., 48. 

disputes in Tributary Me- 

hals, 64. 

Bourccah gangs of robbers, report 
dated 1855 by Mr. Greathed 
on the, N. W. P. llec. Part xxiii., 

t # . 

they claim a Rajpoot oj*i- 

gin, 82. 

re])orts by the Magistrate 

of Mozulfernugger, 77, 80, 88 
94. 

gangs of ‘the North West, 

memo, by Mr. Muir, dated 1855 
up<ni, 99. 

report by the Magistrate 

of Allahabad, iOO. 

report by tJic Magistrate 

of Cawnpore, 109. 

({('positions of various rob- 
bers belonging to, 109. 

— chief residencies of the, 

110 . 

a re[)ort on the robberies 

of the Boureeahs, inhabitantKS of 
Khandlah and Bidowlee, Ac. in 
Mozuffernuggur, 113. 

papei’s on the, N. W. P. 

Rcc. No. XXV., 253. 

names of their principal 

tribes, 254. 

each horde obeys its own 

chief, 255. 

brothers and sisters arc 

X^ermitted to intermarry, 255. 

maiTiagc ceremony amongst 

the, 255. 

there are no jirostitutes 

amongst the, 250. 

their j^eculiar language, 

how they are treated and 

how they should be, 257, 
258. 

Bowany river, necessity of a bund 



and report upon, Mud. Bee. No. 
X., 144—148. 

-Bowany channels, report for 1857 
on the, Mad. Bee. No. ix., 
58. 

. Bowra, description of, Bom. Bee. 
No. viii., 1^3. 

a dependent Jageer of 

Kolhapoor, report on, Bom. Bee. 
No, viii., 295. 

report on, for 1854, 550. 
Boxsur to Choulcherree iron stone 
found from. In. Bee. Home Dept. 
No. xvii., 37. 

Boyce, Mr., on Teak in Goozerat, 
Ben. Bee. No. be., 262. 

Bozdars, report ‘on the, Sel. Cor. 
of Punjab Admn. voL iii. No. 
iii., 273. 

their incursions into the 

Punjab (1852), In. Bee. No. vi., 
10, 16, 

report on them and their 

connection with the British, In. 
Bee. No. xii., 39. 

report on the tribe of the. 
In. Bee. No. ii., 26. 

their misconduct since an- 
nexation of Punjab, In. Bee. No. 
xviii,, 92. 

Bracelets, glass, their mode of ma- 
nufacture, Bom. Bee. No. viii., 
235. 

, lac, their mode of manu- 
facture, 237, 238. 

— mode of preparing liquids 

to give silvern and golden hues, 
239. 

Brahmaputra, course of tlie, Bon. 
Bee. No. xxiii., 1, 21. 

union with Dikho river, 2. 

ib. with Disang, 2. 

ib. with Bori Dihing, 2. 

ib. with DiburU Nala, 2. 

• ib. with Diho^, 5. 

its char^^r near the 

source, 41. 

Bralima Kund, or well of Brahma, 
48. 


Bramhuns of Sind, Bom. Bee. No. 
xvii vol. ii,,*648. 

Braminee river, the difficulty it 
presents to E. I. Bailway, In. 
Bee. No. i, 98. 

Branches of the Suslus, Bom. Bee. 

No. xvii vol. ii, 403 — 407. 
Breakworks for rivers, report on 
that at Mundelapore, N. W. P. 
Bee. voi ii, 222. 

ib. at Mozunpore, 222. 

• ib. at Agra, 224. 
Bricklayers, value of dead .stock in 

Kolhapore requisite for. Bom, 
Bee. No. viii, 257. 

Bricks as road metal, N. W. P. 
Bee. voi ii, 112. 

, fire how to be made, In. 

Bee. Homo Dept. No. xvii., 
90. 

Brick-making machines, at Boor- 
kec, report on the, N. W. P. Bee. 
voi ii, 227. 

the soiison for, 227. 

-failure of Ainslio’KS machine, 

228. 

iescription of Hall’s ma- 
chine, 229. 

number of men employ- 
ed in the Boorkee brickfields, 
229. 

' the size and cost of bricks, 

229. 

an abstract of people em- 
ployed and of tlie daily (uitturn 
of bricks by Hall’s mtichine, 

230. 

extract exhibiting Ainslie’s 
macliine, 232. 

sketch of ib., 232. 

• sketch of Hall’s machine, 

232, 

extract exhibiting Hall’s 
machine, 233. 

Bridges of the Punjab, report on. 
In. Bee. No. xviii, 46 — 51. 

— ^ throughout the Kolhapore 

State, Bom. Bet*. No. viii, 
278. 
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jjriJgc across the Hooglily to be 
preferred to steam ferry, In. Rec. 
ISTo. 1, 7. 

Bridges their estimated cost on the 
line of railway from Bareilly to 
Meerut via Moradabad, N. W. P. 
Eec. Part xxiL, 29, 30. 

and roads in Punjab, In. 
Eec. No. ii., 128. 

— floating, in the Punjab, 
132. 

iron pontoon, not recom- 
mended for Punjab rivers, 132. 

Bridge over the Binilipatam river, 
rci)ort on, Mad. Eec. No. x., 
3. 

oil the Bangalore road, 41. 

over the Ponyar, estimate 

and report for 18^55-511, Mad. 
Eec. No. xxviii., 27. 

over the Jlindrce, report 
and estimate for 18/)5-5G, 28. 

over the Coleroon, 29, 47. 

over the Kistnah annicut, 

report and estimate for 1 803-5 G, 
Mad. Eec. No, v., 14, 41. 

over the Bimlipatam river, 

report for 1851 on the, Mad. 
Eec. No. ix., 3. 

report on the bridges of 

Tanjorc, N. W. P. Eec. vol. ii, 8. 

report on the bridges of 

Canara, by tlic Collector, dated 
1854, Mad. Eccv No. xxix., 
10 . 

Bridge of boats at Delhi, memo, 
on the, N. W. P. Eec. vol. ii., 7 2. 

width of stream at Dellii, 
72. 

receii^ts and disbursements 
of the, 72. 

section across the Koolfee, 
ib. 

■ sketch shewing the posi- 
tion of the bridge across the 
J umna, ib. 

its comparative advantage 

as compared with the Pontoon 
bridge at Agi^a, 7 4. 

E 


Bridge of boats at DeDii docs not af- 
ford so good a thoroughfare as 
the Pontoon bridge at Agra, N. 
W. P. Eec. vol. ii., 75. 

system of moving, 7 0. 

its original cost of con- 
struction, 79. 

its durability, 79. • 

the annual cost of mainte- 
nance, 79. 

• the whole cost of the, 80. 
how the annual charges 

may be diminished, 81, 

estimate of yearly cost of 
one boat complete with road- 
way, 84. 

rough statement of receipts 
and disbursements at the Delhi 
and Agra bridges during the 
years from 1848 to 1851, 85. 

over the river Kunout at 

Shahjehanpoor constructed for the 
Eanee of Powaine, on a design 
supplied by Colonel Abbott, re- 
port on the, 91. 

the design of Colonel Ab- 
bott, 92. 

placed at right angles to 

the course of the Hood, 92. 

plan and elevation of the, 

94. 

• preparation before laying 
the masonry, 92. 

foimdation of the piora, 

93. 

abutments connected by an 
arch, 93. 

contrivance for preventing 
settlement in the retaining walls, 
93. 

sketch of centres employed 
in the erection of the, 94. 

• method of keying the arches, 

the correct radiation of the 

voussoir courses, how secured, 

95. 

statement of the charges in- 
curred in constructing the, 9G. 
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Bl’idge, pliui of an elli[)ticii], W. 
P. Kec. voL ii., JM). 

Caj)taiii J. 11. Oldfield on 
Maj( r A. l^oilcau’w timiiel bridge 
for small spans, 90. 

construction of wooden, 

100 . 

description of wooden bridge 

erected at Singapore, 101. 

— made of woort of l-lO feet 

span, can be constructed (Jii the 
principle of that at Singaj>ore 
for 700 rupees, 101. 

over the Nerbudda river 

near Jubbulporc, design for a, 

102 . 

■' — its length and alaitiiients, 

102 . 

— piers and material, ih. 

])lan, elevation and section 

of wooden lattice bridge, ib. 

sketch of tlic design for a, 
102--10;3. 

api)roaclies, 1 0,3. 

— description of wood u sed, ib. 

estimate by Lieutenant 

Briggs of the expense of a, 1 04. 

Mr. Wcalc’s description of 

a double tmss bridge, 103. 

durability of timber used 

infonning bridges, 107. 

estimate by ' Jneu tenant 

Briggs for the construction of 
various bridges, 1 1 3. 

sketch of the Byree, 102. 

sketch of tlie Amee bridge, 

102 . 

over the Burwai Nullah, 

report dated 1851 on the sns- 
i;>ension, N. W. P. , Ilec. No. 
XXV., 250. 

detail of expenditure in its 

construction, 252. 

• Cortilliaur, cost of the, 
Mad. Rail. Kept, for 1853, 3. 

estimate of^39. 

how an4^^ what to be 

constructed, 3^||i^241. 

revised ea&uate, 245. 


Bridge, Cortilliaur, observations on 
plan of, Mad. Rail Rcj^t. foi* 
1853, 245. 

Broadfoot, Major, proceedings with 
regard to Temusscrim Teak, 
Ben. llec. No. ix., 123. 

Brown, Captain Lewis, his journal, 
Bom. llec. No xvii., 103. 

Bruee, Mr. T., on Daiiiooda Bunds, 
Ben. Hoc. No. xiL, 14. 

Brymoc, df;scrii>tion of, Bom. Kec. 
No. xxiv., IK). 

the fort, I in, 117. 

the Arab inhabitants, 117. 

its iniport.niee from \N4ieU(‘e 
derived, 117. 

the CO] k 1 nits of, 117. 

ihi' dates of, 117. 

route from bhargah to 

Brymce ti'avcllod ])y Jlamertoii 
in 1840, IK). 

route to Sohar, traversed in 

1810, ns. 

the tribes of, 1 19. 

Buchanan, Dr. Haniiliou, on Kooch 
Behar, Bon. Hoc. No. v., 43. 

Buckle, (-aptain, on kniks for irri- 
gation, Bom. llec. No. vi., t)assiin. 

Budaoii, rci)ort on the frequent 
transfer of proprietary title in, 
N. ^Y. P. lice. Part xxiv., 214. 

report by 11. Alexander, 

Esq., on the traffic of, N. W. 
Roc. Part xxii., 73. 

Buddhist, caves in the ravine of 
Paiidc xj Diireh in Kolhapore, 
Bom. llec. No. viii., 314. 

ground i)lan of the caves, 

314. 

ground plan of the caves at 

PowalarSll. 

Budget of Public Works in the Mad- 
ras Presidency for 1855-56, re- 
port of Colonel Baker on the, 
Mad. Rec. No, xxviii., 86. 

indistinctness in the man- 
ner of the treatment of canals, 86. 

of Public Works in the Ma- 
dras Presidency for 1855-56, no 
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provision nuido for bridges in the 
estimate for canals, Mad. itec. JN o. 
xxviii., 87. 

Budget list of estimates wliich for 
1855-56 required the Siiuctiou 
of the Govt, of India, 53. 

liyt of estimates with orders 

of Govt, of India upon list, 95. 

Budurodcen, Blount, In. Bee. No. 
ii., 149. 

Butfaloes, wild, in Midnapore, des- 
ti'uctive to ciiltivatioji, Ben. llec. 
No. iii., 55. 

Bnliereo dispensary, report on, N. 
W. P. Roc. voL L, 198. 

Buildings in KuiTaclice in 1840, 
Pxun. Rec. No. xvii., 217. 

progress in the Punjab, In. 

Rec. For. Dept. No. ii., 127. 

Bukkee Khail tribe, report on the, 
In. Rec. No, xiL, 95. 

Bukrala Nullah bridge. In. Rec. 
No. viL, 8. 

Bulka Ghat Ferry, statement of 
trallie, Bom. Rec, No. xix., 58. 

Bnllcsah Flats, extent, peculiarities, 
and conjcjctural explanations of 
the, N. W. P, Rec. voi. ii,, 216. 

remedies suggestc^d to get 

rid of the, 217. 

necessity for appointing a 

Superintendent at the, 218. 

BuUona Latec, discovery of iron at, 
In. Rec. No. xvii., 5, 26. 

Bulsar, trade of. Bom. Rec. No.ii., 1 5. 

Bumbhete, mowzah, pergiiunah. Gluj- 
boo, liistory of settlement proceed- 
ings in, N.W. P. Rec. vol. i, ICO. 

Bumooaree, discovery of coal at, 
In, Rec. No. xvii., 4, 13. 

Buiidehmnd, report on^uicide in, 
N. W, P. Rec. Part xxii., 496. 

Bunder Abbas, Bom. Rec. No. 
xxiv., 604. 

Bunder Vikkur, Bom. Rec. No, 
xvii., vol, ii,, 460. 
trade of, 470. 

Bunds in the Delhi district, their 
origin, N, W. P. Rec. vol. ii., 36. 


Bunds, general rule for the slopes 
of, 42. 

in tlie Delhi district, across 
the valley of the Amee, report 
upon its construction, N. W. P. 
Rec. vol. ii., 162. 

map of the country opened 

by tlnit bund, 162. 

of Damooda, causes of tlie 

injury to, Ben. Rec. No. xv., 35. 

or embankments of Da- 

inooda, Ben, ilec. No. xii., pas- 
sim. 

ft>r tanks. Captain Taylor 

on, Bom. Rec. No. vi., 15. 

Bn tier valley, survey of the, Sel. 
Cor. of Punjab Admii. vol. ii. l*art 
xii., 480. 

Bungee Iviiail tribe. In. Roc. No. 
xii., 142. 

BiiiigUKsli tribe, report on them and 
their co]inoctio]i with the Bri- 
tish, In, Roc. No. xii,, 48. 

tribe, Jii. Roc. No. ii., 24. 

Put bans, claim the Kothul, 

111 . Rec. No. vi., 19. 

c)ccu])y the Kotliul and fire 

driven out by the Afreedoos, 20. 

Bunjara, their habits, N. W. P. 
Rec. Part xviii., 383. 

Buinia Mine, In. Rec. Supplement 
to No. viii., 21. 

Bunnoe, Rajah of, Ben. Rec. No. xi., 
13. 

Bunnoo, posts in, In. Rec. No. vi., 1 2. 

to Kohat, report on road 

from. In. Rec. No. viL, 41. 

its situation, soil, by what 

routes approached, In. Roc. No. 
ii., 19. 

- revenue from, 87. 
fort of Duleepgurh in, 43. 
police. In. Rec. No. vi., 45, 
fort, 148. 

outposts, In. Rec. No. xii., 
109. ' 

district and frontier, Sel. 

Cor. of Punjab Admn. No, iii. 
vol. iii., 279. 



Bunnooclies, condition of the, In. 
Bee. No. ii., 20. 

report on, as a class, In. 
Bee. No. xii., 112. 

influentiiil Mullicks and 
men amongst the, 114. 

Bunoor see Booncre, 

Burbura, its trade, Bom. Bee. No. 
XV., 221. 

Burdasht Khana in N. W. P., plan 
of, N. W. P. Bee. vol. i., 48. 

object of, 49. 

Burdwan, embanlcmeuts of Damooda, 
Ben. Bee. No. xv., 23. 

dacoit gcangs, Ben. Bee. 

No. xxi., App. M. 15. 

■ " '■ and Muggra, road traffic 

between, In. Bee. No. i., 29. 
Bureeal, proceedings in 1854 for the 
suppression of female infuiticide 
at, Sol. Cor. of Punjab Admn. vol. 
ii. Part, ix., 202. 

Burglary, Indian, N. W. P. Bee. vol. 

1., 39. 

Burial grounds of Bombay, Bom. 

Bee. No. XL, 40. App. H. 

Burka, its description, Bom. Bee. 
No. xxiv., 10. 

• fort and town, 628. 
Burmah, present relations with, In. 

Bee. No. xiv., 4. 

Burmese of Pegu, their habits. In. 
Bee. For. Dept. No. xv., 39, 57. 

— their mode of cultivation, 

41, 42, 60. 

religion and ceremonies, 
44, 56, 58. 

• their language, 59. 

manufactures, GO. 

— houses, 62. 

- second war miavoidable, In. 
Bee. No. xiv., 2. 

Burrar Bhej tenures see Bhej Burrar. 
Bursaries in ‘Presidency College, 
proposed, Ben. Bee. No. xiv., 47. 
Burton, Lieut., on population of 
Sind, Born. Bee.. No. xviL voL 

11., 639. 

Burwai Suspension Bridge, report 


dated 1851 on the, N. W. P. 
Part XXV., 250. 

Burwai, detail of expenditure on its 
construction, 252. 

elevation and plan, plate 1, 

252. 

longitudinal section, plate 
2, 252. 

• link of chain and suspen- 
sion bridge, j)late 3, 252. 

Burying alive, the custom for per- 
sons given over by their physi- 
cians, Bom. Bee. No. xvii., 166. 

Busheab, account of, Pom. Bee. No. 
xxiv., 21. 

Bushire, description of. Bom. Bcc 
No. xxiv., 584. 

directions for going into 

its Inner Boads, 585. 

anchorage bearings at, 586. 

navigation when leaving, 

587. 

Buttala, its population, In. Bee. For. 
Dept. No. xi., 21. 

Buttayec lands, nature of tenure, 97. 

Buttmiee, aggressions in the Punjab, 
In. Bee. For. Dept. No. vi., 15. 

ButtAVurrahs or partitions of estate 
in Bengal, Mr. W. Jackson on, 
Ben. Bcc. No. xvL, 4. 

in Cuttack, Ben. Bee. No, 

iii., 37. 

> pile in Midnapore, 53. 

Buzotees, report on the British 
connection with, In. Bee. No. 
xii., 23. 

Bymaree Nullah see Nuddeali rivers. 

Byree bridge, sketch of, N, W. P. 
Bee. vol. ii., 162. 

■)!► 

c 

Cable, telegrapliic, across Hooghly, 
Ben. Bee. No. vii., 2. 

■■ ■- Huldee, 2. 

Cabool, treaty with Khan of, In. 
BeC. Home Dept., No. xiv., 5. 

Cabool Khail tribe, In, Bee. No. 
xii., 97,. 
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Cadets, care of, lu. Eec, No. xiv., 
GO. 

Calabun iron mine, report on, In. 
Roc. No. xvii., 74. 

Calcutta Canals, financial results of, 
Ben. Rec. No. xix., 30. 

and the Ganges, papers re- 
lating to the direct water commu- 
nication between, 110 — 142. 

map to accompany the fore- 
going — appended. 

notes on Tolly’s Nullah by 

Military Board, 1. 

ib. on C^reular and Balli- 

ghatUi Canals, 3. 

robberies perpetrated by 

the Sunoreahs, N. W. P. Rec. 
vol. i., 03. 

best site for railway termi- 
nus at, In. Rec. No. i., 6. 

Mr. Simms* roi)ort on pro- 
posed water works for, Ben. Rec. 
No. X., passim. 

plan to accompany forego- 

ing, 1. 

census in 1831, 19. 

other estimate of popula- 
tion, 20. 

drainage of, Ben. Rec. No. 

X., passim. 

Capt. C. B. Young on sup- 
ply of water to, 40. 

Municipal Commissioners 

on ib., 46. 

gangs of dacoits, Ben. 

Rec. No. xxi., 9, App. C. 

Caldera Screw pine, notes on the 
fibre of, Mad. Rec. No. xxiii., »5. 

Calgotla assessment in 1843 by Mr. 
W. Bay ley, Mad. Reo. No. viii., 
45. 

Calicut, Mad. Rail. Rept. for 1853, 
27. 

provincial school, report for 

1854-5e5, Mad. Rec. No. xvii., 14. 

• report of Head Master for 

same year, App. E., cxi. 

local visitors and establish- 
ment as in April 1855, cxvi. 


Calicut provincial school, statement 
of number, caste, <fec., of the stu- 
dents, Mad. Rec. No. xvii. App. 
cxvii. 

abstract of receipts and dis- 
bursements, cxviii. 

vaccination report for 1853, 

Mad. Rec. No. i., 24. 

vaccination report for 1854, 

Mad. Rec. No. xx., 21. 

dispensiiry report for 1853, 

Mad. Rec. No. vii., 34. 
Calingapatam beacon, description 
of the. Mad. Rec. No. x., 3. 
Calingida, for large tank, plan of. 
Bom. Rec. No. vi., 28. 

meaning of the term, N. 

W. P. Rec. vol. ii., 11. 

to be built in the Pummel 

tank, plan of. Mad. Rec. No. xi., 7 0. 

estimate for, 70. 

plan and estimate for one 

to be built in the bund of the 
Sengi Tank, 105. 

ib. for the Pudumvalingei 

tank, 107. 

ib. for the Kadumbatfcoor 

tank, 108. 

Cambay notes by Mr. J. Oliphant 
submitted to Government in 
1854, Bom. Rec. No. xxvL, 44. 

map of, 42. 

name, title, age, residence. 

Court, tribute of Chief, 45. 

revenue, boundaries, area, 

soil, resources, roads, 40. 

, climate, population, rcHgion, 

language, castes, civil and crimi- 
nal justice, 47. 

punishments, vaccination, 

diseases, 48. 

paper hy Mr. A. Summers 

on the medical topography of, 
49—50. 

historical narrative byLieut. 

H. Roberson submitted to Govt, 
in 1813 of the estate of, 51 — 82. 

observations on the bore of, 

85—91. 



[ 10 ] 


CViinhiiy, city of, liistory of oriental 
.sources, Bom. lice. No. xxvi., 
52, 

Portuguese arrival at, 55. 

the genealogy of the 

Nuwab, 82, 

gulf chart of, 85. 

description of, 86. 

bore of, 88. 

antic|uities. Bom. liec. No. 

iv. Part ii., 21. 

city described, 1 . 

inilers of, 2. 

Geology of, 3. 

prices in, 3, 

heights in, 5. ; 

harbours in, 5. j 

climate of, 6. j 

Sanataria in, 7. 

residents of, 8. I 

number of villages in, 9. 1 

population of, 9. ; 

language. ! 

education in, 10. | 

police in, 11. j 

fever in, 1 1 . | 

diseases in, 1 3. " 

commerce of, 15. 

indigo of, 16. 

revenue of, 1 8. 

buildings of, 21. 

account of. Bom. Rec. No. 

xvi., 49. 

Camel Corp,s, Punjab, In. Rec. No. 
ii., 38. 

fodder, plants in Sind, 

Bom. Rec. No. xvii. vol. ii., 
606. 

Cami)beil, Dr., his admirable admi- 
nistration of Darjeeling, Bon. 
Rec. No. xvii., 7. 

his salary insufficient, 8. 

itinerary frorn Darjeeling 

to Lhassa in Thibet, — App. 

on Sikhnn, Morung, Ben. 

Rec. No. V., 

, Canals, CalcutlMpBe Calcutta Ciir 
nals. 

Canals between Ooltadangali and 


Dhappa, papers relating to, 

' Ben. Rec. No. xix., 1 — 52. 
Canals, remarks on Tolly’s nuUab, 
by Colonel Goodwin, 1853, Ben. 
Rec. No. xix., 6. 

ib. on Circular and Ballia- 

ghatta canals, 9. 

description of Tolly’s nul- 
lah canal during the dry season, 
11 . 

Mr. Rose’s notes ou the Cir- 
cular and Balliaghatta canals, 
19—29. 

traffic on the Circular and 

Balliaghatta canals, 20. 

Circular and Balliaghatta 

girns collections from 1840, 1852, 
31. 

letter from Sccretaiy^ of 

Government of Bengal on the Cir- 
cular and Balliaghatta, 29 — 33. 

the proceedings of Governor 

General in Council on 6th May 
1853 on the financial department, 
36. 

rules for tlio better con- 
servancy of the, 39. 

the Military Board on Mr. 

Rose’s project for new canal, 40. 

Colonel Goodwin on Mr. 

Rose’s suggestion, 43. 

extract from the proceed- 
ings of tlie Governor General in 
Council under date 19th Jan. 
1854, 47, 48. 

report of Committee upon 

best site for outlet into the 
Hooghly of a new canal, 50. 

between the Ganges and 

Calcutta, 110—142. 

Ganges, In. Rcc. No. xiv., 

41, 42. 

Baree Doab, 42. 

Mooltan, 42. 

Derajat, 43. 

; — Behar, 43. 

navigable, 46. 

irrigation of Kumaul, N. 

W. P. Rec. vol. i, 12(5. 
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Canal irrigation in Kurnaul, its ef- 
fects, N. W. r. Rec. vol i., 126. 

explanation of tliese effects, 

127. 

of the Punjab, report for 

years between 1853 — 5G, In. Ilee. 
No. xviii, 57 — 62. 

water rent in the Punjab, 

In. Ilec. No. vi., 142. 

of the Rinjab, their im- 
provement between 1851 and 
1854, IGD— 182. 

Dcrajat and Mooltan, 170, 

171. 

Khaiiwa, 172. 

Bohag, 173. 

Huslee, 174. 

— new Baree Doab, 174 — 

181. 

supplied from the Chenab, 

171, 

of the Indus, for irrigation. 

Bom. Jlec. No, xvii. vol. ii., 
413. 

of Chandookah, 740. 

of the ruiijab, report on, 

In. Roe. For. Dept. No. ii., 133 
-—140. 

Baree Doab projected, In. 

Rec. No. ii., 34. 

report on the Tihara,. N. 

W. P. Rec. vol. ii., 44. 

irrigation of valleys, re- 
port on the, 52. 

the heads and embank- 

juents, 52. 

how origmally constructed, 

53. 

Kirpal Ohiuid’s Canal, 53. 

head official, Ids duties and 

penpii sites, 53. 

usual method of repairs, 

54. 

the village Koolee, his du- 
ties and emoluments, 54. 

the distribution of water, 

55. 

mode of procedure on pro- 
jecting a canal, 55. 


Canals, mod6 of crossing intersecting' 
canals, N. W. P. Rec. vol. ii., 56. 

no system of regulating 

levels, 56. 

sketch of the system of ir- 
rigation, prcv’-ailiiig in the upper 
valley.s of the Kangra district, 56.. 

of the Jumna, report on 

the, 57. 

effect of closing the J umna 

canals, 57 — 60. 

diagram shewing the effect 

upon the river Jumna of closing 

the Eastern and Western Jumna 
canals, 58. 

in Rooderpoor, map of, N. 

W. P. Rec. vol. ii., 22. 

in India, their average cost 

per mile, 31. 

I in the Rajahmundry dis- 
trict, statement for 1853 shewing 

the number of tlie l)oats from 
the Annicut piissing through, the 
main, Mad. Ilec. No. xv., 58. 

i ill .tbe Madras territory, 

memo, on the importance of, Mad. 
Rec. No. V., 20. 

from Toonee to Negapa- 

tam, rci>ojt on, 19. 

memo, on the Eastern Coast 

Canal (1854,) 21. 

in the Madras Presidency, 

H. Stokes, upon the Coa.st Canal, 
Mad. Rec. No. xxix., 1. 

of Canara, report dated 28tli 

of October 1854 on the, 1 1. 
in the Mooltan district, re- 
port on, Sel. Cor. of Punjab 
I Admn. vol. i. No. i., 1. 

superintendence of the, 6.. 

e.stablishment for Mooltan 

^ division, 11. 

return of the principal canals, 

12 . 

of KoHiapore, Bom. Rec. 

No. viii, 83. 

Canara, estimate of public works 
for 1854-55 of, Mad. Rec. No. 
xxviL, 12. 
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Canara progress, rei)ort for 1854-55 
of public works in, Mad. Kec. No. 
xxvii., 92 , 138—140, 186. 

report on the fibres of, 

Mad. l\ec. No. xxiii., 64. 

teak forests in, Ben. Rec. 

No. ix., 33, 185,235, 255. 

report on the swinging 

festival, and the ceremony of 
walking through Mad. llec. 
No. vii., 17, 36. 

list of public works exe- 
cuted during 1851 in the district 
of, Mad. Kec. No. ix., 27. 

return of the exi^ort trade 

from 1843 to 1853 of the seve- 
ral ports of, 28. 

public works progress, re- 
port for 1853, Mad. llec. No. 
XV,, 7, 77. 

traffic on the Devamunny 

Ghdt and Ncelcoond road during 
1852-53, Mad. lice. No. xv., 86. 

district, pubhe works in 

1852 executed intlie. Mad. Rec. 
No. X., 70. 

public works progress, re- 
port in 1852, 75, 

on the inanuficture of salt 

in, Mad. llec. No. iv., 111. 

— report for 1853 on the 

roads of. Mad. Rec. No. viii., 17. 

estimate for the roads ol^ 

97. 

minute on the roads of, 

111 . 

report for 1854 on the 

roads in. Mad. Rec. No. v., 16. 

rej>ort for 1851 on the 

pmblic Works of, Mad. Rec. No. 
ix., 22. 

— letter from the Collector 

dated 28th October 1854 upon 
public works required in, Mad, 
Rec. No. xxix., 5. 

• report of Collector on Ghfits 

of, 6. ^ 

— — roads of, 8. 

bridges of^ 10. 


Canara, report of Collector on canals 
of, Mad. Rec. No. xxix., 11. 
ib. on Harbour improve- 
ments. 

ib. on Light Houses, 12. 

ib. on the means of in- 
struction in the arts and engi- 
neering, 13. 

Mr. F. M. Maltby’s opinion 

upon the expediency of abolish- 
ing the salt monopoly, and esta- 
blishing an excise in Canara, 
Mad. Rec. No. iv., 171. 

road estimate and report 

for 1855-56 in, Mad. Rcc. No. 
xxviii., 25, 46. 

marbles, Mad. Rec. No. ii., 

35. 

Candayem lands, nature of tenure 
ill, In. Rec. No. xi., 97. 

Candy of Mysore, its capacity, 90, 
Camianore libres, report on tlie, 
Mad. Rcc. No. xxiii., ^OO — 103. 

list of, 102. 

vaccination, report for 1854, 

Mad. Rec. No. xx., 21. 

vaccination, report for 1853, 

Mad. Rec. No. i., 23. 

Caiina Nuddoo, an affiuent of tbe 
Damooda, Ber. Rec. No. xv., 
14. 

Caiincl Coal in Tenasserim, Ben. 
Rec. No. vL, 28. 

Cantonments Huzera, In. Rec. No. 
vL, 147. 

Dehra Ismael Khan, 148. 

Debra Ghazeo Khan, 149. 

Asnee, 149. 

of Kolhaporc, expenditure 

on, Bom. Rec. No. viii., 293. 

Barookote abandoned, In. 

Rcc. No. vi., 31. 

Caiivai, Gotynian, described, Mad. 
Rail, Rept. for 1853, 15. 

height above the sea, 18. 

Bandi, height above the sea, 

*18. 

Caravanserais of the Punjab, In, 
Rcc. No. vi., 152. 
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Carbonaceoiu slxale found near Tal 
NuddoCj report on, In. Bee. 
Home Dept. No. xvii., 41. 

. Carloss, Lieut. T. G., report on Del- 
ta of Indus, Bom. Bee. No. xvii. 
vol. ii., 4G1. 

ib. on Kurracliee, vol. i., 

109. 

on Lus, 311. 

Carnatic, character of the rivers in 
the, N. W. P. Bee. vol. ii., 15. 

Carnc and Tapp, Messrs., their mur- 
der in the llussuiizye country. In. 
Bee. No. vi., 5. 

Carpenters, value of dead stock re- 
qiiisite in Kolhapore for, 258. 

Carpet-makers, value of dead stock 
in Ivolliapore requisite for, Boin. 
Bee. No. viii, 250. 

of Kolhapore, mode of pre- 
paration, 232. 

Carriage wheels, report on the way 
of [U’cscrving wood for, N. W. P. 
Boo. vol. ii., 238. 

Carriages, wheeled, in the Punjab, 
measures by which tlicy may 
be ensured and increased. In. Bee. 
No. ii., 147. 

CUscade of hot water in the Mahrat- 
ta Country, Bom. Bee, No. xvi., 
IG. 

Cashmere, submissive policy of 
Chief of, In. Bee. No. xiv., 5. 

Caste in Hindoo College, Ben. Bee. 
No. xiv., 2G. 

Castes of the , Punjab in 1855, 
statement of, In. Rec. No. xL, 
30. 

and countriei^of the men of 

tht Punjab Irregular Horse, In. 
Bee. No. vi., 228. 

in Bind, Bom. Rec. No.‘j 

xvii. vol. ii., 645 — 657. 

Castor and lamp oil seeds cultivat- 
ed and oil obtained by boiling in 
Bumbulpore district, In. Bee. No, 
V., 186. 

Cataracts of Nerbudda, Bom, Bee. 
No. xiv., 6, 


Catechu how made, N. W. P. Bee. 
Part xviii., 375. 

ib.. Bom. Bee. No. xxiii., 

154. 

jungles of Sumbulpore, 

Soneporo, Paigurh, Sarungurh, 
filled with trees of, Ben. Bee. 
No. xxiii., 185. 

of Sumbulpore, Mad. Bee. 

No. xiv., 12. 

Cattalay, nar filuo, report on, Mad. 

Bee. No. xxiii., IIG. 

Cattle of the Punjab, report on, In. 
Bee. For. Dept. No. vi., 188. 

trespass, a cause of injury 

to Daniooda cmbaiikincuts, Bcii. 
Bee. No. XV., 3G. 

stealing in Ihinjab, In. llec. 

No. ii., GG. 

Cattys, an attack on the, Bom. Bee. 
No. xvi., 4G, 

Cauvery, difficulty of obtaining a 
full supply of water in the, 
N. W. P. Bee. vol. ii., 2. 

Captain Caldwells idea of 

the origin of the difficulty, 2. 

failure of the great Anni- 

cut, 2. 

to Porto Novo, the line 

of irrigation fi’om the, 7. 

navigable from Trichino- 

poly to Pcrmaiil Coil, 8. 

and tlie irrigation it affords, 

Mad. Bee. No. x., 143. 

• bridge, return of traffic, 

115. 

memo, upon tlie irrigation, 

Mad. Bee. No. v., 2G. 
Cauvcryq)aiik, tank notice of, Mad. 
Bee. No. ix., 37. 

Cavah’y, Punjab, In. Bee. No. ii., 
35, 3G. 

equipment of, 40. 

Cawnpore, Tusma Bazee Thugs 
in the district of, N. W. P. Bee. 
vol. i., 53 t^61. 

memo, on weights and mea- 
sures in district of, N. W. P. 
Bee, vol. i., 50, 
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tJawnpore, tifiJsimilatioii of weights 
, and measures iu district of, N. W. 
P. Bcc. vol. i., 50. 

English yard adopted as 

standard of leii^h in district of, 
51. 

native presses, report for 

1850, *51, ’52 on the, N. W. P. 
Piec. Part xvi., 272, 288, 300. 

presses, report on, N. W. 

P. licc. Pai-t xix., 400. 

return of summary suits 

instituted from 1841 to 1845 in 
the, N. W. P. Piec. Part XXV., 
240. 

repewrt dated 18-55 by I^lr. 

Iv. Spankie on the condition of 
the Kujyar cultivators of the, 
243. 

district, report dated 1 855 

by Mr. A. Spankie on tlie Bou- 
reeah gangs of the, !N. W. P. Bee. 
Part xxiii., 102. 

district, report on the fre- 
quent transfer of proprietary ti- 
tle in, N. W. P. liec. Part xxiv., 
218. 

Cazopett and Doorenal Pass, level 
ot country between, ]\Iad. Bail. 
Bept. for 1853, 20. 

Census, Indian, how it should be 
taken and compiled, N. W. P. 
Bee, vol. i., IGG. 

rules for judging of accura- 
cy of returns regarding the po- 
pulation, 1G7. 

returns for city of Delhi 

in years 1845-46, 175 — 178. 

returns for suburbs of 

Delhi, 179—182. 

returns for Furruckabad 

zillah, 185--192. 

taken in 1854 of the Ku- 

maon district^ , JT, W. P. Bee. 
Part XXV., ^ 

diser(^pj|j^^ of the method 

pursued the, 271. 

the, 273. 

— rf the Punjab, Jany. 1st 


1855, In. Bee. For. Dept. No. 
xi., 99 — 103. 

Census report of the Punjab popu- 
lation taken iii 1855, In. Bee. 
xi., passim. 

— ^ instructions for the gui- 

dance of the enumerators, 4. 

enumerators how supplied, 

5. 

entries of enumerators how 

tested, G. 

collation of, 7. 

comparatively valu(3less un- 
less area known, 7, 8. 

main results of the, 9, 

new, tends to enhance the 

population, 10. 

old and new of the Punjab, 

their returns compared, IG. 
returns sliewing the rela- 
tive density of the population, 
17. 

the rapid alternations of 

sparseness and density per square 
mile, in the Punjab remarkable, 

17. 

most thickly and most thin- 

ly peopled divstrlets of the Pun- 
jab compared, 19. 

proportion of Hindoos to 

Mahomedans, 22. 

proportion of agriculturist 

to total poimlation, 22. 

average of cultivated land 

to each agriculturist, 23. 

Sikh population of the Pun- 
jab, 24. 

preponderance of males 

over females, 24. 

mean average of pirsoiis 

per house, 25. 

castes of the Punjab, state- 
ment of, 30. 

average population per 

square mile of the Punjab, 32. 

statistical return of the 

hind revenue, area and popula- 
tion, 31. 

of the Pahlvmpoor Super- 
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intendency for 1842-43, Bom. 
Kec. No, XXV., 138. 

Census of the Pjihhinpore Siiperin- 
tciidency, for 1840-1847, 150. 

ib. for 1854-55, 185. 

ib. for 1845-40, 144. 

of tlie Jliaroja population 

of Pahiunpoor Superintend eiicy 
for 1845, 142, 143. 

ib. for 1816, 147, 118. 

ib. for 1843, 155. 

ib. for 1851, 161, 162. 

ib. for 1852, 171, 172. 

returns of 1852 in Kutch, 

'Bom. Ilec No. xv., 66. 

of the Sawiintwarce State 

for 1851, Bom. liec. No. x:, 41), 
143, 150. ‘ 

of the Wareo division, 50. 

of the Koodai Division, 116. 

of the town of Waree, 7 4. 

of the Banda Division, 142. 

of Shikari)ore Collectoratc, 

Bom. Ptcc. No. xvii., 62. 

of the North West Provin- 
ces, N. W. P. Ucc. vol. i., 37. 

returns of the North West 

Provinces, how furnished, 37. 

of Calcutta in 1831, Bern 

Kec. No. X., 19. 

Central Museum of the Madras 
Presidency, report for 1853, Mad. 
Kec. No. ii., passim. 

marbles of the Madras 

Presidency, 5. 

# marbles from the watershed 

of tlie Godavery, Kistnah and 
Pennar rivei's, 8. 

marbles of Bellary, Ghooty, 

Cnddapah, Kurnool and Southern 
Mahratta Countiy, 13. 

marbles of Guutoor, 18. 

marbles of Masulipatain, 

22 . 

marbles of Hyderabad, 

Nagporo, Saugor and Nerbudda 
Territories, 25. 

• marbles of South Arcot and 

Trichinopoly, 30, 


Central Museum of the Madras 
Presidency, ikMadura, Tinnevelly 
and Cochin marbles, Mad. Kec. 
No. ii., 33. 

Canara marbles, 35. 

Lithographic Limestone, 38. 

general list of contribu- 
tions received from July to De- 
cember 1853, 47. 

Ceremony of walking through fire, 
report upon its prevalence in the 
Madras Presidency, Mad. Kec. 
No. vii., 19—38. 

of walking through fire, not 

a religious oVwervaiice and only 
of partial occurrence, 19. 

the custom falling into dis- 

sii etude, 1 9. 

report of the Cldef Magis- 
trate, 20. 

its prevalence in Ganjam, 

20 . 

ib. in North Arcot, 22. 

— — — ib. in Salem, 22, 24. 

ib. in Cnddapah, 25. 

ib. in Trichinopeiy, 25. 

ib. in Vizagapatam, 26. 

ib. in Tanjore, 26. 

ib. in Tinnevelly, 27. ' 

ib. in Coimbatore, 28, 

ib. ill Kajahmundry, 28. 

ib. in Guntoor, 29. 

of walking through fire, 

report oil its prevalence in Mala- 
bar, 30, 

ib. in Vellore, 30. 

ib. in South Arcot, 32. 

ib. in Masulipatam, 33. 

ib. in Madura, 34. 

ib. in Bellary, 35. 

Cesspools of London, Bom. Rec. 
No. xi., 1 App. 

of Pai'is, 3 App, 

of Bombay, 9 App. 
Chandernagore dacoit gangs, Ben. 
Kec. No. xxi, 8. 

Chandode, statement of its towns 
and villages, their revenue and 
owners, Bom, Rec, No. xxiii..45. 
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CiiaTidookalj, judicial details of, 
Bom. Bee. No.^xvii. vol ii., 
771. 

death from cholera in, 773. 

statistics of, 774:. 

map of, 711. 

history of, 7 1 1 — 7 1 4. 

rivers of, 714 — 715. 

products of, 718. 

trees ol^ 719. 

towns of, 7^0. 

population of, 723, 

description of, people of, 

725 . 

tenures of, 727. 

revenues of, 729 

agriculture of, 735. 

— irilgation of, 735. 

cotton of, 737. 

wells of, 750. 

duties on merchandize in, 

754. 

land cultivated in, 755. 

comparative statement of 

cultivation, 700 

eMails of revenue of, 762. 

Chang Bukar, Bajah of, Ben. Bee. 
No. xi., 8. 

Channel and river navigation, the 
most perfect specimen of, 1 7. 
Dliannels of irrigation, the mode 
of their construction and their 
use, N. W. F. Bee. vol. ii., 12. 

what determines their 

length, 12. 

in the Tanjore district 

plan, for a sluice for regulating 
the waters in the, 1 G, 

Uharchut state see Chorwar. 

Talook, report submitted 

to Government in 1854, Bom. 
Bee. No. XXV., 110. 

ZJharcoal, method recently adapted 
at Dechouree for making, In. 
Boc. Home Dept No. xviL, 96. 

kiln, plaai of, 96. 

cost o|:;making kiln, 97. 

metl^ of making kiln,’ 

Bom. Bcci^o. vdii., 240. 


Charges of Kurracliee (1840) Bom. 
Boc. No. xvii., 228-— 238. 

Chaiitable Institutions in Colaba 
Agency, Bom. Bee. No. vii., 82, 

Chart of Persian Gulf, Bom. Bee. 
No. xxiv., 530. 

of Indus from Mittun to 

Attock, with repoii: on same, 
Bom. Bee. No. xvii., vol. ii., 542. 

Chataliam island, description of, 
Mad. Bcc. No. xix., 43. 

the island siiid to bo heal- 
thy, 43. 

Cheape, Sir J., on Damooda Bunds, 
Ben. Bee. No. xii., 79. 

Chemer Pass, behind the, best route 
for connecting the mines of A- 
gur and Bhabiir, ’ ln. Bcc. No. 
xvii., 2, 9. 

Cheiiab, embankment of the Lahore 
and Peshawur road. In. Bcc. No. 
vii., 4, 5. 

the canals that it supplies. 

In. Bee. No. vi., 171. 

Chendak lead mine, report on, In. 
Bee. No. xvii., 74. 

Chciigalct Pass described, Mad. 
Bail. Kept, for 1853, 15. 

licight above the sea, 18. 

Cherciilpaud, assessment in 1843 
by Mr. W. Bayley, Mad. Bee. 
No. viii., 46. 

Cdicroo, account of, Bom. Bcc. No, 
xxiv., 22. 

Cheyaur Ann i cut, letter dated 1854 
shewing results obtain^ from 
tlie, Mad. Bee. No. xv., 152. 

statement of ayacut and 

cultivation for a series of years 
under the tanks affected by the, 
156. 

annicut progress, report for 

1852 of the, Mad. Bee. No. x.,83. 
revenue of the villages un- 
der the, 102. 

— : average rates paid on the 

works of the, 103. 

Chicacole vaccination, report for 
1854, Mad, Bee. No. xx., 12, 
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Chicacole vaccination, report for j 
1853, Mad. Kec. No. i., 10. 

dispensary, repoi-t for 1854, 

Mad. Uec. No. xxi., '62. 

dispensary, report for 1853, 

Mad. Kec. No. vii., 62. 

Ciiidialcc Pass, In. Kec. No. xiL, 140. 
Ciiicklec (KJiaiideish) described, 
Boin. Hoc, No. xxvi., 173. 

notes on, 188. 

account of, Boin. Kcc. No. 

ii., 15. 

(!]iicls in Sind, list of. Bom. Kcc. 

No. xvii. vol. ii., GG7. 

CliLcf OoimnLssioner of the Pun- 
jab, his position and functions. 
In. Kec. No. vi., 3. 

Child stealing, where most frequent, 
N. ^y. P. Bee. vol. i., 38. 

in Punjab, In. Kec. No. ii., 

07. 

Chilka lake bunds in Cuttack, 
Ben. Kec. No. iii., 29. 

China grass fibre, report on, Mad. 
Kcc. No. xxiii., 88, 90. 

and the Himalayas, com- 
parison between the vegetations 
of, N. W. P. Kec. vol. i., 219. 

Ch ingle}) at vaccination, roj)ort for 

1853, Mad. Kcc. No. i., 7. 

vaccination, report for 

1854, Mad. Kec. No. xx., 9. 
dis})eiisary, report for 1854, 

Mad. Kcc. No. xxi., 14. 

dispenscuy, rej)ort for 1853, 

Mad. Kcc. No. vii., 14. 

re})ort on the swinging 

festival and the ceremony of 
walking tiirough fire in, Mad. 
Ilec. No. vii., 18, 3(3. 

and North Arcot, report on 

the im})ort.ant public works exe- 
cuted in 1851 in, Mad. Kec. 
No. ix., 34. 

public works, report for 

1853, Mad, Kec. No. xv., 9, 98. 

Pulicat school, report for 

1854-55, Mad. Kec. No. xvii., 
29. 


Chiiigleput, memo, on the results of 
public works for 1852, Mad. Kec. 
No. X., Da. * 

report for 1853 on the 

roads of. Mad. Kec. No. viii., 

54. 

estimate of })ublic works 

for 1854-55, Mad. Kcc. No. 
XX vii., 14. 

progress, report for 1854- 

55, 92, 120—122, 180. 

fibres, re})ort on, Mad. 

Kcc. No. xxiii., 32. 

Cliinna Ivimedy, sacrificing tribes 
of, 111 Kcc, No. V., 130. 

school, repoit for 1854-55, 

Mad. Kec. No. xvii., 22. 
Cliintadrepettah dispensary, report 
for 1854, Mad. Kec. No. xxi., 
11 . 

dis})cnsary, rci)ort for 1853, 

Mad. Kcc. No. vii., 12. 
Chittagong Frontier, Ben. Roc. 
No. xi., 78. 

report on the forays of the 

wild tribes of the, 7 8. 

map of, 81. 

Chittauai, across the Vigay in Ma- 
diira, revenue and cultivation 
from the, Mad. Kec. No. x., 102, 
103. 

Chittavail, height above the level of 
the Sea, Mad. Kail Kept, for 
1853, 18. 

Cliittledroog Division, jails and 
their inanagonient in the, In. 
Kec. For, Do})t. No. xi., 86. 

nature of the sayer duties 

under the Kajah, 117. 

duties remitted since as- 

sum})tion, 118, 121 — 215. 

statement of the revenue 

of each Talook and its popula- 
tion in 1854, 5(3. 

stiitcment of the taxes 

abolished from 1831 to 1852 in, 
120—213. 

abstract of foregoing state- 
ment, 214. 



[ 48 ] 


Chittoor to Cuddapali, report on 
, tlie road from (1854-55,) Mad. 
Rec. No. xiii., 19. 

vaccination, report for 1 85 3, 

Mad. Rec. No. i, 6. 

dispensary, report for 1853, 

Mad. Rec. No. vii., 15, 

dispensary, report for 1854, 

Mad. Rec. No. xxL, 15. 

— vaccination, report for 

1854, Mad. Rec. No. xx., 7. 
Cliittravutty rivci', tanks and anni- 
cutB of the. Mad. Roc. No. x., 
49. 

Chitling, in Bcekiincer, report on 
the, Sol. Cor, of Punjab Admn. 
vol. ii. Part xi., Api>. D. 
Choganah Nullah, general descrip- 
tion of the, N. W. P. Rec. vol. 
ii., 48. 

Cholera in Chandookah, Bom. Rcc. 

No. xvii. vol. ii., 773. 

Chookum, iron found at, In. Rcc. 
No. xvii., 36. 

Choopra, general summary of the 
survey of iron deposits at, In. 
Rec. No. xvii., 36. 

Chorwar, report on, general features, 
climate, rivers and roads, towns, 
population, language, revenues, 
police, castes and tribes submit- 
ted to Government in 1853, In. 
Rec. No. xviii., 46, 47, 79, 80, 
81. 

Chota Nagpore, Mr. J. H. Craw- 
ford on>Bcn.Rec. No. xi., passim. 

report on, Ben. Rec. No. 

XX. Part ii, passim. 

— memo, of recommendations 

contained in the report, i — ^v. 

— its area, 1. 

produce, vegetable and nu- 
meral, 1; ^ 

, report ipa tile land revenue 

of; 

^ kbeoimt of perpetual set- 

tlenf^t, 2. 

Palambw Ixiught by Go- 

vemMeht in 1813, 2. 


Chota Nagpore, registers prescribed 
by the Board of Tievenue, Ben. 
Ree. No. xx. Part ii., 5. 

report on the attached es- 
tates, 6 — 17. 

exiimplc of the evil of at- 
tached estates, 12, 

an enquiry should be made 

as to what has become of the 
original village-holders of some 
one pergunnah, 16. 

abkaree report, 1 7. 

stamp revenue from 1848 

to 1853, 18. 

civil justice, 19 — 93. 

cases Irom 1851 — 1853, 19. 

record room, 22. 

report in criminal justice, 

23. 

persons brought to trial 

from 1851 to 1853, 23. 

acquittals, convictions, <kc., 

23. 

method of proceeding in 

cases of burglary, petty assault 
and theft, 24. 

police report of, 25. 

crimes from 1850 to ’53,25. 

police thannahs, 25. 

zemindary police insuffici- 
ent, 26. 

report on the jail, 27. 

statement of deaths in jail 

from 1846 to 1853, 28. 

recommendation for new 

jail, 30. 

public buildings of, 31. 

salt report, 32. 

])aucity of trees on the road 

side, 33. 

Sillee fair, 34. 

Sillee fair a failure, 35. 

- establishment, 35. 

employment of foreigners, 

36. 

— report on the Schools of, 

37. 

sketch of jail Buildings of, 

App. 
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Chota Nagpore, plan of the station 
of Rangliee, Ben. Bee. No. ix. 
Part ii., App. 

sketch of proposed roads 

through, App. i 

Chotuck villages, how assessed in j 
1822, their names and meaning 
of the term Chotuck, Bom. Bee. j 
No. xxiii, 542, 554. | 

Choulcherree to Boxsur, iron stone I 
found from, In. Bee. No. xvii.,37. j 
Chowderies ^n Sikhim Morung, | 
Ben. Ilec. No. v., 12. 
Chowkedaree assessment in tlic city 
of Bareilly, revision of, N. W. P. 
Bee. vol. i, 1. 

punchayet should be ap- 
pointed in the assessment, 1. 

the revised assessment works 

well, 2. 

report on revised assess- 
ment by the Magistrate, 2. 

tax in N. W. P., review of 

the history of, 2. 

police system, opposition 

of the natives of the N. W. P. 
to, 3. 

tax at Bareilly, statement 

of sums realized and disbursed on 
account of, 8. 

at Shahjohanpore, report 

on new, 10. 

tax at Shahjehanpore, peti- 
tion for reduction, 11. 

petition for exemption, 11. 

petition for information 

concerning, 11. 

discrepancies in the former 

assessment, 11. 

revision of, 12, 

statement fcdiewing the num- 
ber of houses assessed and ex- 
empted previous to revision, 
13. 

- statement shewing the al- 

terations at Shahjehanpore in 
the assessment of the Mullicks, 
13, 14. 

observations on, 15. 

« 


I Chowkedaree assessment at Shahje- 
hanpore, statement shewing the 
results of the different rates levi- 
ed at, N. W. P. Bee. vol. i., 

15. 

statement, financial 

16. 

Chowkedars, nominal establish- 
ment at Shahjehaiq)ore, 16. 

of the N. W. P., their state 

at Bareilly before revision, 3, 

5. 

there should be three grades, 

6 . 

village in Chittack, Bom 

Ilec. No. iii., 47. 

Chowmilah, map of, N. W. P. Ilec. 
voL ii., 20. 

pergunnah, description of, 

23. 

Chownsilla, report on the discovery 
of iron ore at, In. Bee. No. xvii., 
4, 13, 15. 

alum has been found at, 

6, 13, 18. 

general summary of the 

survey of iron deposits at, 33. 
Chronometers on Indus, table of 
comparison, Bom. Bee. No. xvii. 
vol. ii., 580. 

Chuch, ])lain of, cuttings &c. in, In. 

Keo. No. vii., 15. 

Chukro Bissooe, the Khond Chief, 
Ben. Bee. No. iii., 48. 

Chulta trees, value of produce, Ben. 

Bee. No. iv., Apjx F. 

Chumla valley survey, Sel. Cor. of 
Punjab Adinn. vol. ii. Part xii, 
480. 

Chuncherla tank, report on its res- 
toration in 1853, Mad. Bee. No. 
XV. 59. 

Chundel temple, its character, N. 

W. P. Kec. No. xix., 419. 
•Chundeyree, professional thieves of, 
N. W. P. l^c. vol i,, 62 — 68. 
Chundowsee, notes on the traffic of, 
N. W. P. Bee. Part xxii, 62, 

— population of, 62. 

G 
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Chundowsee, report on, rice ex- 
ports from, N. W, P. Bee. Part 
xxii., 63. 

ropoilj on sugar exported 

from, 63. 

report on Cotton exported 

from, 64. 

I^all shukkur imports, 63. 

Goor imports, 64. 

— salt import, 64, 65. 

- - ■' cloth import, 65. 

iron import, 65. 

import of tobacco and 

drugs, 66. 

— import of copper and iron 

vessels, 66. 

- — iron imported how dispos- 

ed of, 66. 

rates of cart hire per 

maund, 66. 

Churches of the Punjab (1854,) 
In. Bee. No. vi., 201. 
Chutturporo Bund, report on the 
present state of the, N. W. P. 
Bee. vol. ii., 40. 

Circular and Balliaghatta Canals, 
notes by the MiUtaiy Board on 
the, Ben. Bee. No. xix,, 3, 

— — the evils of these canals, 

2 . 

estimate for alterations, 3. 

— Mr. J. Bose’s report, 7th 

October 1852 on the, 10 — 29. 

traffic on the, 20. 

main obstructions in the, 

22 . 

proposal for opening a new 

line of canal, 23. 

requirements in support of 

a new lino of canal, 26. 

estimate for new lino of 

canal> 27. 

gross jeceipts from 1842 

to 1852 of the, 31. 

— — — rules for their better con- 
servancy, 39. 

— — canals, wg^^s^f committee 
on best site orjiMpbf new canal 
into the 


Cis-Sutlej States, report on the re- 
venues of, In. Bee. No. vi, 
94. 

political complications of 

this territory, 94. 

— confirmation of- summary 

settlements, 95. 

— enforcement of the stamp 

duties, extension of the excise 
laws, 96. 

great administr^ive results, 

97. 

— ; roads in, 167. 

report on. In. Bee. No. ii., 

162—169. 

geographical limits of, 

162. 

the original conquerors, 

sub-division of the Seikh confe- 
deracies, minute partition of 
shares, 163. 

Seikh chiefs distinct from 

the proprietors of the land, 

163. 

— - Bunjeet Singh conquers 

some states and threatens others, 

164. 

certain states taken under 

the protection of the British, 
164. 

Biitish acquisition of terri- 
tory by escheat, 164. 

deprivation after the Sut- 
lej Campaign of certain chiefs, 

164. 

a Commissioner appointed 

to administer the British posses- 
sions, 165. 

some fiefships confiscated, 

165. 

their position after the an- 
nexation of the Punjab, 165. 
formation of distiicts, 

165. 

jurisdiction of the Chiefs 

finally settled, 166. 

chief points to which deli- 
berations have been directed, 

166. 
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Ois-Sutlej States, arbitration be- 
tween Puttiala and its co-part- 
ners, In. Rec. No. ii., 1C7. 

conduct of Puttiala, 167. 

two parties one for and the 

other against Puttiala, 167. 

principles upon which the 

dispute w'as decided, 1 68. 

partition and transfer of 

villages to Puttiala, 168. 

— right of escheat in certain 

villages conceded to Puttiala, 168. 

service commutation, 168. 

law of succession, 168. 

police force, 169. 

civil admini.stratiou, regu- 
lar settlement, 169. 

condition of the chiefs, 169. 

elements of disturbances, 

169. 

delicate management neces- 
sary, 170. 

finances of the Cis and 

Trans-Sutlej States, 173. 

future surplus of thirty- 

nine lakhs a year, for 1849 to 
1831, an aggregate surplus of 
£8,20,000, 174. 

and Trans-Sutlej States, esti- 
mated revenue and expenditure 
ill the, App. P., 184, 

Scikli principalities, their 

area, poimlation and revenue in 
1835, In. llec. No. xi., 11, 13, 
27, 28. 

States, their population, re- 
venue, area, 9. 

ytatemeiit i>f the chief 

‘ towns witli population, ^9. 

stjuare miles, villages, po- 
pulation, land revenue, persons 
to square mile in 1855, In. Rec. 
No. xviii., 100. 

rei>ort on the improvements 

instituted in 1854-55, Sel. Cor. 
of Punjab Admn. vol. iii. Part 
ii., 49. 

report on road improve- 

ments, 50, 57, 65, 74, 83. 

G3 


Cis-Sutlej States, report on bridges 
built, Sel. Cor. of Punjab Admn. 
vol iii. PartU., 51, 59,66,77,84. 

report on buildings and 

groves, 52, 59, 67, 77, 84. 

report on ferries, 54, 62,; 

71, 78. 

summary of foregoing, 86. 

Cis and Trans-Indus salt mines, In. 
Rec. No. ii., 110. 

Civil Service reorganisation, Lord 
Dalhoiisie on, In. Rec. No. xiv., 
15, 16. 

Civil Servants, some not fit for 
higli employment, Ben. Rec. No. 
xvi., 59. 

in Kurrachee, 1840, Bom. 

Rec. No. xvii., 240. 

Civil Judicature, report dated 1856, 
on the Sangor code of, N. W. P, 
Rec. Part xxvi., 285. 

Civil Administration of the Punjab, 
foundation laid for, In. Rec. No. 
ii, 29, 33. 

Justice of the Puiyab, re- 
port from 1853 to 1856, In. 
Rec. No. xviii., 4 — 8. 

administration of the Cis- 

Siitlej States, In. Rec. No.ii,169. 
Justice in the Punjab, re- 
port on, 74 — 79. 

~ — difficult to popularize, 79. 

Justice of Chota Nagpore, 

Ben. Rec. No. xx., 23. 

— Manbhoom, (Part 2,) 10. 

Hazareebaugh, (Part 4,) 27. 

bi Kutch, how administer- 
ed, Bom. Rec. Np. xv., 74, 87. 
Justice of the I\injab, re- 
port on, In. Rec. No. vi., 79—91. 

" fo'ir grades of officers for 
the administration of, 80. 

advantage of local courts, 

80. 

— suits for 1852, 1853, 82. 

^ large number of decisions, 
paucity of non-suits, small per- 
centage of costs, result of ap- 
peals, 83, 
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Civil Justice in the Puiyab, dimi- 
^nishcd average duration of trials, 
amount of judicial business per- 
formed by Tehsceldars, In. flee. 
No. vi., 83, 84. 

suits of tlie Peshawur divi- 
sion, 1852, 1853, 86. 

in Mysore, system of, In 

Rec. No. xi., 64. 

course pursued in summon- 
ing witnesses, costs, &c., 68. 

puncliayets, 69, 72. 

ices and bnes, 71, 87. 

delivery of decrees, 72, 

73, 74. 

— insolvents estates, &c., how 

disposed of, 75. 

— Police Superintendent, 76. 

stamp paper rules, 76. 

Civil Courts, their powers conferred 

on .settlement officers, In. Rec. 
No. ii., 107. 

Civil Engineers, their training in the 
Punjab, 146. 

executive staff in the Pun- 
jab, what works entrusted to this 
department, 125 — 127. 

Civil Dispensaries of the Madras 
Presidency, report for 1854 on 
the, Mad. Roc. No. xxi., pas.sim. 

- number (d* patients treated 

during the year 1854, 1. 

total cost of the whole of 

the, 2. 

* comparative view of the 

sick treated from 1842 to 1854, 
3. 

table shewing the in- 
crease or decrease of sick in the 
several, 4. 

report for 1854 on the Ge- 
neral Hospital, 5. 

- — „ on the H6use of In- 

dustry, 6. 

„ on the native Infir- 
mary, 6. 

report for 1854 on the 

^ Male AsyUim, 7. 


C^vil Dispensaries of the Ma4r«» 
Presidency, report for 1854 on 
the Female Asylum, Mad. Rec. 
No. xxi., 8. 

„ on the Triplicane dis- 
pensary, 10. 

„ on the Black Town do,, 

11 . 

— „ on the Chintadrepettah 

do., 11. 

„ on the dispensaries of the 

2nd district, 12. 

„ on the Nellore dispen- 
sary, 12. 

„ on the Trichinopoly do., 

16. 

„ on the Guntoor do., 13. 

„ on the Chingleput do., 

14. 

„ on the Chittoor do., 15. 

„ on the Cuddalore da, 

15. 

„ on the Vellore do., 16. 

„ on the Madura do., 17, 

„ oil the Combaconumdo., 

20 . 

„ on the Salem do., 21, 

„ ontheTinnevellydo.,22. 

„ ontheCoimbatorodo.,22, 

„ on the Cochin do., 22. 

„ on the Palamcottah do., 

24. 

— „ on the Bellary do., 24. 

„ on the Cuddapahdo.,27, 

— „ on the Kurnool do., 29, 

„ on the Masulipatam do.. 


on the Vizagapatam do., 

on the Chicacoledo., 32, 
on the Rajahmundrydo., 

on the Calicut do., 34. 
on the Mangalore do., 35, 
on the Tellicherry do.,37, 
on the Honors do., 38. 
on the Kamptee do., 39. 
on the Secunderabad da. 



Cinl Dispensaries of the Madras 
Presidency, general return of the 
sick of the Civil ‘institutions of 
the Madras Presidency in 1854, 
Mad. Rec. No. xxL, 41. 

abstract of the preceding, 41. 

general annual return of in 

and out patients, 44. 

extract from Minutes of 

Consultation dated 25th Septem- 
ber 1855, 48. 

report for 1853 on the, 
Mad. Rec. No. vii., 22. 

comparison of the number 

of patients in 1852 and 1853, 
Mad. Rec. No. vii., 1. 

the growing confidence of 

tlie native community in the, 1. 

comparative view of the 

number of sick treated from 
1849 to 1853 in the, 3. 

decrease of sick in six dis- 
pensaries, 4. 

report on the General Hos- 
pital, 5. 

„ on the House of Indus- 
try, 6. 

„ on the Male Asylum, 6. 

„ onthe Female Asylum, 7. 

— — - — „ on theNative Infirmary, 7. 

„ on the Idiot Asylum, 8. 

„ on the Leper Hospital, 8. 

• „ on the Triplicane dispen- 

sary, 10. 

„ on theBlackTown do.,12. 

— „ on the Chintadi'ei)ettah 

do., 12. 

„ on the Vepery do., 13. 

„ on theNellore do.; 13. 

r- „ on the Guntoor do., 13. 

— „ on theChingleputdo.,14. 

„ on the Chittoor do., 15. 

„ on theCuddalore do., 16. 

„ on the Trichinopoly do., 

16. 

„ on the Madura do., 16. 

• „ onthe Combaconum do., 

21 . 


Civil Dispensaries of the Madras 
Presidency, report for 1853, 
on the Coimbatore Dispensary, 
Mad. Rec. No. vii., 22. 

.. „ on the Cochin do., 23. 

„ on the Cuddapahdo., 28. 

„ on the Kuiiiool do., 30. 

„ on the Vizagapatam do., 

31. 

„ on the Chicacole do., 32. 

„ on the Calicut do., 34. 

„ onthe Mangalore do., 36. 

„ ontheTellichcrrydo.,37. 

— „ on the Kamptee do,, 38. ‘ 

„ on the Secunderabad do., 

38. 

general annual return of 

sick of, in and out patients for 
1853, 40—43. 

general abstract of forego- 
ing returns, 44. 

" general return of the sick 

of the Civil institutions of the 
Madras Presidency for 1853, 45. 

— - statement of the expenses 
of the Civil Dispensaries, esta- 
blished by Government from Ist 
January to 31st December 1853, 

46. 

extract from Minutes of 

Consultation in the preceding, 

47. 

Civilization, cost of introducing it 
among Bheels, Bom. Rec. No. 
xxvi., 221. 

Claims to land required for East 
Indian Railway, adjustment 
Ben. Rec. No. iv., 13. 

nature of, Ben. Rec. No. 

iii., 24. 

Clarke, Lieut., his death at Kuhun, 
Bom. Rec. No. xvii., 169. 

Clay, fire, found along Ramgunga 
River, In. Rec. No. xvii, 37. " 

— red, highly ferruginous, 37. 

Climate of Penth (Nassick), Bom. 

Rec. No. xxvi, 102. 

of Kun’achee, Bom. Rec. 

No, xvii, 288. 


„ on the Salem do«, 21, 
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Climate of 8]iikarj)ore, Bom. llec. 
ISTo. xvii., 93. 

—r- of Upper Bind Frontier,! 27. 

— of Hind, Bom. llec. No. 

xvii. vol. ii., 592. 

of Cambay, Bom. Bee. 

No. iv. Part ii., 6, 

Cloth-makers of Kolha])ore, value 
of dead stock requisite for, Bom. 
Bee. No. viii., 253. 

Cloth ill Kolhapoor ]k)W made, 21 G. 

— — wliat quantity of cotton re- 
quired for, 217. 

manufacture of Azim- 

ghur, report dated 18.37 on the, 
N. W. P. Bee. Part xiv., 130. 

' ' ' number of looms and state- 

ment of clotli manufactured in 
1806, App. B. 

Coal of the Nerbudda valley, 
Tenasserim Provinces and Thyet 
Myo, papers relating to the, lit 
Bee. No. X., passim. 

— deposits of the Nerbudda 

valley, their distance, no barrier 
to their examination, 3. 

* letter from the Superinten- 

dent of the Geological Survey, 
requesting to be allowed to exa- 
mine the Nerbudda valley, 9. 

bearing rocks extend on 
the South side of the Nerbudda 
valley, 12. 

— sketch and sections of the 

coal bearing rocks, 1 3. 

— strata above the coal bear- 

ing rocks, 14, 18. 

Hurd nullah, 14. 

Mopani, 18 — 20. 

Tawa Nuddec, 20 — 24. 

— — outline map shewing the 
position of the places mentioned 

* above, 28. 

- — — and tin deposits of the 
T^asseriin Provinces, notes on, 
31—67. 

— ~ — situation, physical features 
and divisions of the Tenasserim 
Provinces, 31, 


Coal, geological structure of the 
Tenasserim l^ovinces, In. Bee. 
No. X., 32^36. 

— on the Great Tenasserim 

river, 36, 37 — 44. 

on the Little Tenasserim 

river, 37, 44--48. 

on the Lenya, 37, 48 — 51, 

relative value of the coal on 

the Great Tenasserim, Little 
Tenasserim and Lenya rivers, 
51—56. 

sent from Bangoon, state- 
ment of the trial of, 70. 

roads to the coal, — 66. 

facilities for working the 

coal, 77. 

— rough estimates for extract- 

ing six tons of coal a day, 90 — 91. 

< sketch of the coal fields at 

Thyet Myo, exhibiting the opera- 
tions, 92. 

mine at Thyet Myo, articles 

required for the, 93. 

deposits of Thyet Myo, 

memo, on the, 99 — 106. 

physical appearance and 

geological structure of Thyet 
Myo, 99—101. 

section of rocks immediate- 
ly at the, 102. 

statement of trial of coal 

sent from Bangoon, 102. 

excavation at Thyet Myo, 

103. 

the position of the beds at 

Thyet Myo, 104. 

quantity of coal which ex- 
ists at Thyet Myo, 104, — 107. 

roads to the coal, 176. 

of the Kumaon Bhabur, N. 

W. P.Bec. No. rviii., 380. 

places where found, In. 

Bea No. xiv., 37. 

in Tenasserim, Ben. Bee. 

No. vi., 15, 28, 39. 

Cannel in Tenasserim, 28 , 

of Humbulpore, Mad. Bee. 

No. xiv., 10. 
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Coal found in districts of Sum- 
bulpore, Sonei>ore, llaigurh, Sa- 
rungurh, Ben. liec. No. xxiii., IS 3. 

— 1 ^ of Singrowlee, report on 

the, N. W. R liec. Part xxi.,.481. 

of the Puiyab salt range, 

report the, Sel. Cor. of Pun- 
jab Admn. vol. ii. Part x., 310 
—311, 324—332. 

discovered at Chownsilla, 

In. Kec. No. xvii,, 4. 

discovered at Burnooarec, 4. 

discovered up tlie Boer 

river, 4. 

and iron in Damooda valley, 

Mr. Oldham on, Ben. llec. No. 
viii., passim. 

at lianeegunge, 3. 

at Seersole, 3. 

at Munglepore, 3. 

at Clieenacoory, 3, 23, 

- at Chaunch, 4. 

at Doomerkooiidah, 4. 

superior at Curliurbarce, 5, 

29. 

— — — at Rhamnadee, 5 , 

injured by exposure on 

banks of Damooda, 25. 

collieries on the Damooda, 

Maps illustrating, App. 

in Jyntcah hills, Ben. 

Rec. No. xiii., passim. 

of Lakadong, its quality, 

51, 54. 

of Nerbudda valley. Bom. 

Rec. No. xiv., 16 — 19. 

strength of different kinds 

of; 18, 19. 

' cost of raising Nerbudda, 

23. 

experiment of 1838, 26. 

— — experiment of 1847, 28. 

at Sonadeh, 35. 

—ii at Nerbudda valley, describ- 
ed in 1838, 41. 

——trial (1839) ofNerblidda, 
43. 

of Hoshungabad described, 

43. 


Coal of the Nerbudda, Mr. John- 
stone on. Bom. Rec. No. xiv., 58. 

range of prices paid by 

Indian Navy for. Bom. Rec. No. 
xiv., 108. 

Cocanada harbour, estimate and re- 
port for 1855-50, for the im- 
provement of, Mad. Roc. No. 
xxviii., 10 — 40. 

channel branches, report 

jind estimate for 1854 on the works 
of the, Mad. Rec. No. xxv., 51. 

and see Coringa. 

Cochin marbles. Mad. Rec. No. ii., 
33. 

dispensary, Mad. Rec. No. 

XXL, 22. 

Cocoanut trees, value of produce, 
Ben. Rec. No. iv., — App. F. 

Cocoanut fibre, notes on, Mad. 
Rec. No. xxiii., 23, 25, 33, 35, 
39, 45, 62, 118, 156. 

Code of Judicature, report on the 
Saugoj-, N. \V. P. Rec. Part 
xxvi., 285. 

criminal required, Ben. 

Rec. No. xvi,, 26. 

Codoor, height above the level of 
the sea. Mad. Rail. Rept. for 
1853, 18. 

Coftee of Kolhapoor, Bom. Rec. No. 
viii., 27. 

Coilgoontla, assessment of dry land 

I in, Mad. Rec. No. viii., 66. 

Coinihatorc, report on fibrous plants 
of, Mad. Rec. No. xxiii., 58 — 60. 

list of fibrous plants, 60 — 

64. 

statement shewing avemge 

expenditure on the cultivation 
of the fibrous plants of, 61. 

^ vaccination report for 1854, 

Mad. Rec. No. xx., 16. 

dispensary, Mad. Rec. No. 

XXL, 22; 

rei)ort upon the swinging 

festival and the ceremony of 
niuning through fire. Mad. Rec. 
No. vii., 8, 28. 
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Coimbatore dispensary, report for 
1853, Mad. Rec. No. vii., 22. 

district report for 1851 on 

tlie important public works exe- 
cuted ill, Mad. Rec. No. ix., 54. 
statement shewing the ex- 
penditure on public works to the 
end of 1851, and the estimated 
cost of completing those in pro- 
gress, 68. 

statement of the expendi- 
ture on works of irrigation and 
their results up to 1851, 69. 

— statement shewing the ex- 

penditure on jiublic roads, and 
the results up to 1851, 70. 

progress report of public 

works for 1853, Mad. Rec. No. 
XV., 146. 

irrigation of the district of. 

Mad. Rec. No. x., 140. 

statement of the Nunjah 

cultivation for 1852 in the dis- 
trict of, 151. 

statement of the Nunjah 

Ayacut cultivation, 152. 

statement of the expendi- 
ture on important public works 
in the district, and the result 
obtained thereby, 157. 

report for 1853 on the 

roads of. Mad. Rec. No. viii., 69. 

minute on this report, 1 13. 

estimate for the roads of, 

103. 

report for 1854 on the 

roads of, Mad. Rec. No. xxviii., 
18. 

vaccination, report for 1853, 

Mad. Rec. No. i., 18. 

and West Coast hne of rail- 
way to Madras, Mad. Rail. Rept. 

. for 1853,27, 104. 

- — teak at, Ben. Rec. No. ix., 

248. 

Coiners of Jullunder, Sel. Cor. of 
Punjab Admn. voL i. Part ii., 81. 
—— — the Sainsees pass bad mo- 
ney, 83. 


Coiners, coining pursued as a trade 
tferoughmtt Hindostan, Sel. Cor. 
of Punjab Admn. vol, i. Part ii., 
81—84. 

depositions of the, 87. 

Coining in the Bombay Presidency, 
report by Captain Henry on. 
Bom. Rec. vol. ii., 78. • 

in Punjab, In. Rec. No. ii., 

68 . 

Coins of the Kolhapoor State, Bom. 
Rec. No. viii., 269. 

number in circulation, 270. 

of the Cokba Agency, 

Bom. Rec. No. vii., 107. 

Coir see Cocoanut fibre. 

Colaba Agency, statistical report for 
1851 of the. Bom. llec. No. vii., 
passim. 

description of boundaries, 

1 . 

its area, 1. 

natural aspect, 2. , 

geological structure, 3. 

soils of the, 3. 

productions of the, 4. 

modes of cultivation, 5. 

lunar asterisms, 8. 

implements of husbandry, 

10 . 

labour employed in, 11. 

prices of principal products, 

12 . 

tenure and occupation, 

13 . 

sources of revenue and pro- 
duct of each tax, 19. 

mode of collection, 24. 

modes and rates of assess- 
ment, 24. 

priests of, 25. 

atmosphere and climate, 

28. 

health and disease, 31, 

navigable rivers, 37. 

1 lakes, canals, tanks, wells, 

38. 

means of irrigation in each 

district, 39. 
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Colaba Agency, cities of the, Born, 
Bee. No. vii., 39. 

towns of the, 39. 

public buildings, 42. 

villages, 43. 

population, number of peo- 
ple of diSferent descriptions, 57. 

description, employment, 

condition, 60. 

languages, 80. 

education and method of 

pursuing it, 81. 

chfCiitable institutions, not 

educational, 82. 

state of litigation, 82. 

state of crime, 84. 

— — police of, 86. 

— manufactures, 88. 

harbours and shipping, 

91. 

exports and imports, 91. 

— modes of transit and com- 
munication, 94. 

tlio ferries of the, 90. 

banking operations in the, 

99. 

— — lending and borrowing in, 

100 . 

heights and measui'cs, 101. 

coins of, 107. 

postal arrangements, 109. 

antiquities, 110. 

map of the, 2. 

diagrams of agricultural 

implements, 10, 11. 

• table sliewiiig the amount 

of land revenue, 18. 

table shewing the amount 

of Saycr revenue, 22, 

table shewing every species 

of revenue, 24. 

map of the roads in the 

town and neighbourhood of 
Alibagh, 40. 

— table of the annual amount 

of revenue derived from salt, 90. 

fcic-similes of ancient 

sculpture and inscriptions, 110 
--113. 


Colaba sketch of the fort of Cheal, 
Bom. Kec. No. vii., 114. 

sketch of the Musjid in 

Cheal, 113. 

Colair Calingulah, report and c.sti- 
mate for 1854, Mad. llec. No. 
XXV., 56. 

Colairoo Aqueduct, report on work 
of, Mad. Eec. No. xv., 41. 
Colebrook, Captain, on Niiddea 
rivers, Ben. Kec. No. xi., 3. 
Colohan population, 61, 

Coloroon, rej)ort and estimate for 
1855-56 on the bridge over the. 
Mad. itcc. No. xxviiL, 29. 

anient, its object and 

elYects, N. W. P. Kec. vol ii., 
4. 

aniciit, Colonel Sim on, 

Ben. Kec. JSo. xv., 124. 

Coles and Luclia Coles, tribes cog- 
nate with Khonds, In. Kec. No, 
V., 17. 

purchase and sale of Avives 

and daughters^mongst the, Ben. 
Kec. No. xvi., 68. 

of Siiigbhoom, 61. 

dis[)utes amongst, 111. 

revenue tkc. of, 70. 

Colgong, nature of country about, 
In. Kca No. i., 78. 

Collectorate establishment of the 
Punjab in 1855, In. Kec, No. 
xviii., 3T. 

Collector in Bengal should be Re- 
gistrar of transfer and leases, 
Ben. Kec. No. xvi., 4. 

might be made ^Magistrate, 

10 . 

should have control of 

Post Office, 11. 

Collectors, Deputy, specially ap- 
pointed for settlement of claims 
to land required for Railway, 
Ben. Kec. No. iv., 9. 

Collectors and Ma^strates might 
sit on reviews, 22. 

College Presidency of Bengal, Ben. 
Kec. No. xiv., passim. 


H 
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(\»llcgc PrcbidciKy, general course 
of instruction in, Ben. Kec. No. 
xxii., 188, 

iiistriiotion in law depart- 
ment of the, 189. • 

Presidency, Lord Dalliousie 

on, Ben. Bee. No. xiv., 31. . 

Presidency, dotai led plan of, 

44. 

Pi'csideiicy, proposed stu- 
dies in, 48. 

(Vdiege education should be practi- 
cal, 57. 

College, (Icneral MetropolLtaii, pro- 
ject for, Ben. liec. No. xiv., 
17. 

Hindoo, project to convei't 

it to General Metropolitan Col- 
lege, 18, 32. 

Hindoo, ojnnions of native 

members on project for convert- 
ing it into General Metropolitan 
College, 2ih 3:i. 

Ijord Dalliousie on, 32. 

Sanscrit, 0 ’epurt on, 20. 

Hindoo, native manage- 
ment becomes Cbristianat, 41. 

founded in 1810, 42. 

its s(4i()larslnps S'(\, trans- 
ferred to Pro.sidcncy College, 12. 

Hindoo, educational staff 

of, CO. 

Hindoo, liistoi^' of, Ben. 

lice. No. xiv., Apj). V]. 

(Colleges for C'ivil Lngijn'cri.ng, Lord 
J.)alhoiisio on. In. Kec. No. xiv., 
CO. 

object of, Go. 

Colleges, pedantry of, Ben. Bee. 
No. xvi, 50. 

Colvin, Mr. J. B., on Tenasserim 
Teak, Ben. Bee. No. ix., 36, 48, 
1C2. 

Combaconum provincial school, re- 
port for 1854-55, Mad. Kec. No. 
xvii., 14. 

report of the Head Master, 

fi App, D. cii. 

plan of studies, cir. 


Combaconum statement shewing 
progress of the boys, Mad. Bee. 
No. xvii. App. D., cv. 

local visitors as on April 

30th 1855, cvi. 

establishment as on April 

30th 1855, cvi. 

statement of number, caste, 

<tc. of the stiideut.s, evii. 

absti'iict of receipts and dis- 

bui’seineiits, cviii. 

dispensary, repoi-t for 1854, 

Mad. Bee. No. xxi , 20. 

dispensary, rcjiGrt for 1853, 

Mild. Bee. No. vil, 21 . 

vaceination, report fur 1853, 

Mad. Bee. No. i., Ki. 

Commerce and Navigation, Lord 
Dalhousic upon, In. Bee. No. 
xiv., 33, 77. 

Commerce of Shikarpore Collec- 
torate, Bum. Bee. No. xvii., 
G9. 

of Cambay, Bom. Bee. No. 

iv. I ‘art ii., 13. 

of the Punjab proper. Mad. 

lice. No. ii,, 7. 

Commercial treaties with Portugal, 
Boni. Bee. No. x., 354, 364, 
3C5. 

Cojiimissioners of the Punjab, their 
position and funetions. In. Bee. 
No. vi., 3. 

of division and Judicial 

Commissionois, result of tiials 
before, In. Bee. No. vi., 72. 

of revenue should bo Su- 

l)criiitendents of Police, Ben. 
Bee. No. xvi., 11, 33. 

Commissionerships, their formation 
for the Punjab, In. Bee. No. ii., 
3G. 

Commutation price, method of fix- 
ing, Mad. Bcc. No. viii., 16. 

Como river, see Nuddea rivers. 

Compta, comparative statement of 
exports during the I>\isli:es 1262 
and 1263 from the, Mad. Kec. 
No. XV., 86 . 
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Condiments in Sind, Bom. Eec. No. 
xvii. vol. ii., 630 

Congoon, account of, Bom. Rec. 
No. xxiv., 20 

ConkuTis, tour of scientific rcsearcli 
in 1787 on the, Bom. Kec. No. 
xvi., passim. 

Conolly, Mr., on Malabar Teak, Ben. 
Rec. No. ix., 216, 230. 

Conscience, act for securing liberty 
of, Lord Dalliousic on, hi. lice. 
No. xiv., 73. 

Conservancy i-epoii; of the Punjab 
for 1835, In. Rec. No. xviii., 
111 . 

Board of Bombay, its ex- 
penditure and income from 1845 
to 1853, Bom. Rec. No. xi., 42. 

particulars of its expcjidi- 

ture and income, 46. 

salaries of its establish- 
ment, 48. 

its new works, 52. 

its mode of letting con- 
tracts, 03. 

estimates and completion, 

difierence between, 64. 

estimated cost of improve- 
ments in, 75. 

expenditure hi 1851, Bom. 

Rec. No. XL, 31. 

municipal in the Punjab, 

In. Rec. No. ii., 148. 

Contracts, mode of letting at Bom- 
bay, Bom. Rec. No. xL, 63. 

Convalescent depot at Darjeeling, 
Ben.^Rec. No. xvii., 22 — 23. 

Convictions and acquittals, dispro- 
portion between, Beii. Rec. No. 
xvi., 26. 

Convicts should be isolated, Ben. 
Rec. No. xvi., 41, 44. 

labour, 44. 

Coiiybeare, H., Esq., on sanitary 
state and requirements of Bom- 
bay, Bom. Rec. No. xi., passim. 

Coolies, for road works in thp Mad- 
ras Presidency, Mad. Rec. No. 
vi,, passim. 

H 2 


Coolies, how they usuidly arrange 
themselves, Mad. Rec. No. vi., 1. 

the quantity of work done 

in a day, 2. 

the gang system the best, 

2 . 

average hire throughout 

the year, 3. 

average hire on the cotton 

roads, 3. 

maximum hire, 3. 

comimlsioii necessaiy to 

induce C-oolies to work in Tin- 
iievfily, I. 

the hire of carts for the 

t'onveyance of road metal, 5. 

tlie contract system should 

be a(b)pted when preitTablc, 6. 

fiv't-rage rate paid for road 

work, 6. 

disadvantage of entertain- 
ing a j)ermanciit corps of Coolies 
for riKid ^\■t>^]cs, 1 3. 

the sclictne would be ad- 
vantageous ill Halem and South 
A root, 15. 

the rates of pay for corps 

of, 16. 

probable cost of a pcrnia- 

nent corps for c'acli talook, 18. 

— v(;ry dcsiralde to establish 

a corps in the ivistnah division, 
16. 

probalile cost in the Kist- 

iiali division, 20. 

— permanent corps necessary 

for Tiiincvelly, Dhidigul and Ma- 
dura, 2 L 

— : probable expense of such a 

corps for Tinnc\'clly, Madura and 
Dhidigul, 23. 

should be organised in Bel- 
lary, 25. 

: Captain Horsley upon tlie 

employment of, 26. 

Clip tain Boileau upon the 

employment of, 28. 

Cajitain Collycr upon the 

employment of, 29. 
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Coolies, Captain Rundall upon the 
employment of, Mad. Rec. No. 
vi., 30. 

should be organised in Vi- 

zagapatam, 30. 

would answer to entertain 

a Government corps in Tanjore, 
32. 

■ Captain Ludlow upon the 

organisation of a corijs of, 34. 

probable expense of a com- 
pany of LOO men per year, 30. 

three companies required 

for Coimbatore, 38. 

j'cport of the Collector of 

Malabar upon the catablisliment 
of a pennancnt corps of, 39 — 43. 

Coomullasinglice to Seringliee, route 
from, Mad. Rec. No. xxiv. App. 
4, XV. 

Coonbics described, Bom. Rec. No. 
ii., 3. 

Coopum Kangoondy and Yaniem- 
baddy, survey of country for line of 
railway between, Mad. Rail. Rept. 
for 1853, 230. 

— - — extract from minutes of 

consultation on the survey, 233. 

Coorg, Lord Dalhousio on the con- 
version of the daughter of the 
Rajah to Christianity, In. Rec. 
No. xiv., 15. 

Cooroopoo account in Tanjore, 
Mad. Rec. No. xvi., 164. 

Cooum river, correspondence on 
the laying out of roads having 
regard to the bridge over the, 
Mad. Rail Rept. feu* 1853, 222— 
225. 

estimate and plan for aiii- 

cut across the. Mad. Rec. No. 
xi., 110. 

tank, Mad. Rec. No. x., 

92. • 

Copper in Dhulbhoom, Ben. Rec. 

,./,No. 3^., 77. 

of Kumaon, notice of, In. 

No. viiL, 4. 

n ore,. of the Punjab salt 


range, Sel. Cor. of Punjab Adnin, 
vol. ii. Part x., 287. 

Copper mines of Pepulee, Pring- 
lapanni and Murbuggette, report 
on the new, In. Rec. No. xvii., 62. 

mines of Kerraye, Belar, 

Raie, Seera, Tomacotce, Dobree 
and Dlmnpore, report on the old, 
64. 

in Tenasserim, Ben Rec. 

No. vi., 18, 22, 26. 

in Tenasserim, Mr. Oldham 

on, 35. 

Coppersmiths, value of dead stock 
requisite in Kolhapoor for. Bom. 
Rec. No. viii., 259. 

Cordage, i>lants, rem/irks on. Mad. 
Rec. No. xxiii., 119. 

Coringa, report on the j)ort of, 
Mad. Rec. No. xix., 5. 

the aiichoragc olY Cocanada 

more bl loitered than any along 
the Coromandel Coast, with good 
holding ground, 5. 

Light on Hope island mis- 
placed, 6. 

— Light should have a higher 

elevation, 6. 

the absence of gof)d lead- 
ing marks towards tlio anchorage 
off Cocanada, 6. 

■ a beacon should be erected 

on the north side of tlie entrance 
to the Cocanada river, 7, 

a buoy should be fixed on 

the mu<l bank facing the iimer 
harbour of, 7. 

seldom any surf on the 

beach, 7. 

the certainty of obtaining 

seamen at, 8. 

Captain Biden’s suggestions 

for the improvement of, 8 — 1 1. 

minutes of consultation 

upon Captain Biden’s sugges- 
tions, 15. 

s- particulars of survey con- 
ducted by Mr. J, Warren in 
1789 of the Bay, 22. 
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Coringa, fomer charts erroneous, 
Mad. Rec. No. xix., 22. 

impossible for large ships 

to enter the Godavery> 23. 

place of great security at 

every season of the year, 2^. 

the only objection to it as 

a place of refuge for shijiping, 

24. 

an account of the inunda- 
tion that happened in 1700, 24. 

the present town built l>y 

Mr. Wcstcot, 24. 

want of }K»lice in 1789, 

24. 

survey how conductcHl, 2o. 

method of taking and tabu- 

latiiig soundings, 2(). 

})robablo causes of tlic 

inundation in J787, 29. 

— — j)laec of great security for 
ship})iilg, 30. 

the extent of a ilat to be 

crossed by a large slop before 
entering the ])ort, (>7. 

aindjor sliould be perma- 
nently laid down near the bar, 
07. 

ships of any burden might 

be brought into l\)i t liy the use 
of camels, 09. 

, a gn^ater dcptli of water 

> 01 * tlie tlat during tlie Nortli 
W t^anonsot > 11 , 7 0. 

rqrort on the docks and 

river at, 71. . JL 

' river eucroacliog- upon its 

eastern bank, 72. 

inconvenience ari.sing from 

such an encroachment, 72. 

canals recommended, 73. 

a landmark upon 2>oiut 

Godavery should be erected, 7.‘>. 

depth of water on the 

flat in the s[)rings, 7d. 

soundings in the river 

taken in 1805, 78—88. i 

• soundings in 1805 on the | 

flat in the bay of, 77, 78. i 


Coringa, how the cliannel in the 
bay might be improved, Mad. 
Rec. No. xix., 90. 

daily rate of cooly hire in, 

9.3. 

daily rate paid for the la- 

hour of women, 93. 

daily rate ])aid for the la- 
bour of a boy or girl, 93. 

number that could be pro- 
cured for the execution of any 
jniblic work, 93. 

moil tidy salary of a native 

overseer at, 94. 

monthly salary of a peon 

at, 94. 

prieo of a cocoamit tree and 

ex]»enso of its carriage, 94. 

villages at which, cocoanut 

trees may be found in large 
quantities, 94. 

exjiense of digging two 

canals, 97. 

descriiition of the dock at, 

98. 

cost of one lighter, 100. 

siqqdimient to Lieutenant 

Warren’s report, 100. 

rc\ds('d instructions, 1840, 

toudiing the navigation of the 
Coast of (Joromaiulel and sailing 
directions for tlie guidance of 
ships and vessels wlion bound to 
the part of, 107—112. 

clianne^, repoii on works of. 

Mad. Rec. No. xv., 40. 

channel reiioit upon the 

work and estimate for 1854, 
Mad. Rec. No. xxv., 49. 

• bay sketch of, Mad. Rec. . 

No. X., 30. 

liaibour estimate and re- 
port for 1855-50 for the improve- 
lueiits of, Mad. Rec. No. xxviii., 
9. 

Cornelian mines of Rajpeepla, the 
mode of iirejmring the Corneli- 
ans, Bom. Rec. No. xxiii,, 209, 

their revenue, 270. * 
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Cornelian mines, notice respecting, 
Bom. Bee. No. xvi., 49, 51. 
Coromandel Coast, revised instruc- 
tions issued ill 1S4G with re- 
ference to the navigation of the, 
Mad. Eec. No. xix., 107. 

Corps Bheel levied, Bom. Bee. No. 
xxvi., 114. 

character since lo43, 22i. 

particulars of the, 244. 

CortiUiaur bridge, estimate of, Mad. 

Bail. BeiJt. for 1853, 23d, 
—cost of, 3. 

how and of what materials 

to be constructed, 239 — 241. 

— observations on plan of, 

245. 

revised estimate, 245. 

estimate and plan of ani- 
ent across the river. Mad. Bee. 
No. xi., 101. 

— " estimate and rc[)ort on 

aiiicut for 1853, Mad, Bee. No. 
XV., 99. 

Corumhoo, meaning of tlie term, 
N. W. r. Bee. vol. ii., 13. 
Costliness of judicial system, Ben. 

Bee. No. xvi., IG, 

Cotton plant. Mad. Bee. No. xxiii,, 
35. 

— report on its cultivation in 

the Bcchna Doab, Sel. Cor. of 
Punjab Admn. vol. ii. Part viii., 
75. 

Lord Dalhousic on. In. Bee. 

No. xiv., 34. 

" ' its cultivation throughout 
the districts of Suinbulpore, 
Sonepore, Baigurh, Harungurh, 
Ben. Bee. No. xxiii., 185. 

• fields of Pegu, report on. 

In. Bee. For. Dept. No. iv., 
31— 3G. 

• unsuitableness of land about 

Bangoon for growing, 31. 

price of cotton in Pegu, 

j 32. 

Viable qualities of dis- 
trict of^j^me, 33. 


I Cotton plant, suitability of certain 
lands in Pegu for the growth of 
Cotton, In. Bee. No. iv,, 35. 

thread, mode of manufac- 
ture in Kolhapoor, Bom. Bee. 
Not viii., 233. 

of K(>l]ia2)oor, 25, 52. 

on banks of 8alvvcen river, 

Ben. Bee. No. ix., G3. 

of Chaudoukah, Bom. Bee. 

No. xvii. vol. ii., 737. 

cultivation of Sikhim Mo- 

rung, Ben. Bee. No. v., 8, 17. 

adulteration, Bum. Bee. 

No. xvi., 131. 

engine for cleaning from 

seed, 131. 

of extraordinary fineness, 

130. 

plantations enclosed by a 

l)aiik, 81. 

mode of watering planta- 
tions, 3G, IIG. 

price ill 1787 in Conkuiis, 

132. 

seeds prefcn’cd by cattle to 

all other pj ovender, 38. 

information regarding the 

culture of, 148. 

of Kutch, Bom. Bee. No. 

XV., 74. 

cloths of Kutch, their names, 

manufacture and places of ex- 
port, 214. 

of Suinbulpoor, Mad. Bee. 

No. xiv., 12. 

Council of Education on Presidency 
College, Ben. Bee. No. xiv,, 
])assim. 

Council, Jjegislativc, Lord Dalhousio 
on the. In. Bee, No. xiv., 11, 12, 
19. 

Supreme, Lord Dalhousie 

upon, 19. 

Court of Directors on teak forests, 
Ben. Bee. No. ix., 119, 150, 
210 .- 

on Tcnasscrim tin, Ben. 

Bee. No, vi., 14. 
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Court of Sessions, how juries 
should be empannelcd, N. W. 
P. Eec. vol. i., 30. 

Court of Settlement, see Settlement 
Court, 

Court houses of the Punjab, their 
construction, In. Itec. Ko. vi., 
150. 

Courts of Mysore, report on judici- 
al, In. Hoc. No. xi., G4. 

Courts of Criminal Justice in Kol- 
haporo, their expcjises, Bom. 
Eec. No. viii., 214, 205. 

the procedure rc<piire.s sim- 
plification, Ben. Eoc. No. xvi., 10. 

subordinate criminal, re- 
quired, 28. 

at Darjeeling, the language 

of, Ben. Eoc. No. xviL, 19. 

Cowlaiswaram lock and (;<alingulah, 
report on work of, Mad. Eec. 
No. XV., 42. 

Cowree-ram bund, report on tlic, 
N. W. V. Eec. vol. ii., 102. j 

Cows expense of their keep in Kol- 
iiapoor, Bom. Eec. No. viii., 
45—18. 

Crawfoj’d, J. H., on States of S. W. 
Frontier, Ben. Eee. No. xi., 2 )as- 
sim. 

Creosote, as a niean.s of preserving 
timber, Mad. Kail Eept. for 1853, 
204, 205. 

Crime of Dhurna, wliat is meant 
by, N. W. P. Eec. vol. i., 39. 

of Thuggee in N. W. P., 

53—01. 

of gamlding in N. W. P., 

53, 55, 50. 

in tlie Mangha compared 

with that ill the N. W. P., In. 
Eec. No. ii., 02. 

— how classed in India, N. 

W. P. Eec. vol. i., 37. 

• against the person, statis- 

tics of, 38. 

why crimes against the 

person are more common in In- 
dia than in England, 38. 


Crime of the Punjab, report by 
Mr. Brerctoii on, Sel. Cor. of 
Punjab Admii. vol. i. No. ii., 
81. 

remarkable iu the Punjab, 

In. Eec. No. ii., 03, 04. 

against the ijcrson in tho 

IHiiijah, 04, 05. 

infiiiiticide in Punj ab, its 

prevention,’ 05, 00. 

against property in the 

Punjab, GO, 07. 

social, 08. 

fraudulent, 08. 

Jii the Colaba Agency, 

Bom. ileo. No. vii., 84. 

Criminal Law, what class of persons 
not natives arc moKst deeply in- 
terested in any alteration of the, 
N. W. P. Eec. vol. i., 35. 

statistics of the N. W. P. 

for 1844, compared with those of 
England and Wales, 37. 

statist ic.s, difficulty of ar- 
ranging Indian, 37. 

hov/ English returns are 

divided, 38. 

statistics, offences against 

pro]>erty with violence, N. W. 
P. llec. vol. i,, 39. 

offences against property 

witlioiit violence, 40. 

offences against property 

with malice, 40. 

offences heinous against 

the person, 38. 

forgery and other offences 

against the currency, 40. 

nundier of convictions for 

puni.shmont of offences in India 
as compared with those in Eng- 
land, 42. 

cases summarily dismissed, 

43. 

statement shewing the 

number of persons under trial 
in the N. W. Provinces during 
1844 and the offences alleged 
against them; 44. 
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Ciiminal Law, amount of propeiiy 
stolen on tlio Grand Trunk Road 
during 1845, N. W. P. Rec. voL 

1., 47. 

justice of Mysore how ad- 
ministered, 111. Rec. No. xi., 76 
—82. 

Amildar, Shaikdar, Tul- 
wars, Sudder Moonsiffs, 77. 

Commissioner, Adawlut 

Court, corporal punishment, 78. 

course of proceeding, 7 8 — 

SO. 

puncliayct, 80. 

property of prisoners and 

stolen property, 80. 

Police Superintendent, 81. 

fines, 82, 87. 

cases from 1864 to 1854, 

88, 80. 

■ justice of the Punjab, report 

on. In. Kec. No. vi, 41 — 79. 

statistics of the Ihmjab, 

57—74. 

epitome of crime in the 

Punjab during the years 1852, 
1853, 67. 

statistics in tlic Punjab, 

In. Rec. No. ii., 60. 

justice in the Punjab, 49 — 

73. 

law in the Punjab, princi- 
ples of, 63. 

justice of the Punjab, re- 
port on period from 1853 to 
1856, In. Rec. No. xviii., 8 — 14. 

statistics, 1854-55, 8 — 13. 

justice of Chota Nagpore, 

report on, Ben. Rec. No. xx. Part 

11., 19. 

justice of Manbhoom, 19. 

. justice of Hazarebaugh, 

(Part 4), 25. 

justice in Kutch, how ad- 
ministered, Bom. Rec. No. xv., 

74, 87. ^ • 

^ statistics of the Kolhapoor 

State, Bom. Rec. No. viii., 204 — 
214. 


Criminal Law, new code i*equired, 
Ben. Rec. No. xvi, 26. 
Cuddalore, sea customs of, Mad. 

Rec. No. X., 113. 

and Verduchellum vaccina- 
tion, report for 1853, Mad. Rec. 
No. i., 8. 

report for 1854-55 on the 

scliool of, Mad. Rec. No. xvii., 

11 . 

report of tlie local commit- 
tee, App. B., Ixxiii. 

plan of studies, xxxi. 

establishment as on 30th 

of April 1855, Ixxxiii. 

statement of number, caste, 

(fee. of students, Ixxxiv. 

abstract of receipts and 

disbursements, Ixxxv. 

vernacular schools, plan of 

studies as on April 30th 1855, 
A 2 >p. G. cxxix. 

— statement of number, caste, 

tfec. of pupils, exxx. 

establishment as on Apiil 

30th 1 855, cxxxi. 

abstract of receipts and ex- 
penditure, cxxxi i. 

vaccination, rei)ort for 1 854, 

Mad. Rec. No. xx., 9. 

dispeiisaiy, for 1854, Mad. 

Roc. No. xxL, 15. 

dispensary report for 1853, 

Mad. Rec. No. vii., 16. 

Cuddapah, estimate of public works 
for 1854-55, Mad. Rec. No. 
XX vii., 18. 

progress, roj^ort for 1854- 

55 of public works in, 94, 112, 
186. 

its height above the level 

of the sea, Mad. Rail. Rept. for 
1853, 18. 

fibres of. Mad. Rec. No. 

xxiii., 25. 

dispensary, report for 1854, 

Mad, Red. No. xxi., 27. 

report on the swinging fes- 
tival and the ceremony of run- 
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. ning througli<iire, Mad. Eec. No. 
viL, 7, 25. 

Cuddapali public works progress, 
report for 1853, Mad. Kec. No. 
XV., 6, 72. 

report for 1853 on tbe 

roads of, Mad. Kcc. No. viii., 13. 

ostiiuiite for tlie roads of, 

97. 

vaccination, report for 1853, 

Mad. lioc. No. i., 19. 

vacciiiatiou, report for 185 1, 

Mad. liec. No. xx., 19. 

Culpeo nuddy, report on, In. lice. 
No. i., 97. 

Cultivation of rice in tlie Baiigur 
lands of Kiiniaul, N. W. P. llec. 
vol. i., 115. 

ill the Ijarkhana Deputy 

Collectoi'ate, statenieiitof tlie state 
of, Bom. Bee. No. xviiL, 97 — 

no. 

ill the Colaba ^Agency, va- 
rious inodes of, Bom. Bee. No. 
vii., 5. 

sketches of implements of 

husbandry, 10. 

of Sind, statistics of the, 

Bom, Bee. No, xxi., 45, 51. 
of Poppy, Ben. Bee. No. i., 

3. 

localities of its cultivation, 

3. 

system of poppy cidtivatioii 

in Behar and Benares, 3. 

in Mysore, In. Bee. No. ii., 

80. ! 

Cundee Ghuttoo, Mad. Bee. No.x., : 

3. ' 

CunnoJopiiUy, height above the 
level of the sea, Mad. Bail Bejit. 
for 1853, 18. 

Currency, ofiences in India against 
the, N. W. P. Bee. vol. i., 40. 

withdrawal from the Pun- 
jab of dead, In Bee. No. ii., '34. 
Currents in the Bay of Bengal, jour- 
nal of a voyage undertaken with 
a view towards ascertaining the. 


set and velocity of tho; Mad. Bee; 
No. xix., 31. 

Cusbah stations, of Qxe Madras ter- 
ritory, map drawn up in 1854 of 
the, Mad. Bee. No. v., 35, 
Customs of hill tribes of Goomsur, 
111. Bee. No. V.,. 1. 

Customs, Salt and Otuum, Lord 
Dalhoiisie on the abolition of 
the Boards of. In. Bee. No. xiv., 
17. 

rep 1 lations, remarkable re- 
sults ill India of, N. W. P. Hoc. 
vol. i., II. 

rcp(jrfc of tJio Punjab for 

1855, 111 . Bee. No. xviii., 32. 

of Kurraclicc, Bom. Bee. 

No. xvii., 219. 

of Soumecanoc, 320. 

and Excise, sec Excise and 

Customs. 

how they effect the Trans- 

Sutky States, In. Boc. No. ii., 
114. 

lines in the Punjab as thej 

stood at amicxatioii, recommen- 
dation ] y the Board of Adminis 
tratioii, all abolished save a tas 
on spirits, stamps, and salt, IK 
—117. 

sea of Cuddaloro, Porte 

Novo and .M urkanuin, their annua 
amount, Mad. Bee. No. x., 113. 
Cuttack, papers relating to tlie set- 
tlement of, Ben. Bee. No. iii. 

Mr. Gouldsbury on tin 

settlement of, 4. 

its area, 5. 

resumption suits, 6. 

settlement a blessing to the 

jieople, 1 3. 

— ^ evil of short settlement;^ 

fiscal history, 14. 

plan described, 15. 

settlement preceded by s 

survey, 15. 

• rent free and Lakhira^ 

tenures in, 16. 
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Cuttack, allowances and Mookud- 
duins, Ben. Rec. No. iii., 19. 

various tcnm*es in, 20. 

resumptions in, 22. 

Himl effect of settlement, 

23. 

— remissions in, 27. 

embanlcmonts, 28. 

— education in, 3G. 

abkaree, 39. 

^ salt regulations, 39. 

maimfiictiire of salt restrict- 
ed, 40. 

statistics of salt sales, 43. 

police system, 43. 

Klionds in, 45. 

the site and population of 

the town of, 48. 

its importance as a canton- 
ment, 48. 

its protection fnmi inun- 
dations, 48. 

Tributary I^IcliMs see Tribii- | 

tary M dials. 


I) 

Dacca, totiil expenditure on mili- 
tary road, In. llec. No. xiii., 14. 
Dacoity correspondence relating to 
its suppression in Bengal, Ben. 
llec. No. xxi., passim. 

cannot be siipprcssed until 

confidence be felt in tlie Sessions 
Judges and in the Sudder Niza- 
imit Adawlut, 1, 2, 7, 18, 32, 
3G. 

■ ' ' a gang of dacoits acquitted 

by the Acting Sessions Judge as 
•innocent travellers, 3, 

returns in 1854 for Bara- 

set, 4, App. 2. 

■ returns for the Hooghly 

district, 5, App. 2. 

returns for tho Howrah 

district, 1854, 5, App. 2. 

returns for ZUlah Nuddea, 

1854^ 5, 'App. 2. 


Dacoity correspondence, the Bara- 
set gang of dacoits, Ben. Bee. 
No. xxi., 7. 

Keramdee Shikaree’s gang 

of dacoits, 7. 

C^iandeiiiagore gangs of 

dacoits, 8. 

Calcutta gang of dacoits, 9. 

Hooghly gangs of dacoits, 

10 . 

Kangalee’s Pundoofili gang 

of dacoits, 11. 

Nuddea gangs of dacoits, 

13, App. F. 

Saiitipore g.ang of dacoits, 

13, App. IJ. 

Banaghaut gang of dacoits^ 

U, App. 1. 

llowrali gang of dacoits, 

15, Ap]>. L. 

Burdwau gangs, 1 G, App. ]\L 

river dacoits, 17, Aj)]). N. 

dacoits cannot be convict- 
ed in the ordinary way, 23. 

dacoits who turn ap[)r()vers 

are worthy of credit, 2G — 29. 

another system should bo 

adopted fur the trial of dacoits, 
33, 3G, 39, 40, 41, 42, 43, 49, 
50, 51. 

— dacoits should be tried by 

as few J iidges as possible, 4 5 — 48. 

tho confession of Bishtoo 

(Jliose the dacoit, 55 — 05. 

an approvers deposition 

how taken, 51 — 55. 

how carried on in Bengal, 

20 . 

any man declaring himsedf 

to be a dacoit, may bo punished, 

22 . 

7 how the Darogah acts atf- 

tcr a, 24. 

Commissioner’s report dat- 
ed 1854, 31. 

has diminished in Bengal, 

31. 

the manner in which it is 

committed, 62, 
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Dacoity correspondence, the peculiar 
slang of dajpits, Ben. llec. No. 
xxi., G4. 

d acuities committed be- 
tween ISo:^ and 1800 in the 
districts round Calcutta, App. A. 
No. i. 

dacoities committed be- 
tween 18 41 and 1854 in districts 
round Calcutta, A])p. A. No. iii. 

the case of dacoit Kurshed 

Shikaree, App. B. 

remarks on the foregoing 

case, App. B. xiii. 

the dacoities committed by 

the CJalcutta Mootya gang, App. 
C. xiv. 

the confession of Mokeem 

Mussulman, App. C. xv. 

the confession of Kalec 

T)utt, Aj.)p. C. xxii. 

dacoities committed by 

I)ii< nyaklialce gang, App. E. 
XXXV iii. 

dacoities committed by 

gang of lloro Sirdar, Api>. F. xlii. 

dacoities committed by gang 

fj’omZillali Nuddoa, App. (4. xlvi. 

dacoities committed by the 

Sa.iiti[)<)re, Cuina, Bcncei)ore 
gangs, App. 11. xlix — 7i. 

dacoities committed by 

Nosrail gang, Aj)p. 1. liii. 

dju'.oities committed by the 

gang of Doloo Mussulman, A])p. 
k. Ivi. 

the rcjiort of Lylab Mussul- 
man, App. L. Ivii. 

dacoities committed by 

KooUjigram Faquocr gang, App. 
M. Ixxxvi, 

statement slicAviiig tlie 

names and residences of indivi- 
duals committed from the office 
of the C'ommissioiier for the sup- 
pression of dacoity in Bengal, 
with the results of their trials 
and their dates, App. N. Ixxxvii. 
— department for Bombay, 


annual report for 1 85 0, Bom. Ilea 
voL i., 34 — 45. 

Dacoity, the dacoit tribes in the 
Bombay Presidency, 80. 

statistics in N, W. P. of, 

N. W. P. llec. vol. i., 39. 

and gang robbery in the 

Punjab, its suppression, In. Kec. 
No. vi., 50. 

report on its suppression in 

the Punjab, In. llec. No. ii., 58, 
63. 

in Cuttack, Ben. llec. No. 

111., 82. 

Dahirah, account of the district of, 
Bom. llec. No. xxiv., 9. 

Dak, con)))laints agaiu.st the ])Ostal 
regulations of the South Western. 
Frontier of Bengal, Ben. Bee. 
j No. XX. Part vi., 14. 

I estaldishment of the Pun- 

jab, In. Bee. No. vi., 196. 

of ftinjab, In. Kec. No. ii., 

149, 150v 

Dalhousie station, Punjab, In. llec> 
No- vi., 195. 

grant for road to, In. llec. 

No. vii., 33. 

Dalkissen and Damooda rivers, 
map of countries adjacent to tlie, 
Ben. llec. No. xv., pjussim. 
report on, Ben. Bee. Na 

XV., 60. 

Dam aim, account of, Bom. Bee, No. 

11., 17. 

Damooda valley, coal in the, Ben. 
Bee. No. viii., passim. 

iron in the, Ben. Bee. No. 

vuii., ]>assim. 

Mr. Oldham on, Ben. Bee. 

No. viii., i)assim. 

coal and iron, sec coal and 

iron. 

Damooda river, coal banks, Ben. 
Bee. No. viii., 21. 

Embankments, Ben. Bee. 

No. xil passim and No. xy., 
passim. 

blinds, Military Board on, 
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Ben. Rec. No. xii. 32, 41 and 
Ben. Rec. No. xv., 1. 

Damooda floods, Ben. Rec. No. xii., 
74, 81. 

and Dalkissen rivers, map 

of countries adjacent to, Ben. 
Rec. No. XV. 

Lieutenant Colonel Good- 

wyn’s report on the, 80, 1 44. 

cau-scs of injury to embank- 
ments, 

ginii^e for inca-suring llic 

floods of the, Bon. Rec. No. xxv., 
38. 

exact amount of flood, 

rise not known, Ben. Roc. No. 
XV,, 37. 

* its bed not silting up, 43. 

effect of limiting the flood 

of, 4G. 

and Ihilkisseii, proposed 

cut between the rivers of tlio, GO. 
——and RoopnaraJh, I’cport on 
survey of country between the, G3. 

■ capacity of its cliannel, G8. 

dischai'ge of the, G8. 

rise of its bc'd, 73. 

proposfd to close the bunds 

and increase tlie scour, 7 4. 

— action of water on its chan- 

nel, 78. 

condition of its channel, 

• 88 . 

proji'cts for improving its 

channel, 00. 

im])ossibility of cniling new 

channels for the, 00. 

pro[)osal to remove bunds 

on right bank, 101. 

general conclusions of Mili- 
tary Board regarding, 120. 

— . specification of -works re- 

quired for the, 122. 

nieinorandum of ]\Iilitary 

Board on, 68. 

— -r; Colonel Garstins’ minute 

12G. 

Military Board on, 142. 

■ - various sections illustrat- 


ing bed and surrounding country, 
Ben. Roc. No. xv.. Appendix. 

Damooda, Lieut. Dc Bourbel’s sec- 
tions of. Appendix. 

Dams, constructi<.)n of earthwork, 
Bom. Rec. No. xxii., 14. 

construction of masonry, 

15. 

for tlie Vehar basin, table 

shewing iJicir cost, 17 — 20. 

table sliowaiig the prices 

' at -which they have been con- 
tracted for in twenty-six English 
localities, 45. 

Damnnikoh, report f»n the proposed 
line of railway through the, In. 
Rec. No. i., 01. 

Danda iron mine, report on. In. 
R(a;. No. xvii., 71. 

Dang couiiti'y described, Bom. Rec. 
No. xxvi., 1G4. 

its boundaries and divi- 
sions, 1G4. 

(jtiiree notes on, 1G4, 180, 

Wassorrva, notes on, IGl, 

181. 

— Amallee, notes on, 1G4, 

181 . 

Dherbow tec, notes on, 1G4, 

182 . 

rim]»ree, notos on, 1G4, 

183. 

Ow char, notos on, 1 G4.^ 1 83. 

— CliincJilce, notes on, 1G4, 

18L 

ages of the Rajahs in 1 854, 

1G4. 

tJic Jieirs of these chiefs, 

1 G5. 

arrangements with Britisli 

Government for the lease of the 
forests, tlie rivers, roads, 1G6, 
DIG. 

Hills, Gaekwar shares in 

villages, number of villages, pub- 
lic arrangements, social relations, 
1G7. 

teak of the, 1G7. 

princes of the, 1 80. • 
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Dang country, routes into the, Bora. 

Eec. No. xxvi., 9G. 

Danta talooka, report submitted to 
(Tovea-nmciit in 1854, Bom, Ilcc. 
No. XXV., iOO. 

Dantewara, report submitted to 
(Toveriiment in 1854, 99. 
Daoo(l 2 )ootras, their genealogy, Bom. 
Bee. No, xvii., 40. 

an account of, In. Bee. No. 

vi., 13. 

DajOia river, bed of, Ben. Bcc. No. 

xxiii., 97. 

ciiiTont of, 1 0.3. 

Dareo Khan iron mine, reiK>rt on, 
In. Bee. No. xvii., 72. 

Dai'jecling, Mr. Mhlby Jackson’s re- 
jKut on, Bon. Bee. No. xvii. 

doscri2)tion of, 1. 

climate, soil, I'^c., 1, 2. 

• the Snperintend(^jit, 7 and 

Apj.. 

tlic salai-y of Bniicrinten- 

dent, 8. 

• j’t venue settlement of, 9 

and A]>}). 

■ judicial administration- of, 

14 and A 2 > 2 >. 

police of, 19 and Apjx 

^ «'^iid Ap[>. 

tea cultivation at, 5 and 

App. 

Saj)i)ers and convale.sccnt 

Dej)/)!., 22, 23 and Ap}). 

— roads to I)iiiage}>oro, 24. 

— roads t(^ Thibet, 25 and 

Ajip, 

to Titalyah and Piu-ncali, 

25 and App. 

education at, 2G. 

• rules regarding rccoveiy of 

rents at, 

rules I'cgarding assignments 

of building land, App. 

■ judidal stati'^tics of, App. 

— work of Civil Court at, 

App. 

miscellancoiLS corresj>on- 

dence regarding, App. 


Darogah, how he acts after a da- 
coity, Ben. Bee. No. xxi., 24, 

the trustworthiness and 

ability of the, 25. 

depositions should not be 

taken by the, Ben. Bcc. No. xvi., 
27. 

Date trees, value of produce, Ben. 
Bcc. No. iv. Aj)!). F. 

libre, Mad. Bee. No. xxiii., 

27, 30. 

Deaths in Bombay, how affected by 
sanitaiy impi'ovcments. Bom. 
Bee. No. xi., i, 

Debaye anchorage at. Bom. Bee. 
No. XX iv., 100. 

account of tlic chiefs of, 

103. 

Arab tribe, chronologienl 

table of events from 1834 to 1843 
connected with the, 1G5. 

names of tlio'Shailcs, num- 
ber of fjglilltng men, revenue re- 
sources, 293. 

descri[)tion of, 545. 

Debt, Loi-il Dalhonsic on the con- 
v(n*sion of t he 5 2 )er cents, In, 
Bee. No. xiv., 8. 

De BourOel, on a }>ro 2 H)sed cut be- 
twecai Damooda and Dalkissen, 
Ben. Bee. No. xv., GO. 

rc[)ort oil country between 

Daniuocla and Boopnamiii, G3. 

Deccan road, costs of cutting jungle 
in 1847 on the, N. W. P. Bee. 
vol. ii., 114. 

cost of lining and clearing 

road, 114. 

cost of excavating ghats 

both for hills and nullahs, 114. 

Deccan, Surinjas, correspondence by 
the Inam Commission on the. 
Bom. Bee. No. xxxi., jmssim. 

financial results of the 

scrutiny of the Inam Commis- 
sion, 3G. 

(for details concerning tlie 

scrutiny of the Inam Commis- 
sion, see Burinjara.) 



Decboilrec, plmi of blast furnace 
erected at, In. llec. No. xviL, 
Frontispiece. 

iron siuolting operations at, 

87. 

■ iron bed found in situ at, 2. 

mines of, 9. 

progress (^f the experiment, 

14, 15, 18. 

to Bhooka, iron between, 

18. 

report of weekly ju'ogn'ss 

of work at, 1^, «21, 25, 20, 27, 
28. 

• general summary of tlie 

survey at iron deposits, 34. 

to Itaninuggur, n(» iron 

stone is found from, 3, 42. 

cliaracter of tlio sections, 

3, 42. 

» report on progress of works 

in 185(), 53, 55, 

memorandum on recent 

iron smelting experiments con- 
ducted at, 87. 

two founders sliOTild be en- 
gaged foi* smelting works at, 8(>. 
— - - re])ort on the experimen- 

tal blast furnace erected at, 89. 

trials of experimental blast 

furnace erected at, J(H) — 103. 

, abstract of expenditure on 

works at, 10 7. 

>■' ' - method of apply ing water 

power at, 105. 

* Colonel Drummond’s esti- 
mate of tlie iron ore at. In. Bee, 
fSupplomont to No. yiii., 35, 37. 

~ estimate of the cost of 
making pig iron at, 40. 

— observations made in Au- 

gust 1855 on the iron ores of, 
47—49. 

— notes by Lieutenant Great- 

bed dated 20th October 1855 on 
the iron deposits of, GG — 71. 

• report dated Ist November 

1855 on tbe iron deposits at, 
103. 


Dechouree the feiTUghioils deposits 
alTeet two distinct beds. In. Bee. 
Bupploment to No. viii., 4G. 

Deeds registered from 1813 to 
1852 ill the North West Pro- 
vinces, stateiiieiit shewing their 
number and description, N. W, 
r. Bee. Part xv., 233. 

Deenarpoor mowzali, proprietary 
riglits in, N.W. P. Bee. vol. i., 85. 

Deesa, n^jiort on as a military i)0.st, 
Bom. Bee. No. xxv., 125. 

re 2 )ort on tlie town of, 

Bom. Bee. No. xxv., 18. 

pergunnah, iv].>orts submit- 
ted to Government in 1854 
on, 92. 

Dehia, iron stone found at, In. 
Bee. No. xvii., 42. 

Delira Dhoon, report on the fre- 
quent change of propru^tary title 
ill, N. W. P. Bee. Part xxiv., 
193. 

Debra Fntteh Khan, taken and 
jdiindered by the Kusraiiees, In* 
Bee. No. vi., 10. 

Dobra Gbazec Kban, report on 
the frontier of, jSel. Cor. of 
Punjab Admu. vol. iii. Part iii., 

202, 2G8~278. 

inhabitants of the hills on 

the Demjat fj-ontier, 202. 

descri 2 >tioii of Kasmoreand 

the couiitty of the Doomkees, 

203. 

tlie Bhoogtcc bills and 

Murree mountains, 203. 

I’oolagee and the river 

Tawag, 204. 

the Slium valley, 20G. 

entrance to tbe bills, 209. 

the 2 )laiii of Murrow and 

the valleys of Loop and llliassee, 
209. 

tbe stronghold of Tinckey, 

209. - 

routes into the IMurree and 

Bboogtee bills from the Asnee 
frontier, 210, 
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iJehra Ghazcc Khan, tlio Shuin 
plain, 6cl. Cor. of Punjab Admn. 
vol. iii. Part iii., 211. 

■ the plain of Loop, 211. 

the fort and valley of Kahim, 

211 . 

the ])lains of the lower 

Deraj at, 214. 

tho princi[)al towns in the 

Asnee district, 215. 

thefort]*eiis ofHurrnnd, 2 1 5. 

the Mazareo tribe, 217, 

2D), 227. 

the Pelooch race, 218. 

• tho Dreeshuek tribe, 220, 

228. 

the ]\furreevS and Bhoogtecs, 

220, 281, 2:50. 

the Coorchanee tribe, 222, 

220, -272. 

ordjTiary strength of frontier 

garrison, 2(58. 

report on the Kuttran tiibe, 

2(50. 


rejiort on the Kassranec 

tribe, 200. 

rci)ort on the tribes be- 
tween Mungi’otah and Mjilioec, 
270. 


271. 


report on the Kosah tribe, 


273. 


report on the Lazarccs, 271. 
report on the . Postranccs, 


report on tho Bozdars, 173. 

the passes of the, 274. 

report on tin; Bunnoo dis- 
trict and frontier, 279 . 

iraproveinent report for 

1854-55, 8el. Cor. of Punjab 
Adinn. vol. iii. Part ii., 1(57. 
ivport for 1853 on tlie re- 
venue of tlie division, In. llcc. 
No. vi., 120. 

its physical peculiarities, 

120 . 

inefficient balance, 121. 

report on the revenue of 

the district, 121. 


Dehra Ghazoc Khan, inefficient ba- 
lance of the district, In. llcc. No. 
vL, J22. 

doscrii)tion of, Bom. llcc. 

No. xyii. vol. ii., 575. 

report on the chiefs and 

their connection witli the British, 

In. Hoc. No. xiL, 52. 

DeJira Jsmaol Khan to Peshawnr, 
survey of the country from, Sel. 
Cor. of Punjab Adinn. vol. ii. 
Part xii., 471. 

rcjiort on the tjibos and 

tlieir .coiiiiectiou with the Bri- 
tish, Jk. Bee. No. xii., 51. 

rt'port on the ciders and 

their connection with tlie Bri- 
tish, 51. 

mctuoraiiduin ])re]>ared by 

]\ir. G. Taylor, in 1852 on, (57. 

• general remarks upon tlie 

Border tribes, their power of in- 
juring us, (58, (5J>. 

diflicuh-y of making tlio 

men of tJie plains assist tJie (h)- 
vernment in ludding frontier 
line, 71. 

our mode of hoMing a 

frontier district contrasted witli 
that of a native Government, 72. 
general trc'atineiit of Bor- 
der tribes, 77 — 84. 

Wiizeei'ce tribe on the Buii- 

nuo Border, 84. 

— influential and trust wortJiy 

Mullick.s, J)3. 

general conduct of the vari- 
ous sections of tlie tribe since 
occupation of the valley, bl. 

salt mines as bearing on 

Wuzeorec J^olitics, 100. 

the Kliuttucks of Lutum- 

mur and Bahadoor Kliail, 102. 

the Nunjaie Nusmttee and 

»Shcnwa Kliuttucks, 104. 

relations of the Wuzeerccs 

and Kliuttucks, IOC. 

Wuzeerec cultivation on the 

Tlml, 107. 
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Dehr^ Ismael Khan, Wuzeeree ciilti- 
vation in the Tuppahs, In. Rec. 
No. xii., 107, 

settlements of the I^ukkee 

Khail and Jaiiee Khail, 108. 
tribute of doombixhs, 108. 

• oxitposts of Ihmnoo, 101). 

village defences, 111. 

- — Buniiooches as a class, 112. 

• influential Mullicks and 

men, 114. 

claims of immunity on roy- 
al Sunnuds, 121. 

now cultivation -on the 

Nar lands, 123. 

the elaquah ofMurwut, 124. 

Ryuds and religious classes 

ofMurwut, 128. 

village of Drukkah, 133. 

the Bain or Mullezye pass, 

135. 

post at Amankhail, 13G. 

— Bsakhail, 136. 

^lahoined Klian and fami- 
ly, 136. 

Shore KbaiK^f Esakliail, 1 38. 

Bcttlemcntof Esakhail, 130. 

alum pits at Kotkee, 1 30. 

C3iichalec pass, 140. 

Meerbiliroe feriy, 141. 

gold w'ashiug, 141. 

Kala Bagh, 142. 

— — the Bungee Kliail of Kala 
Bagh, 142. 

Bezoo Pass and Shaikh 

Buddeen, 143. 

border tribes of the elaquahs 

South of the Pezoo Pass, 144. 

the Meanecs and Buttun- 

nees, 145. 

the Sheorances, 146. 

the case of Shahzad KhaiT 

Nassur, 147. 

the tribe of Usteranahs, 148. 

the Kuasetanees, 148. | 

— the B&wimdih merchants, 

150. i • th dis 

trict, 154», 


Delira Ismael Khan, the Nuwab of 
Derail, In. Bee. No. xii., 154. 

Shah Newaz Khan of Tank, 

157. 

Alice Khan of Tukw^arrah, 

1.57. 

the Khyssore himily, 158. 

intelligence, spies, (fee., 163. 

police force, horse and foot, 

165. 

force for Bunnoo, 166. 

list of the native gentry 

lirescnted to Lord DaUiousie in 
1 85 1 , with the amount of N uzzers, 
each w^erc permitted to j>reseut, 
and likewise of the Khilliits re- 
ceived each from the Govern- 
ment Tosheh Kbaiiah, App. 

— improvement report for 

1854-55, Sel. Cor. of Punjab 
Admn. vol. hi. Part ii., 171. . 

— report fur 18.53 on the re- 

venue of, 111. Hoc. No. vi., 121. 

cantonimmt, 148. 

the }) 02 )ulatioa iu 1855, In. 

j Bee, No. xi., 21. 

Akalgurli fort, near, dn. 

Bee. No. ii., 43. 

• settlement of, 85 . 

revenue from, 89. 

Ullohui’ and Lahore roads, 

130. 

description of. Bom. llec. 

No. xvii. vol. ii., 576. 

Dekaiuil, Rajah of, Ben. Bee. No. 
iii., 82. 

Delays of Judicial system, Ben. 
Bcc. No. xvi., 16. 

Delhi Bridge of Boats, memo, on, 
N. W. P. Bee. vol. ii., 72, 

width of stream at, 72. 

receipts and disbursements 

of the Bridge of Boats; 72*. 

sketch shewing the position 

of the Bridge, 72. 

^ comparative advantages of 

the Delhi Bridge of Boats and the 
Agra Pontoon Bridge, 74. 

its cost of construction, 70. 
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Delhi Bridge of boats its durability, 
N, W. P. Bee. vol. ii, 79. 
annual cost of mainte- 
nance, 79. 

report for 1850, *51, *52 on 

the native presses at, N. W. P. 

' Bee. Part xvi., 267, 280, 301. 
report on the native press- 
es, N. W. P. Bee. Part xix., 
401. 

report on the frequent 

transfer of land in the division, 
N. W. P. Bee. Part xxiv., 183, 
187. 

and its suburbs, population 

of, ]Sr, W. P. Bee. voL i., 171. 
mode of ascertaining popu- 
lation, 171. 

proportion of males to fe- 
males, 171. # 

— : average number of persons 

to a family, 172. ♦ 

house room in, 172. 

births, marriages, and 

deaths, 172. 

relief fund, 173, 

suburbs, 174. 

statement of census of the 

city in 1845-46, 175 — 178. 

abstract statement of the 

census of the suburbs of, 179 — 
182. 

: — Lord Dalhousie on the ho- 
nourable conduct of the Indian 
Oovemment to the King of. In. 
Bee. No. xiv., 13, 14. 

abstract statement of the 

census returns for the suburbs of, 
N. W. P. Eec. voL i, 179 — 182. 
re^er of the births, mar- 
riages and deaths for years 1845- 
46, 178. 

Dcihoste, Captain, on routes from 
Kumushee to Jemik, Bom. Bee. 
No. xvii, 251. 

on country between Kur- 
raidheo, Tatta and Sehwan, 249. 
Delta? cif Indiia, report on. Bom. 
;i^. iNo. rrii vol. ii., 461. 
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De Morgan, Professor, on 
tical attainments of natives, ^n^ 
Bee. No. adv. App, 

Deodur talooka report submitted' toj 
Government in 1854, Bom. Bea 
No. ^v., 112. , 

report submittedto GoveyiK 

mentin 1853 on,. 44 — 46. 

extent, boundaries, features,^ 

soil, productions, rivers, roads, 

I population, revenue, language, 
poHce, castes, tribes, 45, 46. 
Deogur Baria see Baria. 

Deoha, description of the river, N.. 
W. P. Bee. vol. ii., 30. 

river, its character, N. W. P;. 

Bee. Part xviii., 377. 

irrigation from the, 378, 

Depositions why no longer made- 
on oath, Ben, Bee. No. xvi.,, 
30. 

judicial, 22. 

should be taken by Magis- 

tra4)e, 28. 

Derajat, the lower frontier of, sea 
Dehra Ghazee Khan. 

— southern, one regiment of. 

infantry sufficient for. In. Bee. 
No. vi., 33. 

canals surveyed, 170. 

frontier arrangements with 

chiefs, 12. 

forts armed and provision- 
ed, 31. 

plans shewing the militaiy" 

outposts and frontier roads in, 
the, In. Bee. No. vii., 43. 

champaign of the, Im 

Bee. No. ii., 21. 

nature of the ground in 

the plains, 46. 

canals, 133. 

Dereealkara and Bhur Bhur,. 
blocks of iron are seen betwei^ 
In. Bee. No. rrii, 3. 

Despatches of the Gdurt 

of Dir^ps relaiite to the 

^ro0eedi||B of Mv. Willoughby 
in the sertlemeat of E^peep?^ ■ 

J ' ■ . ' ; '■ 
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Bom. Bee. No. xxiiL, 833 — 
86 U 

Detective police of the Punjab, In. 
Kec. No. vL, 43. 

Devamunny Ghaut, road traffic in 
1853, Mad. Rec. No. xv.,*88. 
Dew of an acid quality gatlicred 
from a species of Licer, Bom. 
Rec. No. xvi.5r57, 63. 

Deyoopoor, proprietary rights in the 
mowzah of, N. W. P. Rec. vol. 
i., 103. 

Dhadur pergunnah, rei)ort submit- 
ted to Government in 1854, Bom. 
Rec. No. XXV., 88. 

Dhadur river, Bom. Rec. No. xxiii., 
96. 

Dhainpoor, sugar and rice produced 
in, N. W. P. Rec. Piirt xxii., 
68 . 

Dhappa and Ooltadangah, papers 
on the proposed canal between, 
Ben. Rec. No. xix., 34. 

Dhobella Surrootura Talooka, re- 
J^ort submitted to Government 
in 1854, Bom. Rec. No. xxv., 
98. 

Dhola Lodur, mica in large quanti- 
ties found at. Bom. Rec. No. 
xxiii., 101. 

Dhubaeo town, its description, Bom. 
Rec. No. xxiii., 97. 

description of country 

about, 98. 

Dhulbhoom, population of, Ben. 
Rec. No. xvi., 6.2. 

" — revenue of, 7 6. 

civil justice in, 85. 

— police ill, 90. 

— roads in, 98. 

civil establisliment in, 

*101.. 

salt revenue in, 104. ' 

education in, 105, 

— — post office, 108. 
Dhuleepghur fort, additions, and 
improvements to, la. Rec. No. 
Ti,, 148, and In, Rec, No, ii. 
43. 


Dhundhownee, proprietary rights 
in the mowzah ot^ N. W. P. Rec. 
vol. i,, 97. 

Dhunpore copper mine, report on, 
In. Rec. No. xvii., 68. 

lead mine, report on, 

75. 

metallic rocks at. In. Rec. 

Supplement to No. viii., 6. 
Dhurm Kool canal, report on the, 
N. W. P. Rec. vol. ii., 53. 
Dhurmsala, report on the ferrugi- 
nous resources of, Sel. Cor. of 
Punjab Admii. voL ii. No. vii., 
1 . 

report on the iron mines 

of the village of Bii*, 6. 

report on the iron mines of 

the Mimdee Rajah, 9. 

^ report on the mines of 

Kote Khan, 11. 

D]pnia, what is meant by the crime 
of, N. W. P. Rec. voL i., 39. 
Dliurumpore, rough notes by Mr. 
W. Harrison on. Bom. Rec. No. 
xxvi., 33. 

map of, 33. 

history of, 34, 

notes on, 36. 

name, title, age, residence 

and Comt of Chief in July 1854, 
35. 

tribute paid by chief, 35. 

revenue, boundaries, area, 

soil, resources and roads of, 
35. 

climate, population, reli- 
gion, language, castes, civil and 
criminal justice, puuisliments, 
education, vaccination and dis- 
eases, 36. 

map of, 32. 

Diamonds of Sumbulpoor, Mad, 
Rec. No. xiv., 10. 

Diamond harbour, corrosion of ri^ 
ver bank tit, Ben. Bee, No. xv., 
44. 

Dibula Nala river, Ben. Rec. No. 
xxiii., 3. 
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Dickens, Capi C. H., map of coun- 
tries adjacent to Damooda and 
Dalkissen rivers, Ben. Bee. No. 
XV. passim. 

Dickinson, S. S., Esq., on foras 
lands, Bom. Bee. No. iii., 37. 

— — reply by committee, 43. 

Diking river, Ben. Bee. No. xxiii., 
4—39. 

— alteration of its channel, 

23. 

nature of country through 

which it flows, 25. 

— singular rise of, 28 — 128. 

survey of, 32, 34. 

— navigation of, 152. 

Dikho river, course of, Ben. Bee. 

No. xxiii., 2. 

Dindigul vaccination, report for 
1853, Mad. Bee. No. i., 16. 

- vaccination, report for 1854, 

Mad. Bcc. No. xx., 16. ♦ 

Directors, Hon’ble Court of, their 
despatches to Government of 
Bombay relative to the proceed- 
ings of Mr. Willoughby in the 
settlement of Bajpeepla, Bom. 
Bee. No. xxiii., 833 — 861. 

Disang river, description of, Ben, 
Bee. No. xxiii., 24. 

Disarming proclamation, its effect 
upon crime in the Punjab, In. 
Bee. No. vi., 48, 49. 

Disease in Cambay, Bom. Bee. No. 
xxvi., 50. 

Pcnlii (Nassick), 105. 

in Cambay, Bom. Bee. No. 

iv. Part ii., 13. 

in Tatta, Bom. Bee. No, 

xviL, 286. 

Disorganisation of districts, memo, 
on the cause and remedy of the, 
N. W. P. Bee. Part xxi., 485. 

Dis])ensaries in the Madras Presi- 
dency, report for 1853 on the 
Civil, Mad. Bee. No. vii., passim. 

* report for 1854 on the 

Civil, Mad. Bee. No. xxi., pas- 
sim. 


Dispensaries report on those opened 
in the Bareilly district^ N. W. P. 
Bee. vol. i., 197. 

great usefulness of, 197. 

— their first establishment at 

Pilibheet, 192. 

establishment at first in- 
sufficient, 198. 

arrangement at Buaheree 

and Pilibheet for, 198. 

estabbshment of dispensary 

at Beesulpore, 198. 

■ data on which establish- 

ment and rate of pay were fixed, 
199. 

results expected and ob- 
tained from the establishment of, 
199. 

■ patients at Beesulpore, 

Buheree and Pilibheet, 200. 

receipts and expenditure 

at Beesulpore, Pilibheet, and 
Buheree branch, 200. 

country medicines in gene- 
ral use at Pilibheet branch, 201. 

in the Bareilly district, 

general remarks on, 202. 

of the Punjab, report from 

• 1853 to 1856 on, In. Bee. No. 
xviii., 113. 

of the Punjab, report for 

1854, In. Bee. No. vi., 154, 
196. 

in the Punjab, In. Bee. 

No. ii., 151. 

of Lahore, its statistics, 

151. 

of Umritsur, its statistics, 

151. 

Disputes regarding land, Ben. Bcc. 
No. xvi., 30. 

Distillation, plants in Sind used 
for, Bom. Bee. No. xvii. voL ii., 
608. 

Distillers, value of dead stock in 
Kolhapoor, requisite for. Bom. 
Bee. No. viii, 255. 

Districts, allotment for Puiyab, 
In. Bee. No. ii,, 30, 


J8 
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pistricts, memo, on tLeir disorgani- 
sation, the cause and rcimedy, JST. 
W. P. Rec. Part xxi, 485. 

T)oa\)a, situation and soil of, In. 
Rec. No. ii., 17. 

Doabs, the four of the Punjab Pro- 
per, 2. 

the physical aspect of the, 

2 . 

cultivated tracts of the, 2. 

wastes of tlao, 3. 

the peculiar features of the 

wastes of the, 3. 

the practical value of the 

wastes of the, 3. 

salt range of the, 4. 

Dobee copper mine, report on, In. 
Rec. No. xvii., G7. 

Dojira river, remarks on, N. W. P. 
Rec. Part xxii., 9. 

Dombango, In. Rec. No. v., 49, 
51. 

see for further information 

Khonds. 

Doodan river, Bom, Rec. No. xxiii., 
311. 

Doombkees described, Bom. Rec. 
No. xvii., 155. 

Doomkees, report on the country ^f 
the, Sel. Cor. of Punjab Admn. 
«wol. hi Part iii., 203. 

Door valley, report on British con- 
nection with the tribes of the^ 
In. Rec. For. Dept. No. xii., 32. 

its situation and inhabi- 
tants, 98. 

Doorenal Pass, survey of. Mad. Rail. 
Kept, for 1853, 18. 

plan of new trace of the, 

20 . 

plan shewing the level of 
the country between -Cazepett 
and the, 20. 

Dowlutabad, proprietary rights in 
the mowzah of, N. W. P. Reo. 
vol. i., 105. 

®owlut Boo^/at Vishalgur, inscrip- 
tion pn. Bom. Rec. No. viii., 
340* 


Down, his order to evacu- 

ate Kahun, Bom, Rec. No. xvii. , 

187. 

Drabund, revenue from, In. Rec. 
No. ii., 88. 

Drainage of the Black Town of 
Madras, papers relating to, Mad. 
Rec. No. xi., passim. 

plan of Madras — Frontis- 
piece. 

plan of Black Town 

shewing under-ground sewerage, 

10 . . 

of the Black Town, re- 
port on, 1 0 — 24. 

sluices between ' the lake 

and Madras, estimates and plans 
for, 115. 

Minutes of Consultation on 

the plans for the drainage of 
Madras, 121. 

of Calcutta, Ben. Rec. No. 

X., passim. 

Drains of Bombay, their filth, Bom. 
Rec. No. xi., 17. 

of Madras, plans for flush- 
ing open, Mad. Rec. No. xi., 
70 . 

Dredging machine steam, failure 
of on Nuddeali rivers, — Ben. 
Rec. No. ii., 18. 

Dreshuck tribe, report on the, Sel. 
Cor. of Punjab Admn. vol. ii. 
Part xii., 220, 228. 

Drill- plough, Bom. Rec. No. xvi., 
155, 160. 

Drukkali village, repoft on, In. Rec. 
No. xii., 133. 

Drummond, Mr., on Damooda 
bunds, Ben. Rec. No. xii,, 15. 

Dry land, the three great distinc- 
tions in Kumool of, Mad, Rec. 
No. viii., 8. 

Dubka to Ghora Kot, general sum- 
mary of the survey of the iron 
deposits from, In. Rec. No. xvii., 
35. 

water power of the river, 

35. 
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Duboee, its town and villages, their 
owners and revenues, Bom. Rec. 
No, xxiii., 44, 

Dunneyra, report on the fortifica- 
tions of the town of, Bom. Rec. 
No. XXV., 125, 

Durand, Captain, proceedings re- 
garding Tenasserim Teak, Ben. 
Rec. No. ix., 126. 

talooka rci)ort submitted 

to Govt, in 1854, 1)5. 

Durning, Assam, Ben. Rec. No. xi., 
4G. 

Dustuck system in Cuttack, Ben. 
Rec. No. iii., 47. 

Dutch insolence on the Eastern 
Seas in 1780, Mad. Rec. No. 
xix., 40. 

Dutiable articles of Punjab, In. 
Rec. No. vi., 4G. 

Duties how levied in the Punjab, 
47. 

town, why popular, 47. 

sayer of Mysore, In. Rec. 

No. xi., 105, 111). 

Bhaiumarg, Stull Bhurty, 

Kurg Pudy, 105. 

mode of tlieir collection, 

107. 

of the Nuggur division, 

108-- 112. 

what, in this division, have 

been remitted since the assump- 
tion of the country, 111. 

of Astagram division, 112. 

what in this division, have 

been remitted, 114. 

of Bangalore division, 115. 

: what in tliis division, have 

been remitted, IIG. 

of Cliittledroog division, 

117. * 

what in this division, have 

been remitted, 117. 

rules for the collection of 

Sayer duties how observed, 118. 

— on merchants in Chandoo- 

kah, Bom* Rec, No. xvii voL ii., 
754. 


Dutteah, professional thieves of the, 
N W. P. Rec. vol i., 62—68. 
Dwarka river, its nature, the diffi- 
culty it presents to E. I. Rail- 
way, In. Roc. No. i., 98. 
Dye-plants of Sind, Bum. Rec. No. 
xvii. vol. ii., 598. 

Dyers and dye of^the Kolhapoor 
-State, Bom. Rec. No. viii., 144, 

red dye, 141. 

mode of dyeing, 145. 

charges for dyeing, 146. 

rose coloured dye, 146. 

onion coloured dye, 146. 

yellow d^^e, 146. 

orange dye, 147. 

green dye, 147. 

purple dye, 147. 

reddish black dye, 147. 

a scai let dye extracted from 

a species of Morinda CitrifoHa, 
Bom. Rec. No. xvi., 9. 

a yellow dye, 19. 

Dyes of Pegu, report on, In. Rec. 
No. ix., 144. 

E 

Earth God, Sacrifices in Tributary 
Mehals to, Ben. Rec. No. hi, 62. 
Earthquakes in Cambay, Bom. Rec. 

No. iv. Part ii., 20. 

Eartlis, coloured, in Kolhapoor, re- 
poit on. Bom. Rec. N o. viii., 34. 
Eastern Coast Canal in the N ellore 
district, estimate and report for 
1855-56, Mad, Rec, No. xxviii., 
24, 142. 

memo, in 1854 upon the. 

Mad Rcc. No. v., 21. 

East Indian Railway, see Railway 
Bengal. 

— progress, report for 1854- 

55, In. Rec. No. xiii., 34. 

Eatha nar fibre, note on the, Mad. 

Rec. No. xxiii., 24. 

Eatweli, Dr. W. C. B., on tihe 
Poppy Cultivation and Bewares 
Opium Agency, Ben. Rec. No;i 
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i pkntation iii 1787 
Bee. No. xvL, 147* 


Edneati^ 

€il of Eo^; No* 


Ecclesiastical matters of the Punj ab, 
report in 1856 on, In. Rec. No* 
xviii., 81~*-S4. 

Edible plants of Sind, Bom. Rec. 

No. xvii vol. li., 601. 

Education, vernacular, in Lower 
Bengal, Ben. Rec. No. xxii., 1 — 82. 

Assamese or Bengali which 
should be taught in the schools 
of Assam, 151 — 187. 

Director of Public Instruc- 
tion in Lower Provinces, report on, 
188-222. 

names and writings of au- 
thors in Bengali, 123 — 144. 
— — native presses and publica- 
tions in Bengal, 85 — 119. 

a list of Bengali newspa- 
pers and periodicals, 145 — 148. 

re 2 )ort by W. Muir, Esq., 2. 

number of schools and 

scholars in Mr. Reid’s eight dis- 
tricts, 3. 

number of schools in 

Bengal (1851-53,) 5. 

schools in which Persian 

is alone taught are declining, 5. 

school literature, 5. 

sale of books, an indication 

of the progress of the jjeople, G. 

— rcpoi*t by Dr. ¥, Mouat 

on, 8. 

miniber of persons in ISIr. 

Reid’s eight districts who , can 
read and write, 7. 

report on Tehseelee school 

at Roorkee, 9. 

report on Tehseelee school 

, at Allyghur, 10. 

Mr. Reid’s report on the 

success of the Normal school, 12, 

22 . 

list of Hindee, Urdu and 

Persian publications issued from 
tlie Presses for, 14-— 21. 

■' minute by Lord Dalhousic 
on, 22. 


xxiL, 26. 

— — general review by Council 
of Education, 28, 

general division by Council 

of Education, 29. 

number of schools in Ben- 
gal, 29. 

scheme for the improve- 
ment of, 32. ^ 

— : — advantage of model schools, 
32. 

abstract of extent and na- 
ture of native, 33. 

four model vernacular 

schools to be established in 
each Zillali, 35. 

to be given in the Per- 

guiinah schools, 3G. 

ex|)eiise8, lU’obable, of Govt. 

Pergumiali schools, 38. 

stimulus of self-interest, 

39—78. 

Mr. J. P, Grant’s minute 

on, 40. 

Mr. W. Seton-Karr’s mi- 
nute on, 42. 

given by indigenous schools 

not useless, 42, 

vernacular schools what 

they profess to teach, 46, 

Mr. Allen’s minute on, 

48. 

Mr. Rickett’s minutes on, 

49, 61. 

Baboo liamgopaul Ghose’s 

minute on, 51. 

its control should be in 

hands of a Civilian, 52, 59. 

Baboo Ramapersaud Roy’s 

minute on, 54. 

method of teaching higher 

branches of literature and science, 
56. 

Sir J. W. Colvile’s minute 

on, 57. 

— — Mr. Halliday’s system, 58, 
— — Mr, Long’s system, GO. 



I 1 


1^; Beiikgil#: 

11011 * 1 ^ mmitte cm, Ben« 'Bee. Ko. 
xxil, 64. 

— opinions of Lieutenant Gfo- 

vemor of Bengal upon, 65. 

— notes on, 71. 

what should be taught, 71. 

letter from Mr. James Long 

on, 74. 

letter from llamchunder 

Mitteron, 76. 

le^r from Mr. Cecil Bea- 

don on, 81. 

■■■' — - why Bengali is not in the 
Assam schools substituted for 
Assamese, by the American Mis- 
sionaries, 151, 160, 1G2, 164, 
165. 

gi-ounds for substituting 

Bengali for Assamese in the As- 
sam schools, 169, 177 — 187. 

— ■ report of Director of Public 

Instruction for Lower Provinces, 
188—222. 

course of study in Presi- 
dency College, 188. 

course of study in tlie Jaw 

department of Presidency Col- 
lege, 188., 

reduction of English fSeni- 

or Scholarships in Pre.sidcncy 
College, 1 89. 

scholarships where tenable, 

189. 

somewhat retarded, 191. 

paramount object of, 191. 

report by Mr, H. Woodrow, 

197. 

report by Mr, Hodgson 

Pratt, 194. 

state of education in Mr. 

H. Woodrow’s districts, 198. 

Mr. E. ^ II. Chapman’s re- 

iK>irt on, 207. 

its histoiy in Behar, 208. 

— difficulty of obtaining teach- 
ers in Behar, 216. 

— — duties of the Sub-Inspec-^ 
tors in Behar, 218. 



Behar, Bern Sec. Jfa. uii., 2S0. 


— newspaper in Behar, 221. 

model schools not establish- 

I ed in, 221. ; 

Lord Dalhousie on the pl*o* 

gress of, In. Rec. No. xiv., 20. 

Lord Dalhousie on institu-, 

tions for, 20. 

Lord DaDiousio on the edu- 
cation of females, 21, 

an Engineering College 

should be established, Mad. liaiL 
Kept, for 1853, 70—83. 

ill Madras Presidency, pa- 
pers relating to, Mad. Ilec. No, 
ii., passim. 

early history of^ 1 — 5. 

,Sir Thoiuiis Munro’s scheme 

for, 5—9, App. A. iii. 

failure of Tehsildaree 

schools, (1828,) 13. 

reports of the Collectors of 

the IMadras Presidency on tlie 
state of tlie schools, 14 — 17. 

establishment in 1 822 of 

(ventral school at the College, 5. 

General Department of 

Central school, 18. 

restriction of the Central 

school to the* purpose of train- 
ing teachers, 20. 

Mr. Macaulay’s miuute, 27i 

App. M. Ixxiv. 

8irW. Bentbick’s resolution 

on, 27, App. N. Ixxxiii. 

abstract statement of num- 
ber' of schools and Colleges in 
Madras Presidency in 1823, App. 
0. 

il|iipte by Sir Thomas 

Munro ihfl826 on, App. E. xx. 

report on the Tehsildaree 

schools in 1834, App. L. Ivi. 

statement of the number of 

Tehsildaree schools in Madras 
Presidency in 1834, Ixv. 

Bengal, despatch on Tehsil- 
daree schools, 30, App. 0. Ixxxiv, 
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Edu<»tioninMa(lras, abolition of the 
Tehsildaree schools, Mad. Rec. 
No. ii., 30, App. P. xciL 
propositions of the com- 
mittee for native education in 
1836, 33, App. Q. xcix. 

— in the Madras Presidency, 

minute by Lord Auckland in 
1839 on, 38, App. R., ciii. 

minute by Lord Elpliin- 

stoiie in 1839, 41, App B. cxxii. 

Lord Elphinstoiie’s plan 

for the creation of a College at 
' Madras, 42. 

minute of the Board of 

Governors of the .Madras Univer- 
sity on the preparation of class 
books, App. V, cxxxi. 

- list of books translated in- 

to the vernacular, App. V. cxxxix. 

suggestion of educational 

Board to Government, 52, App. 
B. B. clxxx. 

suggestions of Board of 

Education relative to the esta- 
blishment of Provincial Schools in 
each Collectorate, App. E.E. cxc. 

despatch of the Court of 

Directors on Provincial Schools, 
56, App. L. L. ccxviii. 

despatcli ft-om Court of 

Directors on expediency of j^ro- 
curing Masters from England, 
56, Apj). N. N. ccxxxii. 

— regulations in 1846 for 

establishment of Government In- 
stitutions by Council of, 58, 
App. S, S. ocxlviii. 

— — appointment of Council of 
Education and dissolution of 
University Board, 58, App. Q. 
Q. ccxlvi. 

— — minute .by Marquis of 
Tweedale in 1846 on, 59, App. 
T. T. eexlix. 

minute by Court of Direc- 
tors on the establishment of a Bi- 
ble class, 59, App. W. W. ccliii. 
proposed formation of na- 


tilre sdidols for instruction in 
the Ettglkh jand Vernacular, 
App. V. V. ccliii. 

Education in Madi*as, the constitu-' 
tion of the Madras University in 
1852, Mad. Bee. No. ii., App. B. 

B. B. ccxcvi. 

extract from Minutes of 

Consultation in 1852, App. F. 
F. F. cccxix. 

minute by Uni vei:^ity Board 

in 1841 on the subject of educa- 
tional tests, App. X. cliv. 

minute by Lord Elidun- 

stone in 1841, App. T. cxxvii. 

extract from Minutes of 

Consultation giving public em- 
ployment as a reward of merit, 
(1842,) App. A. A. clxxv. 

BirHardinge directs that all 

meritorious students shall be enti- 
tled to preference over other can di- 
dates for public employment, 67. 

dissolution of the Univer- 
sity Board, Aj) 2 ). X. X. cclix. 

revised rule for, App. C. C. 

C. ccxcvii. 

proposed rules for exami- 
nation of candidates for the pub- 
lic service, App. C. C. C. ccciv. 

extract from Minutes of 

Consultation on the establishment 
of Provincial schov)ls and educa- 
tional tests, (1852,) Apj). E. E. 

E. 0(5CXV. 

the Governor in Council 

in 1852 approves of the moasures 
of University Board, 73, Ai)p. 

F. F. F. cccxix. 

opening of the High School 

and its ill-success, 75. 

Council of Education abo- 
lished, 80. 

state of the education ques- 
tion on the ai-rival of Sir H. Pot- 
tinger, .89, 

minute by Sir H. Pot- 

• tinger with estimate, 93, App. 
Y. y. cclxil 
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Eddcation ia tiie Madras Presiden- 
cy, minute by Mr. Thomas in 
lH51j Mad. Rec. Ko. ii. 95, App. 
cclxxvi. 

Mr. Elliott, President of 

( ’ouncil of Education, his minute, 
J<)3, App. cclxxvii. 

educationiil scheme of the 

Board of the University, (1852,) 
1J5, App. (r. (1. U. eecxxvi. 

Mr. Elliott’s views on the 

.same, Ap]). 1. 1. 1. <^eexli, 

Mt“. Tliojnas opposes tJie j 

formation of an lluiversiiy, 115, ! 
A])]). J. J. J. ceexliii. i 

eireet of a seliool fee on I 

tlie numbers resorting to tlu^ i 
school, 1 l(i, 11 7. I 

ill-siiecess of ^ic College j 

department, 118. j 

advantage of secular educa- 
tion, 119. 

mathematical class of tljc 

U ni versi ty s iiccessfu I, 1 20 — 127. 

minute on tln^ ])re]>aration 

of vernacular books, 124-, App. 

V. cxxxi. 

}niuibe»’ of school going 

pojmlation, 129. 

— minute by the rrcvsiilont of 

tlie University Board on the eii- 
couragoincnt of provincial schools, 
App. W. cxliii. 

rules for school discipline 

and instruction, cxlviii. 

— = schcnio for the establish- 

ment of a medical class, App. Y, 
clxiv. 

scheme for the establish- 
ment of a Medical (,3olhige, 1812, 
clxviii. 

minute by Cc»louel iSini, on 

the formation of a College for 
Civil Engineering, App. Z. clxxi. 

minute by Mr. Thomas 

on native educrttioii, A})]). Z. Z. 
cclxxi. 

• in tlic jX. AV. Provinces, rc- 

])ort on books in the vcrnaeular, 

K 


K W. P, Roc. Part 427—, 

480. , V V.: 

Education in the N* W, Provinces, 
rept)rt on books in tlio vernacular, 
committee estiiblislied for the 
examining and rt‘porting upon, 
427. 

report from the committee, 

428 

list of vernacular bool^, 

from whom I'coeived, 428. 

]i()tes and memoranda from 

whom rece'ved, 428. 

commendatory mention of 

certain notes on the life of Cicero 
in the vernacular as translated 
from Jdutarcli’s lives, 429. 

iu)te by Mr. AV. Muir on 

the History of Alahomedaiiism” 
in the vernacular, wliicb contain.s 
unintelligible classical allusions, 
and unintclbgible classical luinuis, 
431. 

note )>y Mr. J. C9iristian 

with remarks on the life of Alex- 
ander in tlie veriKicnlar, 432. 

Urdu .should be the moans 

of conveying nKlimcutary instruc- 
tion, 433. 

difliciilty of creating a ver- 

mu-ular literature, 433. 

what books should be con- 
tributed to Urdu lit(;ratuvo, 433. 

note ]»y Mr. II. Reid, ro- 

marlis onceitain Urdu books, 4 34, 

*M'Y‘iielon’s Thoughts on the 

Existence of a Deity,” The Tra- 
v(ds in Europe of A'oo.suf Khan, 
Kumulpnsli, the Ooography of 
India, Biograjdiy of J'lminent 
Men, .History of J^jiglaud, 434. 

— U ist( >ry of Mogul J^hnjiorora, 

T>irections to Settlement Officers, 
PracticM Jl»and »Survcying,Treatise 
<»u tlie u.se (»f the Sector, Her- 
schell’s Astronomy, Bki}>wit]i’s 
Assistant Magi.stratc’s Guide, 
!Mar,shin all’s Guide to" Civil Law, 
435. 
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Education in the N. W. Provinces, 
report on books in the vernacular, 
Paley’s Natural Theology, Histoiy 
of Kashmir, Tannur’s Autobiogra- 
phy, Shumshcr Klianee’s Coinpcii- 
tlious Grammar of the Urdu lan- 
guage, N. W. P. Ptec. raitxx.,43(i. 

History of Home, Insha-i- 

Madholhiin,Mooiiib-i-Hi 2 id,fc>elec- 
tioimfivui Hindustani Poets, 4d0*. 

An Elementary C4rammarof | 

the English language, A Vernacu- 
lar Header, Elements of Logic, A 
Treatise on Hluitoric, Mechanics, 
Webster’s Hydrostatics in Urdu, 
Elements of Gemnetry, the Gou- 
listaii, 437. 

memo. ])y ]Mr. II. H. Heid 

U])on the History of Greece, The 
Illustrations of Natural Philoso- 
phy, 438. 

memo, by ]\lr. 11. 8. Held 

oil the failure of the Delhi Socie- 
ty’s ] lublication.s and the educa- 
tion imparted in tlie Govern- 
ment Weliuols and thllegcs, 438. 

Mr. iiallantyiie’s views on 

the prc^paratioii of scieiitilic trea- 
tises, 431). 

note by l\Ir. C. P. Carmi- 
chael, on Urdu publications, Pin- 
noek’s Goldsmith, History of 
Greece, Arnott’s Physics, 8kip- 
with’s Magistrate’s Guide, Dr. 
►Sprenger on tJie General Princi- 
ples of Medicine, Dr. Jhi tiers 
Translation of Choper’s Surgery, 
IhHieii)les of the Maliomodan 
Grimiiial Law, Guide to the 
Hcgulations, l*j‘iiisep’s Abstract 
of Civil Law, 439—440. 

= — remaiks by ■\Jr. V, Tregcar 

upon works published in the ver- 
nacular, 441. * 

no vernacular work wholly 

suited for a class book, 441. 

^ failure of Delhi Society’s 

publications, 441. 

causes of the failure, 441. 


Education in the N. W. Provinces, 
report on books in the vernacular, 
remarks on translation of Paley’s 
Natural Theology, best method 
of supplying original or properly 
translated Urdu books, N . W, P. 
Hec. Part xx., 111. 

rema^k^s by Mr. Trcgear on 

Urdu publications, Intnnliwtioii 
to McclnniicH^ Arnotfc’s rhysics, 
Her.-^clieU’s Astronomy, 44:::. 

Paley's Natural Theology, 

YoosufKhaji’s, Travels in Eiu’ope, 
Hi story of Gh i na, 1 h igh-o- 1 iahar, 
Prom »Sagui‘, tte., 443. 

measures to ])e taken for the 

introduction of a useful Urdu li- 
terature, 414. 

fr( 4 n what languages wcj 

should su})ply the i)overty of the 
Urdu, 111. 

the oriental eljaracters slnmld 

be .su[)cr.sede(l by the Homan, 144, 
44o. 

extracts 1Vo)n translation 

of i\ niott’s Physics, . 41 0. 

extracts from translation of 

Palcy’s Natural Theology, 443. 

extracts from translation 

of il erschcirs Astronomy, 447. 
minor errors in the transla- 
tion of Hersehell’s Astronomy, 
448. 

list of works in Persian, Ur- 

duaud Hindi si lited for the higher 
educational institutions of the Go- 
vernment by the Principal of the 
Benares College, 450 — 455. 

list of vermicular school 

books from Principal of Agra 
Coliogo, 450. 

list of vernacular school 

books by the Priucipfrl of the 
Delhi College, 459—470. 

notes by Mr. J. P. Ledlie 

on certain publications in the 
vernacular, Bapu Deva’s Algebra, 
Euclid, Hughe’s Principles of 
Gcpgrai.)hy, 471—478, 



I ] 


Education in the N. W. Provinces, 
report onl)ooks in the veniaciihir, 
Mr. A. W. Wollaston’s Notes upon 
Urdu translation of Arnott’s Phy- 
sios and Mill’s Political Plconomy, 
N. W. P. Eec. l^irt XX., 4*71). 
letter fi'Oin Mr. iX P. Car- 
michael t(^ the Ck)iiiniitt<H^ for 7‘e- 
j)ortin^’ on von laeii Jar {school 
l.) 0 (.)k.s, 480. 

ill the Pniijah ipi to liSdd, 

In. Pec. No. vi., 18:^ — ISo. 

ill the i’unja,]) IVoni 18-50 to 

18-50, In. Pec. No. xviii., 41 — 4/1. 

]>o]>ular in tli(‘ Ihinjab, In. 

Pec. No. ii., 142, 1 4:1 

female, in tln^ PninaP, 

143. 

— tin', clTect of the fiscal sys- 

tem of the Punjab on, 144. 

— : in the districts subject to 

the Pahlunpoor (Supei-intendcmcy, | 
Pom. Pec. No. xxv., 53 — 83. 

in Presidency Colh'ge, Pen. 

Pec. No. xiv., ]>alsim. 

English, ill Calcutta Ma<l- i 

rissa, 11. 

ill Presidency College, Lord 

JJallioiisie on, 3)1. 

• in Pengal, Mr. W. Jackson 

on, Pen. Pee. No. xvi., -50. 

in Dhulbhoom, lOo. 

at Darjeeling, Pen. Pec. 

No. xvii., 2<). 

■ ill )Sind, Pom. Pcc. No. 

xvii. vol. ii., 053. 

■ ; in Ponth (Nassick,) Bom. 

Pec. N<». xxvi., 105. 

• ill Sliolapore, Pom, Pec. 

No. iv., 3. 

in Cambay, Bom. Px3c. No. 

iv. Part ii,, 10. 

ill Kurraehee, 1840, Bom. 

Pec, No. xvii., 215. 

vernacular and Englisli in 

Cuttack, Ben. Pec. No. iii., 30. 

■ ill Midiiajiore, Ikm. Pec. 

No. iii., 54. 

in Tributary Mclials, (18. 
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Education of Minor Pajalis in Tri- 
butary Melials, Pen. Pcc. No. iii., 
G8. 

in the Colaba Agency^ 

Bom. Pec. No. vii., 81. 

in the Kollia]»oor State, 

Pom. Pec. No. viii., li)3 — 105, 
Educational jn-ogross in Kiitcli, 

; Pom. Pcc. No. xv., 87. 

I Edur, princi])al talooka in Malice 
I Kaiita, notice of^ Pom. Pcc. No. 
xii., 22, 

by whom founded, 22. 

]\lahals of the province, 23. 

— Jhirantcj, V'cezapoor, Ac., 

notice of, 25. 

claim of Damajoo Pao to 

the pro})erty of Pace Sing, 20. 

Cnmbheer Sing, 20, 27. 

notice of tax named Khiind- 

iiee and (lhannn Cliora, 28. 

repeated disturbances of 

I the child' of, 2!). 

Uiimbhccr Sing makes 

over the care of liis son to tlio 
Jh'itish Coveniment, 20. 

Siittei^ on the death of 

Cum] dicer Sing, 30. 

. the Pa nee ap})lios to Pri- 

tisli Coveniment to place the 
Estate under attachment, 31. 

death of tlie Maliarajah of 

Jodh])Oor and adoption of the 
Pajali of Aliinednuggur to suc- 
ceed, 31. 

Sirdar Putaviits and Puta- 

viits, 32. 

Phayat, 33. 

Eeshumpoor, Nuglah, proprietary 
riglits in, N. W. P. Pcc. vol. i., 
80. 

Ejinaii, »aocount of, Pom. Pcc. No. 
xxiv., 15. 

its Shaikh.s, population, re- 
venue and resources iu 1854, 
201 . 

historical sketclffrom 1820 

to 1853 of the Arab tribe of^ 
510 — 515. 
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IJjinaii, tlie Arab tiibe, wai* with the 
Joa^inees, Bom. Rec. No. xxiv., 
51 ^. 

tiieir conflict with the peo- 
ple of Himreeah, 514. 

description of, 543. 

Electric telegraph of the Punjab, re- 
port for 1856 on, In. Rec. No. 
xviii., 61) — 71. 

Electric telegraph, for coiiiplete in- 
formation see Telegrapli. 

Ellipticiil Bridge, plan 4)f an, N. 
W. P. Rec. vol. ii., 03. 

tunnel bridge at Seonec, 00. 

Embankment system at Chittack, 
defects and merits of, Ben. Rec. 

. No. iii., 28. 

— at town of Cuttack, im- 

portance of, 48. 

— seriously injured in 1846, 

48. 

Embankments in Cuttack, 28. 

ill Midnapc»rc, 55. 

' of Damooda, Ben. Rec. No. 

xii., passim, and Beji. Rec. No. 
XV., passim. 

— of Damooda, causes of in- 

jury to, Ben. Rec. No. xv., 35. 

of Damooda, detailed des- 
cription of, lU. 

— : of Danrooda, right bank, 

arguments against their demoli- 
tion, 48. 

Mr. Wolby Jackson on ge- 
neral use in Bengal of, Ben. Rec. 
No. xvi., 54. 

Embankments of the Damooda for 
further information, see Damooda 
Embankments. 

Enam land in Kurnool, Mad. Rec. 
No. viil, 71 — 75. 

Engineering, memo, on tire instruc- 
tion in Canara in 1854 on, Mad. 
Rec. No. xxix., 13. 

Dept, of the Madras Rail- 
way, shewing expenses, memo, on 
the, M^ Raih Kept, for 1853, 
33. 

‘ " the most frequent occasion 


of intercourse with the natives, 
Mad. Rail. Rept. for 1853, 44. 
Engineering College, should be esta- 
blished for educating natives in, 
70—83. 

L. College, agreement between 

the Madras Railway Company 
and the j minis, 80. 

Eiighioors, Resident of Madras Rail- 
way, cost of present establish- 
ment attached to, 100 — 103. 

Civil, their training in the 

Punjab, In. Rec. No. ii., 146. 
English language diflicidt to Orien- 
tals, Ben. Rec. No. xiv., 10. 
Eranjoly bridge,Mad. Rec. No. x. , 1 3 1 . 
Esa Kheyl, description of, In. Rec. 
No. ii., 20. 

revenue from, 88. 

r~ courageous conduct of Ma- 
homed Khan of, In. Rec. No. 
xii., 136. 

the gold washing of, 141. 

Estaldishment ])roposcd for a Zil- 
lah, Ben. Roc. No. xvi., 34." 
Estates, their partition in Bengal, 
Ben. Rec. No. xvi., 4. 

of Wards in Cuttack, Ben. 

Rec. No. iii., 32. 

attached in Chittack, 35. 

thei r partition in Cuttack, 37. 

of Majuamootali and Jellali- 

iuo4)tah ill Midiiapore, 40, 

of Wards in Midiiapore, 52. 

divided in Midiiapore, 53. 

Etah, report on the frequent trans- 
fer of proprietary title in, N. W. 
P. Rcc. Part xxiv., 206. 

Eta wall, returns relative to wells in, 
N. W. P. Rec. Part xviii.,' 341. 

reasons for decrease of wells 

in, 342. 

report on the frequent 

transfer of proprietary title in zil- 
lah, N. W. P. Rec. Part xxiv., 205. 
— — statement shewing the 
causes of the transfer of proper- 
ty as assigned by the TehsHdai-s 
and Mooktears, 204. 
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Eusoofzyc' (ILstrict, repoi^t. d;tfccJ1853 
by Lieutenant Luiiiadcu oii the, 
JSel. Cur. uf Ihnijab Adhiii. vol. i. 
Larfc V., ‘do2. 

abstract of the re])orC 35:^. 

the boundaries, general as- 
pect, remains of villages and 
streams in, 35 G, 357. 

• ranges of hills in which 

streams rise, 357. 

want of trees and the va- 
rieties occasionally met with, 
oO o. 

genealogical tree of tlic 

Pathan tribes in the neighbour- 
hood of Peshavvur, App. A., 31)1. 

origin and Jii story of the 

Pathan tribes, 3 GO. 

division of land, 3G3. 

crops produced, 3G4. 

Pathan virtues, 3GG. 

dis]>utes how settled, 3G7. 

usagc^opi)Oscd to law, 3G7. 

a Pathan may have four 

wives, 3G8. 

the office of dooms,” 3GI). 

■ the marriage ceremony, 

370. 

circumcision and burial, 

vK 1. 

martyrdom and slaves, 372, 

374. 

the duties of a Chocekar, 

373. 

periodical exchange of land j 

by whole villages, 374. 

state of the population in 

1847, 375. 

» ' Khans in power in 1847, 

377. 

- arrangement for the col- 
lection of the revenue in 1847, 

378. 

alterations made in mode 

of collection in 1851, 379. 

Tehseel and police stations 

established in 1851, 379. 

— Sooud Khiir valley exempt 

from the chowkcdai’ce tax, 380. 


Eusoolkye district, troo]»s required 
for tlie preservation of order, 8elr 
C^or. of Punjab Adiun. vol. i. Part 

I V., 380. 

elfects of four years’ tran- 
quillity upon the inhabitants, 
381. 

village cojitracts given to 

Mullicks instead of Khans, 
383. 

the position of the Khans 

in 1853, 387. 

average of five years’ collec- 
tions, A[)p. 1 j. 

list of native medicines 

procurable ill, 393. 

re[)ort ou them and their 

counccti(ui with the Jlritish, lu. 
Hoc. No. xii., 47. 

: — situation, boundaries, Tn. 

licc. No. ii., 15. 

Seikh metJiod of collecting 

revenue in, 10. 

l^athans of, 24. 

estimated strength of, 

27. 

JCvidcnce, how it should be sum- 
med np by a dudge for an In- 
dian Jury, N. W. P. Hoc. voL 
L, 33. 

Examination for Madras Govern- 
mental rewards, 1855, Mad. Kec, 
No. ii., 32. 

opinion of examiners, App. 

K., clii. 

— statement , of the result, 

elx. 

questions proposed to the 

examinees, clxi. 

for Civil officers in the 

Punjab, how conducted, In. Bee. 
No. xviii., 115. 

— of native pleaders, Ben. 

Bee. No. xvi., 15. 

of judiciaUofficers, 25, 58. * 

Excavation of tanks, rules of pay- 
ment at and near ^Barrackpore 
for, Ben. Bee. No, iv. Apj>. 
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Excise and Customs in tiie Pmijah, 
• repoi-t on, In, liec. No. ii., 108 
— M8. 

under Runjcct Singh, 108, 

109. 

annual yield prior to an- 
nexation of Punjab, 112. 

principles of reform, 112. 

- detail of the changes in- 
troduced, 113. 

Fiscal effects, 1 1 3. 

the estimated results of 

excise and customs in Punjab, 
114. 

the new budget, 1 1 4. 

in Punjab all abolished, 

save tax on stamps, spirit.s and 
salt, IIG. 

• or monopoly of salt, which 

should be adopted, oi>inion of 
Mr. F. W. Maltby, Collector of 
Canara, Mad. Rcc. No. xvi., 171. 

■ — minute by Mr. J. Goldeii- 

ham, 182. 

minute by Mr. E. Maltby, 

190. 

stamps and canal water 

rent of the Punjab, report on, 
In. Rec. For. Dei)t. No. vi., 133, 
134, 142. 

— report of the Punjab from 

1853 to 180G, In. Roc. No. 
xviii., 33. 

Exi)cnditiire on public works, Lord 
Dalliousie on, In. Rcc. No. xiv., 
55 . 

Expense of high annual rate of 
mortality, Bom. Rec. No. ii., 
22 . 

Experiments on Nerbudda Coal, 
Bom. Rec. No. xiv., 49. 

Exports of the Colaba Agency, 
Bom. Rec. No. vii., 91. 

trade retuVns of the ports 

of Canara from 1843 to 1853, 
Mad. Rec. No. ix., 28. 

and imports into Malabar 

from 1841 to 1851, 72. 

by sea from the Rajahmun- 


dry district from 1843 to 1854, 
Mad. Rec. No. xv., 5G. 

Exports at the port of Masulipa- 
tam from 1843 to 1854, 69. 

at tlio port of Nizampa- 

tam from 1843 to 1854, 70. 
from the Coomptee dis- 
tricts, comi)arative statement for 
Fuslics 12G2 and 1263, 86. 

of tljc Kolliapoor State, 

Bom. Rec. No. viii,, 2G1. 


Fair on Indus, suitable site for a, 
Bom. Rec. No. xvii. vol. ii., 
573. 

Fairs held periodically in K(dha- 
p(X)r, Bom. Rec. No. viii., 248 — 
251. 

Falconer, Dr. TL, on Teak Forests 
of Tonassciim, 1km. Rcc. No. ix., 
for full information see Teak 
and Forests. 

Farish, Mr., on Malabar Te^ik, Ben. 
Roc. No. ix., 202—214. 

Farm servants in GoojraiTwala, Sel. 
Cor. of I’unjab Admn. vol. ii. 
Part viii., 128. 

■ - - buildings in Goojranwahi, 

140. 

Fees for Registry of Estates, Ben. 
Rec. No. xvi., 10. 

of the (hvil Courts of !My- 

sorc, In. Rec. No. xi., 71, 87. 

Fell, Mr., on Malabar Teak, Ben. 
Rec, No. ix., 195. 

Female Infanticide probably prac- 
tised in Saharunporc, N. W. P. 
Rec. Part xviii., 359, 3G1, 373. 

— in the Punjab, supplemen- 
tary pai)ers on, Sel. Cor, of 
Punjab Admn. voL ii. Part ix., 
IGl. 

letter fW)m the Judicial 

Commissioner, IGL 

Mooltan and Leia meeting 

for the suppression of, 164, 
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Femak Infanticide, proceedings in 
the Jliclum division for the sup- 
pression of, Sol. Cor. of Punjab 
Adinii. vol. il Part ix., 167. sj 

■ proceedings in Zillah 

Goojranwala for the suppression 
of, 193. 

proceedings at Burceal for 

tlic siqjprcssiou of, 202, 

proceedings at Kaiigra for 

the suppression of, 2i0. 

— : the infant buried alive in 

the Goojerat district, 8e]. Cor. 
of Punjab Adinu. vol. i. Part 
vi.; 409. 

letter from ^Ir. P. Mel- 
ville, the Secretary to the Chief 
Commissioner, 419, 

letter from Mr. J. 1*. Grant 

on, 423. 

report of a meeting at 

Umritsur for tJie suppression of, 
431. 

translation of the procla- 
mation issued for the suppres- 
sion of, App. A., 441. 

copy of the agreement on 

the part of all the chiefs and 
people residing in the Punjab 
and the Trans -Sutlej States res- 
pecting the prevention of Infan- 
ticide, App. B., 442. 

translation of an agreement 

entered into by the Chiefs of the 
Trans-Sutlej States, App. C., 
443. 

agreements entered into 

by the Eaj})oot Ibijahs of the 
Kangra and other Hill districts, 
App. D., 444. 

agreement by the Bedees, 

App. E,, 445. 

agreement entered into by 

tho Bramhuns of Umritsur lay- 
ing down the scale of expense.^ 
to be incurred by the parents of 
the brides in betrothals and 
marriages, 447. 

agreement entered into by 


the Bivamhuns of Lahore for the 
suppression of, Sol. Cor. of Ihm- 
jab Admn. vol. i. Pail; vi.,451. 
Female Infanticide, agreement on 
inaiTiago expenditure entered in- 
to by the Zemindars of villages 
in and around Lahore, 454. 

• translation of an agi‘cemcut 

entered into by the different 
castes of Mussulmans residing 
in and about Lahore, 455. 

translation of an agreement 

entered into by inhabitants of 
Zillali 11 oosliearpoor, 450. 

translation of an agree- 
ment entered into by the Sureen 
Kutrecs of Lahore and other 
places with regard to incirriage 
expenditure, 459. 

translation of an agreement 

entered into by the inluibitants 
of Goordasporo regulating mar- 
riage cxi)endilurc, 401. 

ib. by the Puiiclios of Gooj- 
ranwala, 405. 

ib. by the Kakezaccs of 

Umritsur, 4 GO. 

explanation of terms ap- 
plied to the various ceremonies 
and customs observed amongst 
tlui .Hindoo communities of tho 
towns of Lahore, Umritsur, Ac., 
ti:., ill the Punjab on occasions of 
betj‘othals and marriages, 407. 

list of the dificrent chisses 

of Khutrees in the Punjab, 470. 

report by Major Edwardcs 

on, 473. 

report by Mr. D. McLeod, 

the Commissioner of Trans- 
Sutlej States on, 409. 

amongst tho liajpoot tribes 

in Zillah Agra, report dated 
1854 on, N. W. P. Rec. Paxt 
XV., 107, 170. 

comparison of numbers of 

female to male children, the best 
test of the existence of tho 
crime, 169. 
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j iifauticidc, means adopted 
by Mr. (Uibbius for the suppres- 
sion of, N. W. F. Uec. Fart, xv., 
171-^-182. 

success of Mr. Giibbin’s 

efforts, 174. 

comparative ])rcvalencc of 

the crime amongst the several 
llajpoot tribes, 17r>. 

its partial character, 177. 

causes for the crime, 178. 

generally considered ^^'i ek- 
ed, 178. 

amongst the Mairs not a 

parallel case to tliat existing 
amongst the Agra Uajpoots, 179. 

■ course of ])roceecling to de- 
termine suspected villages, 180. 
— ~ depositions of ijersons exa- 
mined privately before the !Magis- 
trate coiicerniiigthc crime of, 191. 
detailed statement of num- 
ber of villages suspected of prac- 
tising, 19o — 200. 

instructions issued to the 

police of Agra for tlie sup[)res- 
sioii of, 201. 

forms of registers for the 

villages of the Agra divisi<.ni sus- 
pected of, 207. 

— maj) of the Agra di\ision 

exhibiting the villages sus])ected 
of, 210. 

^ — infanticide in tlie Funjab, 
memo, by Mr. Moiitgt)mci‘y on, 
Bel. Cor. of Funjab Admn. vol. 
i. Fart vL, 390. 

amongst the Bedees, how 

it oiigiiiated, 40G. 

how the infant was xmt 

to death by the Bedees, 409. 

M in the Bombay Ficsidency, 

Nummary of ixsccnt (1853) pro- 
, eeedings for the suppression of, 
Bom. Ilec. vol. 85. 

in the mii^eirintendcncy of 

Pfihlunpore, submitted to 

Goveniment in 185(1 on, Bom. 
lIcG. No. XXV., 137 — 185. 


Female Infanticide amongst the 
JJiareeja i>opulation of F4hliui- 
pore, report submitted to CJIo- 
verument in 185(1, Bom. Iloe. 
No. XXV., 142—185. 

amongst tlie Jharcejas, Bonn 

B(‘c. No. XV., 34. 

rise and progress of the 

cu.stom noticed, 34. 

jiistorical notice of Jam 

Laka, thc.ir fate and the coni- 
niencement of the rite of, 35. 
feelings of the Jhareejas to- 
wards their fcuuile offspring, 35. 

tlie Bao of Kiitch endea- 

vonrs to abolish the rite of, (11. 

marriage fund established, 

()(i. 

descrit^tion of system in 

force for the supjiression of, (IG. 

engagements eiitcj'od into 

in 1828 by the Jliarceja Chiefs 
of Kiileh reiiouneing infanticide, 
313. 

renoM’cd engagement bear- 
ing date 23rd March 1840, 31F 

Ltu-d Dalhousie ii})on its 

su])preHsion, In. Bee. No. xiv., 
02, 03. 

Female Infanticide, for fui'thcr and 
move complete information, sec 
1 nfan tickle. Female. 

Female Asylum of Madras, report 
for 1N53 un the. Mad. Ilec. No. 
vii., 7. 

Asylum at Madras, report 

for 1874 on the, Mad. Bee. No. 
xxi., 8. 

Females, Lord Dalhousie upon the 
education of native, In, Ilec. No. 
xiv., 21. 

Fenwick, Captain, report on Ner- 
buddah. Bom. Rcc. No, Jciv., 75. 
Ferozepore district, improvement 
report for 1854-55, BeL Cor. of 
Funjab Admn. Jrol. iii. No. ii., 
50. 

report on the revenue of, 

1 In. Ilec. No. vi., 99. 
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Ferozeporo district, inefficient ba- 
lance, In. Rec. N \ vi., 100. 

its population, In. Rec. No. 

XL, 21. 

to Loodianah, report on 

road from, In. Rec, No. xviii., 
47. 

to Lahore, report on road 

from. In. Roc. No. vii., 30. 

to Googaira, a grant for 

road from, 32. 

Ferries in the Kolhapore State, 
Bom. Rec. No. viii., 278. 

of the Colaba Agency, 

Bom. Rec. No. vii. , 1)(). 

in Sliolapore, Bom. Rec. 

No. iv., 4. 

and roads in Bengal, Ben. 

Rec. No. xvL, 49. 

- — of the Punjab, report in 

1854 on. In. Rec, No. vi., 189. 

how they pay, 190. 

Fever in Cambay, Bom. Rec. No. 
iv., 11. 

Fibres of So-uthern India, report on. 
Mad. Rec. No. xxiiL, passim. 

exports from 1850 to 

185G of, 2. 

quantity of Roselle, Janoo- 

moo and Cocoanut fibre shipped 
in 1854, 4. 

notes on Roselle plant, Co- 
coanut coir, Calderapine, Adda- 
chettoo, Jilladoo, 5. 

notes on Pane Loye, Saga, 

Mulberiy tree, Modoogoo, 6. 

found in Ganjam, 7. 

* foiuid in Vizagapatam, 10. 

found in Rajahmundry, 

mode of their cultivation, 

13—15. 

— found in Guntoor, 17. 

found in Nellore, 19, 

of Southern India, infor- 
mation regarding the fibres of 
Nellore, 20, 21. 

■ report of Collector of Bel- 

lary dated 1855 on their mode 


of cultivation, tlieir profit, the 
quantity grovfn, &c., <fec., Mad. 
Rec. No. xxiii., 22 — 24. 

Fibres of Southern India, of Cudda- 
pah, 25. 

of Kurnool, 29. 

of Chingleput, 32. 

of Salem, 34 — 38, 

of North Arcot, 38 — 11. 

of South Arcot, 42 — 44. 

of Tanjore, 45 — 47. 

of Trichinopoly, 48 — 50. 

. of Madura, 50 — 55. 

of Coimbatore, 58 — G4. 

statement of the average 

expeiitliture on their cultivation 
in Coimbatore, Gl. 

of Canara, G4. 

of Malabar, 65. 

of Madras, G7 — 70. 

value and duty of fibrous* 

substances exported and import- 
ed from the Madras temtories 
from 1850 to 185G, 71. 

■ value and duty of manufac- 

tured fibres imported and ex|)ort- 
ed from the Madras territories 
from 1850 to 1850, 73. 

nsc(l by fisliormen for their 

nets, lines ami cordage, 85, 
109—115. 

^ — report of Military Board 

on fibroiLs substances, 87 — 99. 

report on the fibres of Oan- 

nanore, 100—103, 105—108. 

- their price at Bangalore in 

1853, 104. 

statement of experiments 

on cordage made from country, 
108. 

report dated 1853 of Mili- 
tary Board on various, 115. 

• report on fibre fitted for 

cordage, 119. 

instructions for their pre- 
paration from different plants,' 
121—123. 

results of experiments made 

by Dr, Hunter on, 131, 


L 
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Hbres of Sout^pfemlndia^native me- 
thod of cleaning injurious, Mad. 
Bee. No. xxiiL, 133 — 135. 

— ; report of a subjury on, 

141—167. 

list of endogenous plants 

supplying, 142. 

list of exogenous plants 

supplying, 142, 143. 
—^report on the rushes, grass- 
es, sedges, affording, 147. 

on the cultivation and 

cleaning of fibrous plants, 154. 

• on the cutting of plants 

for, 155. 

• list of Indian plants yield- 

ing, 159. 

jury awards for Indian 

fibrous plants, 161. 

extract from the proceed- 
ings of Board of Bevenue dated 
12th January 1856, 163. 

return shewing extent of 

land cultivated with fibrous 
plants and price of fibre in Ma- 
sulipatam district, 165. 

report on the fibrous plants 

of Pegu, In. Bee. No. ix., 136 — 
138. 

report on the fibrous pro- 
duce of Kolhapoor, Bom. liec. 
No. viii., 20. 

their price in Kolhapoor, 

58. 


report on fibrous plants of 

Sind, Bom. Bee. No. xvii. vol. 
ii,, 597, 627. 

Field measurement in the Punjab, 
report on the new system of, Sel. 
Cor. of Punjab Admn. voL i. 
No, iii., 126. 

— report by Mr. E. Temple, 

* 136. 


^ — ■’ the new system better su 
regards efficiency, 137. 

* — th^ superiority of the nev 
fir^steiu regards accuracy, 137 
“ — new system better su 


i rapidity, 138. 


Field measurement in the Punjab^ 
the superiority of the new ^stem 
as regards popularity, Sel. Cor. of 
Punjab Admn. vol. i. No. iii., 140. 

report by Mr. Prinsep on 

the new system, 144. 

the peculiarity of the sys- 
tem, 144. 

expenditure under the new 

system, 153. 

translation of the directions 

to Putwarees regarding the con- 
duct of field measurements in the 
Baree Doab, 156. 

report by Mr. Dories on 

the new system of, 1 82. 

maps and plans illustrative 

of, App. 

measurement in the Kan- 

gra district, report on the system 
of, Sel. Cor. of Punjab Admn. 
vol. i. Part i., 25. 

causes that led to adoption 

of system, 25. 

agency employed and des- 

cription of local scale of measure- 
ment, 26. 

rate of remuneration to 

measurers, 27. 

process of measurement, 27. 

the multiples of the Ghoo- 

mao, 28. 

mode of calculation, 28. 

relative size of the beegah 

and acre, 28. 

process in very steep laiidKS, 

29. 

recognizances taken for the 

faithful execution of the measure- 
ment, 29. 

form of register, 29. 

field map omitted, 31. 

description of procedure in 

village measurement, 32. 

■ precautions against fraud, 

32—35. 

-- — — disputed fields, 32. 

^measurement of Bettered 

m^ea land^ 36. 
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Jb’ield measurement in the Kangra 
district, now system applied only 
to the lower Mils of the Kangra 
district, Sel. Cor. of Punjab 
Admn. vol. i. Part i., 36. 

— — merits of tlio new system, 
37. 

Field Batteries, Light, In, Rcc. 
No, vL, 39, 

Finance, report on the finance of 
the IMnjab, In. llec. No. ii,, 
152—162. 

items in the Punjab, of re- 
ceipt and expenditure, 1/53. 

fiscal system of the Pun- 
jab, 30. 

— ■■ manner in which Punjab 
balance sheet is framed, 1 54, 155. 

— of the Punjab during years 

1849, 1850, and surplus of fifty- 
two lakhs, 155, 156. 

— of tlie Punjab during years j 

1850, 1851, and surplus of six- ! 
ty-four lakhs, 156. 

total sur])lus in the Pun- 
jab for two years £1,100,000 
sterling, 157. 

estimate for the next ten 

years, 158. 

probable income of one hun- 
dred and thirty-four lakhs, 158. 

probable surplus of twenty- 

two lakhs, 158. 

probable income in Pun- 
jab and expenditure ten years 
hence, 159. 

annual surplus of half a 

million anticipated, 160. 

— of tha Punjab under Run- 

jeet Sing, 161. 

of the Punjab, British and 

Seikh systems, their difference, 
161. 

Financial Commissioner of 

the Punjab, his position andTfunc- 
tions, In, Bee. No. vi., 3. 

— Lord Dalhousie on the ex- 
pediting of finmusul accounts, Im 
Bsc. Ko, ariv-j 18. 


Finance, Lord Damousies axmuai 
view of Indian finance^ In. Rea 
No. xiv., 18. 

fis^ records of the Govern- 
ment of the N. W. Provinces, 
N. W. P, llec. vol i., 68--148, 

of the Pui\jab up to 1854, 

In, llec. No, vi,, 201—210, 

laud tax, excise and stamps, 

salt, revenue, tribute, pensions, 
ferries, 203 — 205. 

receipts of 1852, 1853, 205 

surplus of 1851, 1852, 205 

— — statement of pension, 209. 

surplus, 1 852-5 3, 2 1 0. 

statement from 1851 to 

1854, 229, 230. 

report of the Punjab from 

1853 to 1856, In. Rec. No. 
xviii, 76 — 81. 

financial statement of the 

Punjab from 1853 to 1856, App. 
I, IL, III., V. 

Fines of the Criminal Courts of 
Mysore, In. Rec. No. xi., 82, 87. 
Fire bricks, how they should be 
made. In. Rec. No. xvii, 90. 
Fires in jungle, effect on Teak trees, 
Ben. Rcc. No. ix., 18, 41. 

Fish exported in 1846 from Bind, 
Bom. Rec. No. xvii. voL ii., 
705. 

Fishery, sea, of Sind, 703. 
Fitzgerald, Captain, his merits, In. 
llec. No. vi., 38. 

Flax, report on Indian substitutes 
for, Mad. Rec. No. xxiii, 150, 
157. 

and hemp, observations of 

the .probability of the Madras 
Presidency supply in Great Bri- 
tain, 137—140. 

statement of its importa* 

tion into England for 1861, *52, 
*53, 135. 

operationsof theyear l§55, 

report on, Im Rea For. Dtoa 

■ thd irbstdt of the ctiHiva 
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tion of 40 of land in the j 

Punjab with, In. Hoc. For. Dept. 
No. XV., 75, 70. 

Flax, the effect of the steps taken 
in the Punjab to increase linseed 
cultivation, 76 — 81. 

the result of attempts to 

introduce the preparation of flax 
in the Punjab, — 85. 

the consideration of the 

amount of rewards to bo ad- 
judged to certain Zemindars in 
the Punjab for the cultivation of, 
85--87. 

the measures that arc neces- 
sary to ensure in tlic Punjab, the 
successful cultivation of, 87, 94. 

— report on the method of 

separating fibre from the woody 
matter of the stem. Mad. lice. 
No. xxiii., 95 — 99. 

its failure in Vizagapatam 

and Ilajahmundry, 125. 

Floating bridges in Punjab, In. 
Kec. No. ii., 131. 

Floods of Damooda, Ben. Pec. No. 
xii., 74. 

for measuring, Ben. 

Rec. No. XV., 38. 

Floods, see Damooda. 

Foras lands, rcpoi't on, Bom. Roc. 
No. iii,, passim. 

claims to, 2. 

a general opinion on, 3. 

— how produced, 3. 

gradual encroaclunents on, 

5. 

Mr. Thriepland’s report 

in 1805 on, 0. 

Sir tT. Mackintosh’s jopinion 

on, 7. 

Couii: of Directors in 1813 

on, 10, 

their case summed up, 14. 

Governor of Bombay on, 

17. 

Act in 1851 about, 19 

Forasdars, their objections 

to Act XT. of 1851, 37. 


Foras lands, Mr. S. S. Dickinson 
on, Bom. Rec. No. iii., 37. 

final report on, 49. 

assessment fund, 60. 

plans, 67. 

Force, Irregular, of the Punjab, their 
di.strihution on the Frontier, In. 
Rec. No. vi., 223, 224. 

Fords of Indus, Bom. Rec. No. 
xvii. vol. ii., 509. 

Forests of the Golaba Agency, Bom. 
Rec. No. \ii., 25. 

of Pegu, report on the south- 
ern, In. Rec. No. ix., 6 — 25. 

the trees of the, 9 — 11, 

proportion of teak to the 

other ti ces in the, 12. 

of Pegu, the inhabitants 

of the teak. In. Rec. No. ix., 
13. 

report on the Thounzai 

forests, 14. 

rejjort on the Oakkan for- 
ests, 15, 40. 

report on the Magalec, 15, 

41. 

report on the Mazalee for- 
ests, 15, 40. 

report on the Phoungyeo 

forests, 16. 

report on the Zamayce for- 
ests, 17. 

rules, 17 — 21. 

statement of the classes of 

timber passed at Rangoon dur- 
ing the season of 1853, 1854, 
21, 28. 

statement of the classes of 

timber which it is proposed to 
recognize, and the duty to be 
levied on each, 29. 

abstract of seasoned tim- 
ber in the Southern forests, 1854- 
55, 24, 30. 

statement of the classes of 

timber required for naval pur- 
poses, 27. 

— reix)rt on the Lhine teak, 

’31^47. 
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Forests, Southern, of Pocfii, report 
on the Plioungyec teak, In. llcc. 
No. ix., 31-~47. 

■ report on the Zainayec teak, 

;tl— 47. 

report on tlie Thouiizai 

forest, 38. 

I’cniarks by Mn 11. Abrcu 

on, 42. 

— statement of the amounts 

realized per log in 1853 of teak 
timber, 50. 

statement of the seasoned 

teak in 1853-54 in JVgii, 51. 

memo, on tlic various prices 

of teak in 1854, 53. 

■ alteration of the duties on 

teak in 1854, 54. 

notification on tenders for 

bringing down seasoned teak 
from, 55. 

memo, on the sale of teak 

by Major A. PJiayre, 50 — Gl. 

■ statement shewing tlie du- 

ties levied upon ineces of teak, 
G2. 

what timber is dutiable, 65. 

■ rules for tlie collection of 

revenue to liave effect from May 
3()th 1854, 70—73. 

the Governor General in 

* Council on teak duties, 73 — 78. 

report on the 8itang and 

other teak forests presented to 
Government in 1855, 00 — 126. 

■ remarks upon this report 

by the Gominissioner of Pegu, 70 
— 82. 

the physical geogi’aphy of 

the country of the yitang, the 
localities of the several teak 
forests, the soil and situation in 
which the teak tree best thrives, 
and the several kinds of forest 
trees associated with it, 90 — 
103. 

how many teak trees above 

eighteen inches girth, the forests 
of Sitang contain, 112. 


Foi*csts, Roil them, oTTe^i, natural 
difficulties of the efficient protec- 
tion of the, In. Kcc. No. ix., 114 
—117. 

destmetive agency of fires 

in injuring tlie teak of the, 111. 
plan proposed for the fu- 
ture preservation of the, 117. 

remarks on the tariff, 110. 

revenue derived from teak 

in 1854, 123. 

arrangements for supplies 

of grown timber, 124. 

r(‘marks upon the Hues of 

road leading tlirough the, 126. 

list of white coloured woods 

in the, 127. 

list of red coloured woods 

in the, 130 

list of dark brown woods 

in the, 1 33. 

list of black woods in the, 

134. 

list of light brown wnods 

ill the, 135. 

list of fibrous plants, 136. 

list of Slices in tlie, 178. 

list of oils and oil seeds in 

the, 142. 

list of sweet or fatty oils 

ill the, 142. 

list of aromatic or essential 

oils found in the, 143. 

list of dyes of the, 144. 

list of plants cultivated for 

their fruit, 1 45. 

list of wild fmits, 147. 

list of i^lants cultivated for 

food, 148. 

of Kumaon, select papers 

on the. In. liec. Ruiiplement to 
No. viiL, 5 — 15. 

letter from the Commis- 
sioner of the Kumaon division 
in 1855, 6—10. 

letter from Captain Kam- 

say on the, 10. 

note regarding forests and 

fuel ill Kumaon, 12. 
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Forests of tJKTRumaon, the great 
abundance of the, In. Rec. Bup- 
I>lement to No. viii., 14. 

the Assistant Commission- 
er of Gurhwal does not recom- 
mend nurseries for tiie preserva- 
tion of the forest of Kumaon, 17. 

of the Bhabur and Turace, 

N. W. P. Rec. Part xviii., 374. 

— these forests of no value 

for their tiiidjer, 378. 

and swamps of Pilibheet, 

N. W. P. Rec. Part xv., 22S. 

— — — > of Baria, Bom. Rec. No. 

xxiii., 153 — 155. 

of Rajpeepla, 305. 

Lord Dalhousie on the pre- 
servation of, In. lice. No. xiv., 
36. 

of the Punjab, report for 

1855, In. Rec. No. xviii., 106. 

teak of Tcnasscrim, sum- I 

mary of papers relating to, Ben. 
Reo, No. ix., 61. 

" Government of India on 
teak forests of, 146. 

Forgery in the Punjab, In. Rec. 
No. ii., 68. 

Forgery and other offences against 
the currency, N. W. P. liec. vol. 
L, 40. 

Forts, report on the Kohat Fort in 
1854, In. Rec. No. \d., 147. 

report on the Bahadoor | 

Khoyl fort, 148. 

report on the Bunnoo fort, | 

148. I 

• report on the Sukkee fort, j 

148. : 

at Noorpoor and Kangra 

maintained, 31. 

— of the Kolhapoor State, 

Bom. Rec. No. viii., 2&0. ^ 

■' Scarped at Kolliapoor, 316. 

— Derajat, armed and provi- 

sioned, In. Rec. No. vi., 31. 

Frankincei^, mode of its manu- 
facture la Kolhapoor, Bom. Rec. 
No, viii., 245. 


Fraser, Major, on Damooda Bunds, 
Ben. Rec. No. xii., 41, 46. 

Fraserpett to Mangalore, report for 
1854-55 on road from, Mad. 
Rec. No. xiii. passim. 

Fraudulent alienations of estate, 
Ben. Rec. No. xvi., 2, 

French Government, conventions 
as regards supplying the French 
settlements with salt made with 
the, Mad. Rec. No. xvi., 210. 

Frore, Mr., rough notes on Sind, 
Bom. Rec. No. xvii. vol. ii., 661. 

Frontier, jjapers relating to the 
South West, Ben. Rec. No. xx., 
passim. 

report on Manbhoom, Part 

1 . 

report on Chota Nagpore, 

Part 2. 

report on sub-division of 

Koruda, Part 3. 

report on Hazareebaugh, 

Part 4. 

report on Sumbhulporc, 

Part 5. 

report on South West Fron- 
tier Agency, Part 6. 

report on the South West 

Frontier, Ben. Rec. No. xi., 3. 

Chittagong, 78. • 

of the Punjab, distribution ' 

of irregular force along the. In. 
Rec. No. vi., 223, 224. 

British method of holding 

a frontier line compared with 
the native method. In. Rec. No. 
xii., 72 — 77. 

tribes of the Punjab, In. 

Rec. No. ii., 22. 

their estimated strength, 

27. 

their power for mischief, 

27. 

classification of the hill 

frontier tribes, 22. 

Tumowlies, 22. 

Afreedees, 23 . 

Momunds, 23* 
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Frontier tribes of the Punjab, Eu- 
sufzye Pathaus, In. Roc. No. ii., 
24. 

Khuttuks, ID, 24. 

Orakzyes, Bungush, Wuzii- 

recs, 24, 25 , 

Mitlianecs of the Gubbcr 

Mount, 25. 

Shcoranees, 25. 

Oosteraiicea, Kiirranees, 

Bozdars, Goorclianecs, Boogtecs 
and Murrecs, 2G. 

British policy towards tlie, 

28. 

posts of the Punjab, 44, 45. 

* military difficulties of the 

Punjab, 45. 

mountaineer tribes of the 

Punjab, 47. 

of the Punjab, report on, 

In. Rec. No. vL, il, 28 — 40. 

- - ■ ■ its extent, 29. 

supported and protected, 30. 

Frontier, Punjab, for further infor- 
mation see Punjab Frontier. 

of Kooch Behar, Bootan, 

Ben. Rec. No. v., 27. , 

of Upper Hind, report on, 

Bom. Rec. No. xvii., 132. 

Fruit trees and jdants of Pegu, re- 
port on the cultivated, In. Rec. 
No. ix., 145. 

report on the wild, 147. 

in Sind, Bom. Rec. No. 

xvii. vol. ii., G31. 

Fuel obtiiinablc in Indus, Bom. 
Rec. No. xvii. vol. ii., 5G5. 

Funds for ferries and roads, Ben. 
Rec. No. xvi., 53. 

Funerals and Sliradh ceremonies 
at Kolhapore, Bom. Rec. No. 
viii., 170. 

Furnace, memo, on the best me- 
thod for establishing for iron 
smelting a cheap blast, In. Rec. 
Supplement to No. viii., 55. 

— blast, erected at Dechou- 

rec, trials of, In. Rec. No, xvii., 
100—103. 


Furnace, report on Ifc furnace erect- 
ed at Dechouree, In. Rec, Supple- 
ment to No. viii., 8D. 

the fire bricks for, 90. 

the water wheels for sup- 
plying the blast, 91. 

the blowing machinery for, 

92. 

Furrali, report on the stone quarries 
in perguniiali, N. W. P. Rec. vol. 
ii., 183. 

Furruckabad, report on the fre- 
quent transfer of proprietaiy ti- 
tle in, N. W. P. Rec. Part xxiv., 
201 . 

Zillah, settlement with de- 
tailed report on the proprietary 
right in each village of pergun- 
nah Sukrawah, N. W. P. Rec. 
vol. i., 77, 

topography, area, value 

of animal produce, and popu- 
lation of pergunnah Sukrawah, 
84. 

map of pergunnfih Sukra- 
wah, 84. 

statistics of pergunnah 

Sukrawah, 185. 

— ^ method of obtaining the 

census in, 18G. 

barren and cultivable lands 

of, 187. 

table shewing barren and 

cultivable lands of, 189. 

modified statistical return 
ol the area and population in 
the district of, 190, 191. 

proportion of women to 

men in Zillah of, 192. 

Futtchpore, report on stone quar- 
ries in pergunnah, N. W. P. 
Rec. vol. ii., 180. 

articles made, 1 80. 

mtes and prices, 181. 

stone hewer’s remuneration, 

181. 

modes of conveyance, 181. 

the chuckkee or hand mill, 

181. 
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Futtelipore, riport on the frequent 
transfer of proprietary title in the 
district of, N. W. P. llec. Part 
xxiv., 220 , 

• lignite ahd iron ore found 

at, In. liec. No. xvii., 10, 18. 

Fyzabad, importance of road from 
it to Cawnporc via Lucknow, 
In. llec. No. iv., 3, U. 

insecurity of road from 

Fyzahad, 4. 

■ its superiority to Allaha- 

bad as a steam 2 >ost, G. 

.saltjietre the 2 )i‘inci 2 )al cx- 

l)ort, IG. 


a 

Gackwar, his engagements with 
the llajah of Ilnj 2 >ee 2 )la in 1 8:^:3, 
Bom. llec. No. xxiii., G09 — 
G17. 

the final adjustment of Jiis 

claims upon Baj 2 )ccpla, G3G. 

his agreement with llaj- 

jjccpla in 18:^G, G42. 

his total demands upon 

the Ilajpeeida fcJtate, (1820,) 
044. 

a translation of a bond be- 
tween the Gaekwar and the lion. 
East India Comjiany, 1820,793. 

negociatious with the Go- 
vernment of Bombay, 1825, 797. 

the settlement of his claims 

on Jlajpeepla, 842, 813. 

Lord Dalhousio uiion the 

relations of the Gaokwar with 
the Indian Government, In. Kec. 
No. xiv., 14. 

Gahiiiga, human sacrifice and fe- 
male infanticide at, In, Bee: No. 
V., 49, 52. 

see also Khonds. 

Gambling in the North West Pro- 
vinces, N. W. P. llec. vol. 55. 

game of Tusmii Bazee, 53, 

55, 5G. 


Gambling in Teak timber, Ben. 
Bee. No. ix., 3G. 

Ganges and Calcutta, j^ajxjrs jelat- 
ing to a direct water communi- 
cation between the, Ben. llec. No. 
xix., 110—142. 

map to accompany the 

foregoing, 110. 

report on the navigation 

of the Nuddea rivers, 110. 

what mode can ])c devised 

for securing a navigable stream 
in the Nuddea rivers, 111. 

dredging, S 2 >iked roller, 

112 . 

tubes, scrcw- 2 )iles, 2 )ilc- 

driving, 113, 

report of the 8ui>onnten- 

deut of the Nuddea rivers, 115 — 
134. 

memo, on the entrance 

to the Nuddea rivers and the, 
115. 

the Nuddea rivers have 

not deteriorated, 115. 

changes which affect the 

Nuddea rivers since 1848 in the 
course of the, 119. 

changes in the Ganges which 

affc' t the Jellinghee and Mata- 
bangah, 120. 

sketch where the Gorai 

branches off, 122. 

— breadth, average dc 2 )th, 

m(*au velocity above the Gorai, 
123. 

breadth, average depth, 

mean velocity at the Bhaugimttee 
head, 124. 

(joloncl Cotton’s j^lan for 

establishing steam communica- 
tion between the Ganges and 
Calcutta, 127. 

probable effects of this j)lau 

upon the Hooghly, 130. 

minute by the Chief En- 
gineer on the report of the Su- 
perintendent of the Nuddea ri- 
vers, 135, 



Ganges between Allaliabad and 
Kevelguiigc, memo, by Mr. E. i 
ibvulf on the iinj>rov(‘ment of I 
the iiiu’igatiou of the, N. W. V. 
Koe. vol. ii., 214. 

mjip to shew the Ihilleeah 

flats, 214. 

native pilots, tiio extent 

and aecuraey of theij* infurmatioji, 
215. 

.special agency required to ' 

proseeiite eiH{uiri<‘s, 2I->. 

nature of tlie o) »striictions 

between Mirzapoi-o ami the 
Gooiutoe, 215. 

extent, peeuliarities, plieno- 

menon and eoiijectural «‘X]»lana- j 
tion of the liulieah flats, 21(). 
reined i(\s suggestc'd for get- 
ting rid (if tlie Bulh^ah flats, 
217. 

necessity for appointing a 

Sii})orinteiidunt at Ihilleah, 218. 

the d’oiise flats, report on, 

220. 

— — map at heads of J(‘llingln'(^ 
and Bliangirut%^, Bon. Bee. No. 
ii. 

— r its eneroaehments on Jel- 

linghee, 10, 

Gang Bobb('i'y see Daeoitee. 
Gangpore, Bajah of, Ben. Bee: No. 
xi., 8. 

Ganjani, names of fllu'c.s found in. 
Mad. llee. No. xxiii., 7. 

■ repoit for 1(S53 on tlui 

roads of, Mad. Bee. No. viii., 1. 

estimate for the roads of, 

05. 

— niiniit(*s of consultat ion on 

the ri)ads of, i ] 0. 

re[»orl for 1 854 on tlie roads 

of, Mad. Bee. No. v., It. 

vaccinal ioii, re[>ort for 185.3, ; 

Mao. Bee. No. ii., 0. j 

vaceiuation, report for 1 854, I 

!Mad, Bee. No. xx., 13. j 

rejiort on the .swinging fes- ! 

tival and the ceremony of wMk- i 


] 

ing through flr^^ at, Mad. Roc. 
No. vii., 4, 20. 

Garstin, Golonol, on Damooda 
Runds, Ben. Bee. No. xii., 77, 
]2fl. 

minute on Danwloda, Ben. 

Bee. No. xv., 120. 

Gas, plans fn* introduction into 
Bombav, Bom. Bee. No. xi. 7, 
App K. 

cost of v(getable, App. K., 

17. 

cost and manufacture at 

J’flon (»f vt\getable, A]>p. K., 21. 

its c(;st in the principal 

towns of England, A[»p. K., 

Ga/a]iil]y, assessment in 184 3 by 
Mr. \V. Bay ley, Mad. Bee. No. 
viii., 40. 

Gcncidogy of (liittagong Bajiihs, 
B<‘n. Bee. Nh). xi., 80, 

of Nuuabs of (A'lmbay, 

Bom. bee,. No. xxvi., 82. 

of family as given 

by Hindoo elaimauts, lid. 

. — of riiliii.i^ family of Soor- 

i gana, 171. 

: of Koohajee b'owaras given 

' ly Miissiilmau claimants of 
Beuth h:stat(>, 114. 

(if Bajahs of Kooch Bo- 

bar, Beil. Bee. No. V., 47. 
Gencaloghad tree (»f Syxids, Bom. 
Bee. No. xviL, 83. 

tree of Kulholas and Ihifiod- 

poutras, Bom, Bee. No. xvii., 40. 

; of Khclat, 111. 

j General llospihil at Madra.s, report 
I for 1853 on the, Mad. Bee. No. 
j vii., 5. 

j (h'ology a£ Beerbhoom and l)a- 
j iuo<xla valley, Mr. Oldham on, 
Ben. itec. No. viii., piissim. 

of Malay Peninsula, Bon. 

Bee. No. xiii., 01. 

of country between Da- 

mooda and Boopnaraiu rivers. 
Bun, Bee. No. xv,, 04. 
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Geology of Tatta, Bom. Bee. No. 

270—280. 

• of Camlmy, Bon. llec. No. 

iv. PavtiL, 3. 

Geological iiiaj) of Becrblioom and 
Daniooda -valley by Mr. Oldham, 
Ben. Bee. No. viii., })as8im. 

sketches in KtdhaiJoor, 

Boin. Bee. No. viii., 0. 

— formation of Kolliapoor, 

0 . 

Glialiri find Hinavi, Aral^ian tribes 
settled in Oman, Bom. Hoc. No. 
xxiv., 3, 42, 43. 

Ghas Dana tribute in Itajpeepla, 
Bom. Rec. No. xxiii., 2G(), 2(17. 

Ghaut Hanpoor deseiibed, Mad. 
Rail. Ropt. for 1853, 15, 17. 

height above tlie level of 

the sea, 1 8, 

of (.^anara, report by the 

Collector dated 28th Oeto])er 
1854, Mad. Rec. No. xxii., G. 

Gljfizee]K>re, report on the fi\!(pient 
transfer of proprietary title in, 
N. W. P Rec. Part xxiv., 233. 

Ghazec, Blicik, Tiis deposition with 
regard to the crime of ''riiuggee 
inutile N. W. Provinces, Nb'W. 
P. Rec. vol. i., 55. 

( Ihoorchanees, tribe of the, In. Rec. 
No. ii., 2G. 

Ghora Kot, general summary of 
the survt'}' of tlio in)!! deposits, 
In. Rec. No. xvii., 35. 

report on tlic iron stone 

found near, 5. 

Ghurrai, iron found along imd to 
and on the river Ramgnnga, In. 
Rec. No. xvii., 37. 

Gibson, Dr., on Bombay Teak forests, 
Ben. Rec. No. ix., 253. 

Girang, revenue from, In. Re6. No. 
ii., 89. 

Gnarra described, Bom. Rec. No. 
xvii., 249. 

Goa, quality of the soil in the ter- 
ritory of, Bom. Rec, No. xxvi., 
340, 


Goa moimtiiin.s, water falls, rivers, 
Bom. Bee. No. xxvi., 340. 

the foil;, anchorage, winds, 

islands, boats, fish, 341. 

inhabitants, languages, reli- 

. gion, lKui.se.s, population, land, 

I births, time of man-iage, agiicul- 

1 tural implements, 342. 

agricultural charges, fruit, 

flowers, vegetiibles, medicinal 
plants, forests and animals, 343. 

reptiles, insects, birds, 344. 

nianufacture.s, commerce, 

imports, 341. 

Godaveiy, report on the navigation 
of the, Mad. Rec. No. i., passim. 
report of Major F. t?. Cot- 
ton, 1 — 1. 

I the straightness of the Go- 

I davory, 2. 

I the current and navigation, 

I 

I a profitable trade may be 

: O 2 >enod at once, 5. 

I the ra];>ids of the, 7. 

I tnnisit duties of the, 11, 12. 

I memo. (S works immediatc- 

i ly r(vniircd for tlie improvement 

I of the, 15. 

I ’ , 

— ^ comparison between the 

aneroids at hhichampilly and Ra- 
jahmundj'y, 1 G. 

table of the usual rates of 

th(‘. Soyer duty on goods at Ha- 
sauabad pergunnah, 17, 18. 

— — table of the former rates 

on goods at Tlasanabad pergun- 
iiah, 19. 

tlio journal of the steamer 

PoUtnr/er during an cxjiedition 
up the, 21 — 44. 

whirlpool point, 3G, 37. 

Mahadeopoor, 42. 

the Pottinf/er's journal 

dow the river, 44. 

— • aneroid observations taken 

on the, 47 — 56. 

map shewing its coramunt- 

cation Tith other rivers, 56. 
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GuJavciy, sketch of whirlpools iu 
the, Mad. Rec, No. i., App. No. 1. 

sketch exhibiting the Pot- 

tinker's course, No. 2, 

sketch of the Tarlagoodeii 

whirlpool, No. 3. 

sketch of whirls at Kutcha- 

loor, No. 4. 

— = division public works pro* 

gress, report for 1834, Mad. Rec. ' 

No. XXV., 1, 47. ! 

important works executed ; 

for irrigation, 47. 

drainage, uavigiUion, and 

river ejubaiikments, 47, 

gi-oynes, o'J. 1 

C^oringa caual, 4!), , 

}*ank channel to '^"auain 

and branches, 50. 

widening the Bamulct^ttali 

channel, 51. 

branches from tlie Cocana- 

da channel, 51. 

Pullavelhi channel, 52. 

Eastern bank and Amla- 

poor channel and brancJies, 52, 

Eastern bank channeJ, 53. 

channels in the Nagarum- 

talook, 53. 

Venkiah channel and em- 
bankments, 53. 

Oondee high level channel 

and Calingulah, 54. 

Uttellee Main channel and 

branch, 54. 

drainage works, 55. 

Yanamudooroo drainage 

cut, 55. 

MuUnmpoody channel, 55. 

Colair Calingulah, 56, 

cut across the Mogultoor 

Band ridge, 50. 

embaukineut of Nukhala 

channel, 57. 

Palcole channel, 57. 

river embankment ae^r as 

Yanam, 58. 

river embankment from 

aqueduct to Bamarazliuika, 59. 

M 2 


Godavery division imblic works pro- 
gress, report for 1854, groynes at 
Tiitapoody, ]Slhskapilly,<fec.,Mad. 
llcc. No, XXV., 59. 

>Suk(‘.natepilly cut, 60. 

■ roads and ports, 62, 63. 

division, n^port on tlie im- 
portant public works executed in 
1852 on the, Mad. Rec. No. x., 9. 

aniciit-s repoit on the, 13. 

.steamers for tlie navigation 

(if this rivc'i* should at once (185 I) 
be ordered, Mad. Rec. No. v., 24. 

Operations in 1855-56 for 

opening tlie nas^gation of tlie 
U}»[»er, Mad. llec. No, xxviii., 
26, 4.3. 

<li vision, report for 1851 

on the public works of. Mail 
Rec. No. ix., 10. 

division, rej)ort fn* 1853 

on the public works executed in 
the, Mad. Rec. No. xv., 2, 22. 
ad\'antages of the irriga- 
tion works of the, 22. 

the substitution of volun- 
tary for force<l labour by Mr. 
Cotton, 25. 

the Vizaswaruni luck, 37. 

IkTamilla lock and calin- 

gulah, 37. 

Mookaiuala lock, 38, 

Attilco channel, 38. 

Go.stalmuddy Jock, 38. 

division, Gunuarum aque- 
duct, Thoospoodee branch cJian- 
nel and TJiooliali Bagah fclouth 
branch clianneJ, 39. 

Coringa channel and Ala- 

tiioor lock, 40, 

Nuiloor and Calairoo aque- 
ducts, 41. 

Injoerawi channel, Oowlais- 

waram lock and calingulah, 42, 

Vellah lock and calingii- 

lah, 43. 

groynes at Kolia and Vee- 

ravillepalam on the Godavery, 
44, 
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Ooxlavery division, statement of the tiogra, niasina how formed in the, 
amount of cxptnditure for ten -In. Ilec. A\). iv., lo. 

years from 1844 to 18o3 on the course of the, 10. 

])ublic works of the, Mad. Kec. principal places on tlie 

No. XV., 47. river, J 0. 

list of important works, 4K result of survey generally 

necessary depth of tJie chan- favourahJe, 17. 

uels for iri'igatiug the lands near — navigable fur what vessels, 

the, N. W. Jle(;. vol. ii., 14. 17. 

Godra Fiuieh-]\Ia]i;ils in Giizerat, Goindee Mowzali, rerguimah Jelal- 
their transfer fur ten years to the pore, stateiuent exhibiting the 
Political Agent of llowa Ivanta, area and Juiiima of the iMeliais 
Poin. Ilec. JS'o. xxiiL, 847. 1 hi, Is'. W. P. Pec. vol. i., 147. 

— reports on tliuse districts, j Goi^ Talook, rep<»rt submitted to 

(18ot^,) 841). I (government in 1804, Pom. Ilec. 

police, A<la\vlut, revenue, j No. xx\., .b2. 

850. I Golah river, discovery of iron on 

expenditun*, 851. . ‘ the banks of the, In. Pet*. No. 

measures taken to relievo ■ xvii., 4. 

the Zemindars fi*om the pn^senec : report on iron stone found 

oF certain hordes of nieivenaries, 1 . near, 

852 I Gold of the Punjab salt range, re- 

rovonno for 1855, 854. j port on the, Sel. (k)r. of Punjab 

— expenditure for 1855, 855. ' Adniii. vol. ii. Part x., 271), l»05, 

revenue remitted to Siiidia, i •>4L — o 15, 555. 

850. I found in district of yum- 

piibru! woiks, 85(}. j bulporo in the Mahauuddy, Pen. 

customs and transit duties, i Pec. No. xxiii., 184. 

857. fouml in Kumaon, In. Pec. 

population {»f the, 850. No. xvii., 77. 

statement of tlu^ progress ! — washing at Esa Khail, In. 

oi vaccination in the, 801, | Pec. No. xii., 141. 

tlic schools ot'the, 8(b». j in Sumbiilporc, Ben. Pec. 

Gogo, its iiiuiiicipal history, Pom. j No xi., 17. 

Poo. xxvii., ](). I Hiid gold dust from Shiiy 

Gogoo libre, .Mad. Pec. No. x.viii., 1 Gwee?), Mr. T. Oldham on, Pen. 
10, 25, 52. I IP'c. Nb). xiii., 5D. 

" ’ * - " — Teiiasseriiu, Pen. Pec. 

No. vi., 21, 20. 

Mr. ( lldliaiii on, 54. 

yumbulpore, Mad. Ilec. 

No. xiv., 11. 

Goldsmid, Captain E. G., on the 
Syiuls of Poree and Pukker, 
l^m. Pec. No. xvii., 74. 

— on tShikarpoor, 3. 

Goldsmiths, value of dead stock re- 
quisite ill Kul]ia}>oor for, Pom. 
Ilec. No. viii., 258. 


Oogra, survey OI tJic river, in. JCcc. 
No. iv,, l-~ l!). 

map of tlie river, Frontis- 

. piece. 

all that is requlrC^d to piake 

the Gogra navigable, 2. 

— mouths ill which best sur- 
veyed, 10. ^ 

rise qf the river in Hima- 
layas, 12w!. 

depth of water in 

cshanuiJK 15. 
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Goinaslitas, Opium, Bcu. Hec, Ko. 

i., 3. 

Coiid;^, customs of, In. Kcc. No. v., 
Ul. 

Jiuman sacrifico and infan- 

tdcido amongst tlic, 

Goudoinpaud, circar laud in, !Mad. 
licc. JNo. viii., 7r>. 

— cnaiii land in, 76. 

Goodwyn, Lieut. Colonel, on ].)a- 
moijda Bunds. Ben Hoc. No. xv., 
lU, lU. 

(TTOOgaira, improvenu'nt report for 
18/)4-n5, {Sol. (^»r. of J’nnjab 
Adnin. vol. iii. Bart ii., 18(1 

district, report on the re- 

vi'iiue in 1803 of the, In Uec. 
N o. vi .,11 (). 

inelHcient balance, 117. 

failure of the Khanwa canal 

as a source of revenue, 1 10. 

to I'erozetiore, grant for 

road from, Jn. llec. No. vii., 
32. 

statement of district roads 

in, ()S. 

Gocyraiiwala, proceedings in 18oI 
for the suppression of female in- 
fanticide in Zillah, Sel. Cor, of 
Bunjal) Admn. vol. ii. Bart ix., 
193. 

; — inipiH^vement rej>ort for 

1854-fn3, Sel. (Jor. of Bunjab 
Admn. vol. iii. Bart ii., 131. 

report on the cultivation in, 

>Sel. Cor. of Bunjab Admn. vol. 
ii. Bart viii., 1 18. 

time of sowing in, 122. 

preparation of land for 

spring crops, 121. 

irngalion, 124. 

weeding, 124. 

farm servants, 128. 

of Baeekitshts and their 

earnings, 129. 

of wells, 132. 

grain in, 1 34, 

of th(» fanners dealings 

with .Sahookars, 13o. 


Goojranwala, of feeding plough cat- 
tle and milch kine, IScl. Con of 
Piinjal) Admn. vol. ii. Part viii., 
138. 

farm huililings and the 

scarcity of carts, 140. 

district, report on the re- 
venue, in. Hoc. No. vi., 110. 

ineflicieiit balanee of 18o3 

of, 111. 

— statement of district roads 

in, In. Kec. No. vii., (»4. 

Goolah »Singirs domiiiiofis, their 
:nTn, revenue, population in 
18.3.), Tn. Uec. No. xi., 12, 13. 
Gooniah to ilurryjiooram, route 
from, Mad. Ree. No. xxiv. vol. 
i. App. 4, xvi. 

Goomsur, map of, Jlad. Kec. No. 
xxiv.,. vol. ii., cov(‘r. 

report on tlie disturbances 

between 1832 — 3(1 in, passim. 

its extent, ),)oun(larics, f)r()- 

diietive })arts, means of irriga- 
tion, rivers, tl^e., 1, 2. 

places of military note, 2. 

estiiuated revenue, rebel- 
lion in J 800, 3, 4. 

Mr. Brown appointed to 

tlie colleetorate, tin' (jection of 
Streokara B>unge from the Ze- 
miiidaree, 4, 3. 

tin; confinonient of Stree- 

kara Bunge at Berhampore, his 
reappointment as Zemindar, 8, 9. 

(u>ntiziue8 to pay the (io- 

vernment demand until 1850, 
wdien lie surrenders the Zemiu- 
daree wJiieh is given to I)anaii- 
jaya Bunje, 10 — 15. 

military movements • iu, 

15—19. 

subjection of Rogada, a 

small tract sulyect to Sooradah, 

22 — 20 . 

Captain Antler’s expedi- 
tion against the rebels, 27 — 32. 
— tlic Chiefs of Bissoye de- 
termine not to hold any inter- 
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course with the expedition, cap- 
ture of the Rajah’s women, some 
men killed by the Khorids, Mad. 
Rec. No. xxiv. vol. ii., 32 — 34. 

Goomsur, the roads to the Ghaut 
obstructed, the camp attacked by 
the KlfOiids, cowardly conduct 
of some of the men and the gal- 
lantry of Jemadar jVIaliomed 
Esolf, 34—38. 

measures taken to secure 

the rebel chiefs, 40. 

military arrangements in 

order to discover the hiding 
place of Dora Bissoye, 44 — 48. 

the confirmation of the 

forfeiture of the Zemindarce, 
52. 

• - thcneccssity for altering tlie 

nature of the trial of rebel pri- 
soners, 57. 

- — the appointment of a milita- 

ry ofiicer as the Assistant to Col- 
lector at, 57, 58. 

— — proposed abolition of »ipy- 
er, 59, 00. 

roll of prisoners tried by 

Court Maitial, Appendix. 

minute of consultation 

consequent upon the above, 03 — 
07. 

its description and of the 

tracts annexed, Mad. Rec. No. 
xxiv. vol. ii. Part ii, 11 — 15, 

disturbances of the Klionds, 

and the events of the first cam- 
paign, 20, 21. 

second report on, 1 — 5. 

minutes of consultiition af- 
ter this report, 7.' 

• rebellious conduct of the 

last Zemindar Danunjiah Bunge 
and of the chiefs who joined him, 
16—20. 

disposition of troops, fai- 
lure of Ti^in, #2. 

• ^ resumption of the Zemin- 

daree, effect of placing a force 
Cuttack, 23, 24. 


Goomsur, names of the rebellious 
chiefs, Mad. Rec. No. xxiv. vol. 
ii. Part ii., 24. 

tlie intentions of the Go 

vernment towards the Khonds 
and the hostile conduct of that 
people, 25 — 28. 

the pursuit of Dora Bis- 
soye, 28—32. 

tlic Khonds submit, 32, 

33. 

history of Coradali and Ru- 

nabab, 33, 34. 

tlie settlement of the as- 
sessment, 40 — 43. 

allowances and rewards, 

30—39. 

favourable notice of the 

Tclisikhlr, 40. 

— account of human sacri- 
fices and the best means for abo- 
lishing them, 53 — 59. 

suggestions for improving 

the administration of, 47 — 52. 

how the rescued children 

should be brought up, 59. 

road surveyed, how rebels 

should bo treated, passes cleared, 
J:c., 59 — 02. 

expense of quelling the r(*- 

bellion, Mad. Rec. No. xxiv. vol. 
ii., 3rd report, 03 — 00. 

list of prisoners tried by 

Court Martial, Appendix i. — vii. 

roll of cliiets apprehended 

but pardoned, viii. 

list of prisoners tried by 

Special Commission, ix. — xii. 
list of relatives of rebel- 
lious Zemindars, xiii., xiv. 

list of establishment under 

the Tehsildar of, xv. 

extnict from minutes of 

consultation on the foregoing, 67 
—76. 

— manners and customs of 

hill tribes of, In. llec. No. v , 1. 

school, report for 1 854-55, 

Mad. Rec. No. xvii., 22. 
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Goonifeur, tlie Khoiid insurrection 
in, Ben. llec. No. iii,, ()3, 

Goonah, Immaii sacrifice and infan- 
ticide at, In. Rec. No. v., 40, 52. 
Gooudul or Palluni river, ]\Iad. 
Rec. No. X., 144. 

Goonpat, mode of manufacture at 
KoHiaporc, Bom. llec. No. viii., 
232. 

Goorchaiiee tribe, repoit on the, Scl. 
Cor. of Punjab Adinii. vol. iii. 
Part iii., 222, 220. 

report on tiio tribe and i 

their connection with the Bri- 
tish, la. Rec. No. xii., 42. 

description of the tribe, 

Bom. Rec. No. xvii., 12(). 

report on the tribe, In. 

Rec. No. ii., 2G. 

Goordaspore district, improvement 
report for 1854-55, Scl. Cor. of 
Punjab Admn. vol. iii. Part ii., 
12(). 

district, report for 1853 

on the revenue of, In. Rec. No. 
\d., 100. 

.statomout of district roads 

in, In. Rec. No. viL, (M. 
Goorgaon, report on the frequent 
transfer of proprietary title in, 
N. W. P. Rec. Part xxiv., 183, 
187, 191. 

Cioper valley, description of, Bom. 

Rec. No. xxii., 3. • 

Gopiet>orc shoal in the Bhaugirut- 
• ty, sketch map of the, Ben. Rec. j 
No. ii., passim. 

Gora pcrguiiuali, statement of the 
villages which l)elong to the 
Goveniment of Rajpeepla, Bom. 
Rcc. No. xxiii., 577. 

its settlement in 1822, 

540, 556. 

its customs in 1822, 555. 

Gorbals Gravitation Water Com- 
pany, plans and details of the 
works. Bom. Rec. No. i., 138. 
Goron, copper pyrites found at, In. 
Rcc. No. viii., 11. 


Gonick])ore, report on the frequent 
transfer of proprietary title in, 
N. W. P. Rcc. Part xxiv., 227. 

report on the roads in the 

district of, N. W. P. Rec. vol. 
ii., 1G2. 

map of the roads in, 1 62. 

type of bridge on the bund, 

1C2. 

.sketch of the Arnee and 

Byrec bridges, 1 02. 

report for 1846 to 1850 

on the bridges of, 1 65. 

ininutc by Mr. E. A. Reade 

on the l oads in the district of, 
IGG. 

state of the district com- 
munications prior to settlement, 
IGG. 

classification of roads, 

16G. 

~ original design for the im- 
provement of roads how frustrat- 
ed, 1G7. 

savings made annually for 

the purpose (d' constructing 
bridges, 1G7. 

suggestions in the matter 

of roads ainl )>ridgC8, 1G8, 169. 

statement of the bridges in 

the district of, 170. 

Gostah middy luck, Mad, Rec. No. 
XV., 38. 

Gotyman Canvai described. Mad. 
Rail. Rept. for 1853, 15. 

height above the level of 

the sea, 18. 

Government, Indian, Lord Dalhou- 
sie on the changes made in the, 
In. Rec. No. xiv., II. 

of Bengal, Lord Dalhousie 

on the changes made in the, 
14. 

of India, on the manage- 
ment of Teak, Ben. Rec. No. ix., 
146, 224, 2G1.^ 

of Bengal, on administra- 
tion of S. W. Frontier, Ben. Rec. 
No. xi., 36. 
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Gov<‘nuiioiit of Bengal on Dainooda 
Jinnils, Bon. Jloo. No. xii., fU. 

_ — „„ of Bengal on Presidency 
College, Ben. lu‘(*. No. xiv., 31. 

of the Punjab under llun- 

jeet Singh and under the Ue- 
gency, In. Piec. No. ii., 8 — 13. 

system adopted by llunjeet 

Singh, 8. 

fiscal department para- 
mount, 8. 

■ |)rovin<.tial Governors, 8. 

lo(tal tax gatherers, 8. 

tvv<» classes of functionaries, 

military and fiscal, no sjuvial 
minister of justice, 0, 

— — undtii' Bunjeet Sing, d(*- 
tached Military ( ^iinmaudcrs, h. 

— .salarksl ollieials, liow paid, 

[). 

laxity of accounts, b, 

justice how dispensed, 10. 

criminal penalties, liow in- 
flicted, 10. 

— fiscal system of tlio, 1 1. 

general results of Bnnji‘et 

Singh’s government, its faun.' 
and po{)ularity, J 1 . 

constitution of the Regency, 

12 . 

deputathm of Euro})ean 

ofiicers, 1 2. 

legislative arrangements, 

12 . 

Governors of Sliikarpore, Bom. 

Rec. No. xvii , /)0. 

Governors of Ihhnbay in 1844 on 
Foras lands, Bojii. Rec. No. ii., 
17. 

Gowalee, iiergunnah, Bajpeepla. its 
settlement in 1822, Bom. Rec. 
No. xxiiL, /)38, 5oG. 

its custonis in 1822, i 

statement of its villages 

that pay tribute 504. 

Gowalpara, Assam, Ben. Rec. No. 
xi., 43. 

Gowdah or Potail, liis oflice, In. 
Rec. ISo. xi., 02. 


Gowhalec^, KhandcisL, described, 
Bom. Rec. No. xxvi., 175. 

notes on, 191. 

Gowluitti, routes to Nursing Gaon 
from, In. Kc(5. No. v., 127. 
Graham, Mr., on Malabar Teak, 
Ben. Rec. No. ix., 233. 

Grains grown in Scinde, Bom. Rcc. 

No, xvii. vol. ii., 457 — 020. 
Grand I'rujjk Road in tlie Punjab, 
report of 1855 on. In. Rec. No. 
xi., 47. 

— — from Fei'ozeporc to Loo- 

diana, 47. 

— from Loodiana to Kurnal, 

I 48. 

~ -- from Umballah to Kurnal, 

48, 

}>r(H)Osed .improvements in 

tlie groves of tJie, 'N. W. P. Rec. 
vol. ii., 127. 

— - milestones of tbe, 128. 

lining out^ section and side 

slope.s, 12!). 

increased breadtJi, 1 29. 

I mode of repair, advantage 

of single layers, 130. 

])ric(.‘ of kunker, 1 30. 

: cost of carriag(' of kunker 

I and of digging, J 31. 

I (^..ost of metalling 4.^ inches 

i tJjiek, 132. 

i • — - cost of metalling 0 iiiclies 

thick, 132. 

! cost of repairing ruts, 123, 

; ] 32. 

i contract system, 133. 

! bridges and groves, 120, 

j 127, 133.^ 

I cliowkies of the, J 34. 

I Major l\ W. Willis on the 

formation and maintenance of 
the Grand Trunk Road, 1 35. 
summary of rules for work- 
ing nokur coolies, 138. 

sketch of milestone for, 

121 . 

mud walls where road is 

dangei-ous, 121. 
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Grand Trunk Road, grass should be 
grown on tJie sloijes of the, N. 
W. P. Rec. vol. ii„ 121. 

the usefulness of Berms,! 21. 

form of metal, thickness 

and metJiod of laying, 122. 

mode of laying kunker, 1 22. 

metal foundation necessary, 

wear of kunker, mode of repair- 
ing metal, 123. 

cost of metalling, 124. 

cost of maintaining, 1 25. 

Grand Trunk Road, for further in- 
formation, see Road Grand I’nink. 
Graiie (or Kuweit) Harbour, Map 
Bom. Rec. No. xxiv., 50. 

report on, 51. 

its SliaikJis, jjolitical con- 
dition, harbour, revenue, popu- 
lation, 205. 

Grantees of Teak forests in Tenas* 
serim, Ben. Rec. No. ix., 37. 
Grants, for information under this 
head not referring to Indian Go- 
vernment, see Jaghirs. 

Graphite de 2 )osits near Almorah, re- 
poit on, N. W. P. Rec. vol. i., 207. 

at Gurjolec, 207. 

at Pulseemee, 207. 

on the Eiistern side of the 

ravine at Pulseemee, sketch of, 
208. 

ill what formation imbed- 
ded, 208. 

report on quantity of, 209. 

reiioi-t on quality of, 209. 

facility allorded for the es- 
tablishment of mills for jirocur- 
iug, 210. 

how used, 210. 

remarks by Mr. Rose, Mi- 
neralogist, on certain specimens 
of, 211, * 

Grasses of India affording fibre, re- 
port on, Mad. Rec, No. xxiii., 147. 
Gravel as road metal, N. W. P. Rec. 
voL ii., 112. 

Great Andaman Island, an account 
of the, Mad, Rec, No, xix., 42. 


Great Andiunaii Island, Poii; Corn- 
wallis, a fine harbour for ships 
but difficult of cntraijce. Mad. 
Rec. No. xix., 43. 

ctwered with wood, 43. 

the natives live on lish and 

go quite naked, 4 3. 

the inhabitants arc of the 

negro race, 41. 

no jjroof that the inhabi- 
tants arc cannibals, 45. 

the only wcajions 2 )osscss- 

ed by the Andainans are bows 
and arrows, 45. 

Great Indian l\iniiisular Railwa}', 
survey from Munmar to Mirza- 
porc. Bom. Rec. No. xix., ^lassini. 

survey from Munmar to 

Jiibbiil])ore, 1. 

estimate for single lino bo- 

twecii Munmar and Wasiiidvoe, 
3. 

line between the Wangoor 

and Ta2)tee, b. 

line from Berhamporc to 

Charwar, 8. 

line fi’om the Towa, 10, 

crossing of the Nerbudda, 

11 . 

considerable works on the 

line between Thull Ghaut and 
J ubbiili>ore, 1 3. 

the Indhyadree and Sat- 

j300i*a range.s, 1 3. 

the traffic on the Agra and 

Bombay road, 14. 

statement of trade of ffub- 

bulpore, 14, 

al)S tract estimate of a 

single Uno from Wasindree to 
Jubbulpore, IG. 

abstract with 2 )ro vision for 

a com 2 )lete double lino, 1 7. 

cost of a line of permanent 

way upon the several sections of 
the extension, 18. 

■ comimrative merits of the 

Taptec and Thull Gh^ut, linea^ 
18—29. 


N 
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Great Indian Peninsular Railway, 
the eligibility of the Thiill GhA.iit 
to all other passes of the Sahya- 
drde range, Bom. Rec. No. xix., 
29 --- 32 . 

comparison of the Thnll 

Ghaut and Dewandoe inclines, 
32. 

return of traffic on the 

Indore and Berhaiuporo road, 
34. 


return of traffic on the Agra 

and Bombay road, 3o. 

tables of gradients and 
curves in tJic Noi-th lilast exten- 
sion from Muumar to Jiibbiil- 
pore, 37. 

report on the line from 

Jubbulporc to Mirzapore and 
AUahabad, 43. 

principal stations along 
this line, 45. 

the Hutta incline, 47. 

estimate^ of tlie Hutta in- 
cline, 49. 

■ abstract estimate of a single 

line from Wasindree to jSlirza- 
pore with provision for a c-oni- 
plete double line at ThuU Ghaut 
and Hutta inclines, 52. 

statement of traffic across 

Bulwaghaiit F(^ny, 58. 

tables of gradients and 

curves in the Nortli East exten- 
sion from Jubbulporc to Mirza- 
pore, 59 — 61. 

jfu^e, breadth most suited for 
railways in India, In. Hoc. No. i., 
9, 10, 87. 

Rubber Mount, Mithanees of the, 
In. Rec. No. ii., 25. 
jluddowli tea plantation, report 
. on the, N. W. P. Rec. vol. i., 
213. 


• situation and extent of the 


plantation at, 213. 

soil and culture, 213. 

>ance and health 


plants,;} 


of 


Gudoona and Khoodokhel, surv’^ey of 
the valleys occupied by the, Sel. 
Cor. of Puiyab Admn. vol. ii; 
Part xii,, 479. 

Gudwara Talooka, report sub- 
I mitted to Government in 1854 
on the, Bom. Rec. No. xxv., 98. 
Gugur river, report on tlie channel 
of the, 8el. Cor. of Punjab Admn. 
vol. ii. Part xi., 384. 

the dry weather stream and 

rainy weather floods of the, 393. 

tlic uses of the, 395. 

the irrigation cuts and 

dams of the, 398. 

chiefships and districts 

claiming the use of- the perennial 
stream during tlie dry season, 
404. 

snnimary of the views and 

orders of the British Govern- 
ment regarding rights and me- 
thod of iri'igation, 4 1 0. 

recoiumendatious as to irri- 
gation in the dry season with 
the ui)pcr portion of the, 421. 

mode of giving elFect to 

recommendations, 441. 

proposals regarding the uses 

of tlic water during the wet sea- 
son, 443. 

proposal to increase the 

flow during the wet season, 453. 

its course towards the 

Sutlej, App. B. 

abstract of the proposed 

division of the dry scfison stream, 
App. F. 

Guide Corps of the Punjab, In. 
Rec. No. vi., 40. 

Guinea wonn at Bombay, Bom. Rec. 
No. xvi., 18. 

Guinea worm disease, report on, 
Bom. Rec. No. viii., 187. 

Gukkurs, account of the, In. Rec. 
No. vl, 25. 

Gulf, Persian, see Persian Gulf. 

of Cambay, chart of. Bom. 

Rec. No. xxwi., 85. 
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Gulf of Cainb<ay, description 
Bom. Bee. No. xxvi., dO, 

— 9 its bores, 88. 

— of Maua«ir, Mad, Bee. N*o. 

iv., 13, 

Gum of KoUiapoor, from what 
trees procured, Bom. llec. No. 
viii., 3i, 

its price, 34. 

Gums and Gum resins of Pegu, re- 

port on, III. lice. No. ix., 140 — 
142. 

Gun carriage manufactory in tlie 
Madras Presidency, report on 
Major Maitland’s seliool for ar- 
tificers in the. Mad. llec. No. 
iv., passim. 

Gunda, people so-called, Ben. Bee. 
No. xxiii., 177. 

Gundgurh Mountain, In. llec. 
No. ii., 14. 

Guugolee, report on a lead mine in, 
In. Bee. No. xvii., 64. 

report on a copper mine in, 

74. 

Gunnaram aqueduct, ' report of 
Lieutenant Haig upon, Mad. 
Bee. No. X , 16 — 26. 

report by Colonel Cotton 

on, 26 — 30. 

Gunny, school of industry for its 
manufacture to bo formed at La- 
hore, Mad. Bee. No. xxiii,, 89. 
Guntoor, report for 1853 on the 
roads of, Mad. Bee. No, viii., 
8 . 

estimate for the roads of, 

96. 

vaccination, report for 1853, 

Mad. Bee. No. i., 6. 

marble of. Mad. Bee. No. 

ii., 18. 

report and estimate for 

the high level channel from 
the Toongabuddra to Inganam- 
padu, Mad. Bee. No. xxviii., 18, 
38. 

• dispensary, report ior 1853, 

Mad. Bee. No. vii., 13. 


Guntoor dispensary, report for 
185J, Mad. Bee. No. vii, 
13. 

report on the swinging fes- 

tiviil and tlio ceremony of walk- 
ing through fire, Mad. Bee. No. 

vii. , 11, 29. • 

Gur liigluz, description of, Bom. 
Bcc. No. viii., 122. 

view of, 122. 

Gurliwal, repoi-t on the iron mines 
of, In. Bee. Supplement to No. 

viii. , 20, 73. 

pad-ieulars of a lease 

granted by Hon’ble East India 
Company in 1855 to the mines 
of, 85. 

correspondence incident on 

this lease, 87. 

memo, on Colonel Drum- 
mond’s proposed Iciise of the ii*on 
mines of, 90 — 98. 

report on the metallifer- 
ous deposits of, In. Bee. No. 
viii, passim. 

map of the metalliferous 

deposits, Eroiitispi cce, 

geological, mining and eco- 
nomic details, 3. 

the copper ore of, 4, 

longitudinal section shew- 
ing iron deposits at, In. Bee. 
No. xvii., Frontispiece. 

section shewing position of 

iron deposits, Frontispiece. 

— Mr. Sowerby’s report on 

iron deposits in, 1. 

Gurjolee, graphite deposit at, N. 

W. B. Bee. vol. i,, 207. 

Guthrie, Cajitain, on teak, Ben. 

Bee. No. ix., 7, 134. 

Guzerat, improvement report for 
1854-55, Sol. Cor. of Punjab 
Admn. vol iii. Part ii., 153. 

report on the revenue in 

1853 of. In. Bee. No. vi., 113, 

inefficient balance, 113. 

— teak forests in, Ben. Kec. 

No; ix., 262. 

a 
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Gazerat, division of Lahore and 
Peshawur road, report on, In. 
Hoc. No. vii., 3. 

statement of district roads 

in, 60. 

— — — a brief sketch of the pro- 

vince at various periods submit- 
ted to Government in 1813, 
Bom. Eec. No. xxvi., 51 — 82, 

tour of histoi'ical research 

•in 1787, Bom. lIcc. No. xvi., 
passim. 

Gwalior Press, report on, N. W. P. 
lIcc. Part xix., 406. 

Gypsum, found in the Punjab Salt 
range, report on the, Sel. Cor. of 
Punjab Adiim, vol. ii. Part x., 
279, 305. 

H 

Hafizabad, pergunnah, report on cul- 
tivation in the, Sel. Cor. of Pun- 
jab Admn. vol. ii. Part viiL, 63, 
117. 

Halstead, Captain, 11, N., on 

strcugtli of Tenasserim timber, 
Ben. Kec. No. ix,, 91. 

Ilamilto]], Mr. H. C., on Tuuilook 
salt, Ben. Bee. No. xiii., passim. 

Hamilton, Sir 11., his ell’orts to de- 
velop Nerbudda coal, Bom. Bee. 
No, xiv., 51. 

Harbour, Sonmeanee, map of. Bom. 
Bee. No. xvii., 365. 

report on, 366. 

of Kurrachec, 191 — 195. 

report dated 1855 on the 

iinprovements of Canara, Mad. 
Bee. No. xxix. 

Harbours and Ports of the North- 
ern Circars, report on the, 
Mad. Bee. No. xix., passim. 

in Cambay, Bom. Bee. No. 

iv. Paiii ii., G. 

Harris, C^’^ptain, on t(jak in Mala- 
bar, Ben. Bee. No, ix., 190. 

Hart, Captain, on Sonmeanee, Bom. 

No. xvii., 323. 


Harthakhan iron mine, report oib 
In. Bee, No. xvii., 71. 

Hartjasal iron mine, report ouif by 
Mr. Barratt, 7 0. 

Hastings, Wanxn, his object in 
founding Calcutta Madrissa, 
Ben. Bee. No. xiv., 8. 

Hath Chitiiocs in opium depart- 
ment, Ben. Bee. No. i., 3. 

Hattee Khail tribe, report on the, 
In. Bee. No. xii., 93. 
Hawulbaugh tea plantation, report 
on, N. W. P. Bee. vol. i., 213. 

situation and extent, 213. 

soil and culture, 214. 

appearance and health of 

plants, 214. 

Hazarcebaugh, report by Mr. Hen- 
ry Bicketts on, Ben. Bee. No. 
XX. Part iv., passim. 

memo, on proposals con- 
tained in this report, i. — v. 

area, division, produce, coin, 

1—3. 

land revenue, 3. 

custom of issuing dustucks 

has existed since 1834, 4. 

explanation of cej'tfdn sales 

of attached property, 5. 

attached mchals, 9 — 11. 

list of estates in the office 

of the Principal Assistant Agent 
for Governor General, 13. 

brief precis of some of the 

cases, 14 — 21. 

the Darogalis have too 

much to do, 21. 

Jumma Khamch account 

of each estate should be kept, 

22 . 

ref)ort on under tenures, 

22 . 

abkaree report, 24. 

revenue realized since 1834, 

24. 

stamp revenue for 1852- 

53, 25. 

- — ■ report on criminal justice, 

25—27. 
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Hazarecbaugh, cases of acquittal I 
and dismission since 1851, Ben. 
Rec. No. XV. Part iv., 25. 

' civil justice, 27. 

oj-iginal suits and appeals 

fi;^m 1844 to 1853, 28. 

cases transferred to Princi- 
pal Sudder Anieen from 1850 to 
1855, 20. 

Moonsiffs arc old and in- 
firm, til ere is iio goverument 
vakeel, 30, 31. 

police report, 31. 

the thauii;\lis, 31. 

the number of dacoities 

from 1850 to 1854, 32. 

greater increase of heinous 

offences in the Zemindary than- 
nahs than in tlie Government 
thannahs, 32. 

— — remarks on the duties of 

the darogalis of, 33. 

information on the Ram- 

gurh police, 34. 

report on the ].>u])lic build- 
ings of, 3(5. 

vileness of the Kutclieny 

and Jail, 37. 

report on the district jail, 

38. ' 

the cost of a non-labouring 

convict, 38. 

r- now agency jail, 39. 

• — jail quite uiisuited for re- 

ception (^f prisonei’s, 40. 

the work of the prisoners, 

40. 

burkundauzes are at night 

locked up with the prisoners, 

41. 

percentage of deaths has 

steadily iiK^reiised with increas- 
ing numbers, 42. 

Civil Surgeon’s returns, how 

prepared, 43. 

no dresser in either of the 
Jail Hospitals, 44. 

high character of Mr. 

Thurl, the dejnity jailor, 45. 


Hazareebaugli, report on the esta- 
blishment of, Ben. Rec. No. xv. 
Part iv., 4(5. 

employment of foreigners, 

47. 

salt report, 47. 

report on roads, 48. 

grand tmnk road, 49 — 55. 

statistics of the iron of, 55. 

report of the Civil ^Su^geon, 

1854, GO. 

— plan of Kutclieny, Appen- 

dix. 

plan of the station of, App. 

lleddle, report on Indus, Bom. 

Rec. No. xvii. voL ii., 401. 

Ilelfor, Dr., on Teak forests in Te- 
nasserim. Bon. Rec. No. ix.,4G, 
90. 

Hemp plant, Mad. Rec. No. xxiii., 
31. 

quantity im[)orted into the 

United Kingdom from 1801 to 
185.3, 70. 

i*e[>ort on that grown in 

Madras, 78 — 81. 

and flax, olisciwatious on 

the ]\Iadras Presidency supply- 
ing Great Britain with, 137, 

jute and sunn, 158. 

bang used for intoxication, 

Bom. Rec. No. xvi., 141. » 

of Kolhai>oor, Bom. Rec. 

No. viii,, 26. 

licnzai Ikvsin, Tenasscrim, tin in 
its streams, Ben. Rec. No. vi., 
18 . 

Mr. O’Riley’s report on, 

30. 

map with adjoining coun- 
try of, 30. 

its bar, 32. 

Hidgelee, devastations of wild buf- 
faloes at, Ben. Rec. No. iii, 55. 

masonry sluices in, 56. 

Hills, Lower, of the Himalayas, 
survey of mineral deposits of, In. 
Rec. No. xvii., passim. 

' longitudinal section show- 
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ing tho iron deposits of Uie, 
Frontispiece. 

Eills, Lower, of the Himalayas, 
plan of blast furnace at Dechou- 
ree, 111. Eec. No. xvii., ib. 

section shewing position 

of iron deposits, ib. 

* — general summary of survey 

of the iion deposits in the, .‘13. 
Hill tribes of the Trans-Sutlej 
States, rejwt on, In. llec. No. ii., 
171, and see Tribes. 

Hilsa fish, how caught in Sind, 
Bom. Eec. No. xvii. vol. ii., 527. 
Himalayan iron works, longitudi- 
nal section shewing the iron de- 
posits of Lower Hills, In. Ecc. 
No. xvii., Frontispiece. 

- - plan of blast furnace at 

Kuinaon, ib. 

• section shewing iio.sition of 

iron deposits, ib. 

progress report fur tlie. 

week ending 1^4th of Novoinlx'r 
1855 on the iron works in Kii- 
niaon, 15. 

progress report for the 

week eiicling 1st of Dcceuiber 
1855 on the iron works at Ku- 
maon, 16, li). 

tabular views of weekly 

progress of work done at i)e- 
chourec, 19, 21 — 25, 27, 28. 

progress of survey for week 

ending December 15 til 1855, 30. 

— - general remarks on iron 

deposits, 42. 

— — other weekly progress re- 
ports, 33, 51, 55. 

mineral deposits, report 

by Mr. Barratt on, 59. 

— ; iron ores, list of specimens 

with remarks, 83. 

■ report on blast furnace ex- 
perimentally erected at Dechou- 
ree, 89, 

Himalayas and China, comparison 
> ^tween the vegetations of, N. 
W. P. Eec. vol, i., 219. 


Hinavi and GHafiri, Arab tribes 
settled in Oman, ]^m. Bee. No. 
xxiv., 3, 42, 43. 

Hindec publications issued from 
native press, list of,. Ben. Eec. 
No. xxii., 14—21. ^ 

Hindole, Eajah of, Ben. Eec. No, 

111., 84. 

Hindoo College, project to conveit 
it into General Metropolitan Col- 
lege, Ben. Ecc. No. xiv., 18, 
32, 

Hindoo population of the Punjab 
in 1855, In. Ecc. No. xL, 22. 

Hindostaii and Thibet road, rules 
for the Bu[)eriutendents and Over- 
seers cjuployed in the construc- 
tion of the, N. W. P. Eec. vol. 

11., 156. 

lliuglaj, shrine t)f, Bom. Ecc. No. 
xvii., 319. 

Hirsar, report on the frequent 
transfer of proprietary title in, 
N. W. P. Ecc. Part, xxiv., 187, 
189. 

History of the City of Cambay, com- 
prising a brief sketch of the pro- 
vince of Giizerat submitted to 
Government in 1813, Bom. Eec. 
No. xxvi., 51^82. 

Guzerat, its former inhabi- 
tants, 52. 

Yezdijord and the Parsees, 

52. 

tlio Parsee town set on fire 

and Cambay rebuilt, 53. 

fSultan Bahadoor the 10th 

King of (hizerat, 55. 

notice of the Kings of Gu- 
zerat, 54. 

the founder of the Cambay 

family, 56. 

notice of the Subas of Gu- 
zerat, 57. 

wars between Ubhi Singh 

and Pillajee Eao, 59. 

Eutun Sing and his army, 

60. 


Meerza Jaffer, 62. 





Histo^ of the City of Cambay^ 
treaty relative to the taxes be- 
tween Runkoo and Momin Elhan^ 
Bom. Rec. No. xxvi, 63. 

Nizam Khan, 64, 

Damajee Kao, 65. 

^ Jo wan Murd Khan Babee, 

66 . 

Ruglioonath Ran, 67. 

Blmgwunt Rao sent to re- 
duce Cambay, 69. 

the Peishwa and Gaekwar 

combine against Noorood-deeii, 
72, 

Ahmedabad besieged and 

surrendered, 73. 

visit of Noorood-decn to 

the Peishwa, 74. 

Soojaood Dowla ordoi*s the 

Murathas to be driven from Gu- 
zerat, 75. 

Noorood-decn, his cruelties, 

76. 

Damajee Rao Gaekwar, 77, 

78. • 

• General Stewart at Cam- 

bay, 78. 

Sir Charles Malet the Eng- 
lish Resident, 78. 

■ General Goddard in Guze^ 

rat, 79. 

the Chouth of Cambay, 79. 

death of Noorood-deen, his 

character, 80. 

Mahomed Kulee succeeds, 

80. 

Fiitteh Ali succeeds, 81. 

ticts of Futteh Ali, 81, 82. 

— genealogical table formed 
in 1 8 1 3 of the Nuwab of Cambay, 
83. 

' ' of Kutch, prepared in 1827 

by Captain Walter, Bom. Rec. 
No. XV., 89—133. 

early history, 92. 

— hst of the from A. D. 

1548 to A. D. 1715, 91. 

— tree of Jharejah genealogy, 

95. 


Hfetoiy of Kutch, Rao 
D. 1760, Bom. Rec, No; xt,, 
96. 

— Ghoolam Shah Kulhora, 

invites Poonja Sett to Hydera- 
bad, 97. 

— — — Poonja becomes minister of 
Kutch and is poisoned, 98, 99. 

Ghoolam Shah dies A. D. 

1765 and is succeeded by his son 
SirafRaz, 100. 

Siraf Raz visits Kutch and 

returns to Sind, 101. 

death of the Rao, 1 02. 

character of Rao Gorjee, 

102 . 

account of tlic power and 

2)Osseasions of Rao Dcsnl who 
succeeded to Gorjee, 102, 103. 

tribute demanded by Court 

ofDclJii, 104. 

embarrassed state of the 

Kao’s affairs, 105. 

battle between the Nuwab 

and tile Rao, 106. 

tlic Fort of Kiitcheegud, 

107. 

unnatural conduct of Laka 

who inijnisoHs his hither, *108. 
Poonja Sett aj^pointed mi- 
nister, 109. ^ 

Kooer Gorjee and his mo- 

tlicr fly with Poonja Sett to 
Moondra, 110. 

the Rao sends a force 

against Kooer Gorjee, 111. 

death of Rao I^aka, 112. 

Rao Roydhun succeeds, 113, 

early life of Rao Roydhun, 

113. 

disturbance in Sind, the 

Ameers take refuge in Kutch, 11 5. 

state of the country, 117. 

the association termed 

Barah Bhaee’' forme#, 118. 
notice of Futteh Mahom- 
ed, 119. 

Futteh Mahomed builds 

the fort of Lukput, 122. 
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lli.stoiy of Kutclj, Futteli Maiiumed 
ca|)turo« tlie fleet from Zanzibar, 
Bom. flee. No. xv., 123. 

the quarrel of Futtcli Ma- 

lioined with the Prince, 124. 

Futteli Mahomed releases 

the insane Bao Eoydhun, 120 

Hunsraj carries on the Cio- 

vernment, 127. 

Fiittcli Mahomed again at 

the head, 128. 

Futteli ]Mahoined is attack- 
ed and wounded in o])en- Durbar 
by Goojurjee who is liiinself cut 
to pieces, 12ii. 

notice of tlic great famine 

and plague in Kutch, 13J. 

death of Futteli !Maliomed, 

Ids character and GovcTninent, 
131, 132. 

lie is succeeded ly his two 

eldest sons, 132. 

death of the insane Bao 

Iloydhun, Ids charactoi*, 132. 

— Jugjeewun Mehta is mur- 

dered by tJic sons of Futteli Ma- 
homed, 133. 

— — Bharmuljee tlio natural 
sou qf liao lloydlmn is placed on 
the Gadce, 133. 

* early, of the Moniund dis- 

trict, »ScL Cor. of Punjab Adinn. 
vol. i. Part vii., 29. 

— — of porgunnali Sukrawah, 
N. W. P. Bee. vol. i., 81. 

of Qusbali Sukrawah, 90. 

of the Pahlun])oor State 

since its first connection with the 
British down to 1853, Bom. Bee. 
No. XXV., 9 — IG. 

of Thurad and Morwara 

from its connection witli British 
Government down to 1853, 3G. 

of revenue system in Assam, 

Ben. Bef. No, xi., 5G. 

of Chittagong, 78. 

of English school at Cal- 
cutta Madrissa, Ben. Bee. No. 
xiv., Appendix, 


History of Hindoo College, Bcii. 
Bee. No. xiv. App, No. vi. 

of Shikarporc before 1843, 

Bom. Bee. No. xvii. vol. ii., 
088. 

official, of efforts to improve 

municipal arrangements in Bom- 
bay, Bom. Bee. No. xxvii., 
passim. 

of Bheel tribes in Kliaii- 

deisli. Bom. Bee. No. xxvi., pas- 
sim. 

of Sldkarporc, Bom. Bcc. 

No. xvii., 3. 

of Khyri)orc, 105. 

of the Blioogtees, 129. 

of the Murrees, 132, 178. 

of Khelat, 135, 309. . 

Hodgson, Mr. B. 11., on Dr. Camp- 
bclfs itinerary from Darjeeling 
to Lhassa, Ben. Bcc. No. xvii., 
passim. 

Ilojar district. Bom. Bcc. No. xxiv., 

7 . 

Holta, report on the 4ea plantation 
in tlie i)lain of, >Scl. Cor. of Piin- 
jabAdjnn. vol. i. No. v., 290. 

statement of quantity of 

tea manufiictured during 1853 
in the Government factory at, 
305. 

detailed expenses for build- 
ing a tea manufactory at, 309. 
detailed expenses for build- 
ing a bungalow for overseer of 
tea plnnbition, 310. 

detailed statement of the 

pay of the establishment of the 
tea plantation at, 325 — 332. 

rejiort by Mr. McLeod, on 

the tea plantation at, 334. 

abstract of expenses of tea 

plantation,, 344. 

Honey and wax in Kolhapoor, Bom. 

Bee, No. viii., 33. 

Honore dispemsary, report for 1854, 
• Mad, Bee. No. xxi., 38. 

vaccination, report for 1854 

Mad. Bee. No. xix., 23. 
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Hoofoof to Ojair, the route travel- 
led by Lieutenant Jopp in 1841, 
Bom. Rec. fsTo. xxiv., 1 tl. 

(Icscriptiou of, 113. 

the fort of, 113. 

■ datt^ grovc.s, 1 1 3. 

• liou.scs and market, 113. 

population, 113. 

Lot spring, 113. 

(Rbul (larali hills, 114. 

chief jiroduets, 1 14. 

route from Katoef to, 111. 

general observations on the 

route, 115. 

Hooglily, comparative advantages 
of a steam ferry and of a rail- 
way across tlie. In. .Rec. No i., 7. 

dacoity returns for LSoI, 

Ben. llec. No. xxL, 5, Ay)p. 2 

daeoit gangs, 10, App. D. 

dacoitics committed be- 
tween 1852 and 1855, App. A. 
dacoitics cominittcfi ^be- 
tween 1811 and 1854, Ai)|). A. 
No. 2. 

river, the Bengal Chamber 

of Commerce, report on the 
dangerous state of the, Ben. 
Itcc. No. xix,, 90. 

telegrapliic cable across 

the, Ben. Hoc. No. viL, 3. 
Ho-shiarporc, improvement report 
for J 815—55, Sel. Cor. of Punjab 
Adinii. Yol. iii. Part ii., 95. 

report on the revenue in 

1853 of, In. liec. No. vi., 103. 

inefficient balance, 103. 

Hoslmngabad coal, Bom. Rec. No. 
xiv., 43. 

Court of Directors on, 44. 

Hospital in the Madras Presidency, 
report for 1853 on tlie General, 
Mad. Roe. No. vii., 5. 

report for 1854 on the 

General, Mad. Pvec. No. xxL, 5. 

report for 1853 on the 

Leper, Mad. Rea No. vii., 7. 

report for 1854 on the 

Leper, Mad. Rec. No. xxi., 7. 


Hospitals ofKolhapoor, cost of the, 
Bom. Rec. No. viii.,293. 

of the Punjab, report for 

1854, 1855, la. Rcc. No. xviii., 
113. 

House of Industry at Madras, re- 
port for 1853 on the, Mad. Rec. 
No. vii., (I. 

report for 1854 on the, 

Mad. Rec. No. xxi., G. 

Hoiiso.s on land required for rail- 
way, rate of as.se.s.sinent on, Ben. 
Rcc. No. iv., 17. 

Howrah, the best site for a railway 
tcrniimis, In. Rcc. No. 1 — 8. 

plan much wanted of, 57. 

t(.‘rmiims, discussion on 

bc.st site for, 57 — Gl. 

to Puiidowah, plan of rail 

from, G8. 

dacoity returns for 1854, 

Ben. Rcc. No. xxi., 5 A])p. 2. 

daeoit gang.^:, 15 A[q). L. 

dacoitics committed bc<* 

tween 1852 and 1855, App. A. 
dacoitics committed be- 
tween 1811 and 1854^, A2>p. A. 
No. 2. 

Iltoo forest, report on. In. -Rcc. 
No. ix., 105. 

Huailah, account of, Bom. Rec. No. 
xxiv., 17. 

lluggry riv(3r aiiicuts. Mad. Rec. 
No. X., 47. 

river anient, report and 

e.stimate for 1 855-5 G, Mad. Rec. 
No. xxviii., 30, 43. 

Iliijamrce biaiicli of Indus, Bom. 

Rec. No. xvii. vol. ii., 409. 
Huldee River, Telegraphic cable 
acro.ss the, Ben. Rec. No. vii., 
3. 

Huldwanee, report on the iron 
deposits to the East of, In. Rec. 
No xvii., 13, 18. 

Huld war, sugar and rice produced 
in, N. W. P. Rec. Part xxii., 
69. 

Human sacrifices in Qoomsur, 
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best method for their suppression, 
Mad. Kec. No. xxiv. vol. ii., 
3itl report, 53 — 59. 

Human sacrifice, for further infor- 
mation, sec Sacrifice, Human. 

Humeer])ore district, report on the 
frequent transfer of i)roprietary 
title in the, N. W, P. Hec. Part 
xxiv., 221. 

Huridree, irrigation and revenue af- 
forded by the. Mad. lice. No. x., 
5L 

estimate and report for 

1855-56 on the bridge over the, 
Mad. Kec. No. xxviii., 28. 

Ilungoo to Kohat, report on road 
from, In. llec. No. vii., 42, 

Hurroo bridge on Lahore and Po- 
shawur road, In. Kec, No. vii., 
14. 

Hurinind, roi>ort on the fortress of, 
Sel. Cor. of Punjab Admn. vol. 
iii. Part iii., 215, 

Hurrypooram to Warranasoe, route 
from, Mad. Kec. No. xxiv. vol. 
i. App, 4, xvi. 

Hurthakhaii iron mine, In. Kec. 
No. xvii,, 71. 

Husbandry, pictures of articles of. 
Bom. Kec. No. viii , 53. 

Hushtnuggur, its history. In. Kec. 
No. ii., l(i. 

its description, 16. 

Huslee canal, rej)ort on, In. Roc. 
No. vi., 174. 

canal, its object, its defects, 

reasons for its abandonment, In. 
Kec. No. ii., 135. 

canal, rei)ort for 1856, In. 

Kec, No. xviii., 61. 

Hiissun Kliail tribe, report on the, 
In. Kec. No. xii., 97. 

Hussuupoor, see Aloopoor. 

Hussunzyes, report on British con- 
nection with the, 'In. Kcc. No. 
xii., 4. 

their punishment for the 

murder of Messrs. Came and 
Tapp, In, Kec. No, vi., 6. 


Hustungur, report on the sum- 
mary settlement of, Sel. Cor. of 
Punjab Admn. vol. i. Part ii., 
91. 

Hutta incline on the line between 
Jubbiilpore and Mirzaporo, Bom. 
Kec. No. xix., 47. 

Iluzara district, improvement re- 
port for 1854-55, Sel. Cor. of 
Ihinjab Admn. vol. iii. Part, ii., 
195. 

report on the police of, In. 

Kcc. No. vi., 45. 

report on the revenue in 

1853, 125. 

its liglit taxation, 125. 

cantonments, 147. 

r(q)oi‘t on the roads, In. 

Kec. No. vii., 35. 

good roads will be more 

efiicacious than the bayoiKit in 
preserving tranquillity in, 30. 

— map of, 36. 

* — roads wliich have been 

sanctioned by Govern ment, 38. 

situation, physical appear- 
ance, In. Kec. No. ii., 13. 

Patlian conquerors of, 14. 

by exchange, the British ac- 
quire, It. 

— — elements of disturbance in, 
15. 

Barookote in, 41. 

settlement, 84. 

Hyderabad, the marbles of, Mad. 
Kcc. No. ii., 25. 

expenditure and nature of 

I>rincij>ai works carried on dur- 
ing 1854-55 in the assigned dis- 
tricts of, In. Kec. No. xiii,, 
26. 

tabular view of expendi- 
ture on public works, 44. 

Contingent, Lord Dalliousie 

on its inaiuteuance. In. Kcc. No. 
xiv., 7. 

assigned districts. Lord 

Dalhousie on the expenditure on 
public works in, 27. 
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Hyderabad, Siiid, aspect of, Bom. 
Rec. No. xvii. vol. ii., 449. 

descriptioif^of, 449 — 452. 

population of, 455. 


I 

Ice near Broach, Bom. Ilec. No. 
xvi., 92, 97. 

Idiot Asyiuin of Madras, report for 
1855, Mad. Ilec. TSo. vii., 8. 

Idol concealed under-ground at i 
CamLaj^, Bom. Ilec. No. xvi., 
53. 

Illiassce, report on the valley of, Sol. 
Cor. of Bunjab Adinn. vol. iii. 
No. iii., 209. 

Imauui of Muskat, sec Mnskat. 

Impey, Captain, on Damooda 
Bunds, Ben. ilec. No. xiL, 18. 

Imports and exjiorts of MaJ^bar 
from 1811 to 1851, Mad. Rec. 
No. ix., 72. 

by sea into the Rnjah- 

mimdry district from 1843 to 
1854, Mad. Roe. No. xv., 57. 

at tJie Port of Masulipa- 

tam from 1843 to 1854, G9. 

at tlie Port of Nizam patam 

from 1 8 4 3 to 1 8 5 1 , 6 9 . 

of the Kolhapoor State, 

Bom. Rec. No. viii., 207. 

of the Colaba Agency, Bom. 

Rec. No. vii., 91. 

Inam Commission, their correspon- 
dence on tlie Deccan Surinjams, 
Bom. Rec. No. xxxi., passim. 

financial results of their 

scrutiny of the Deccan Surin- 
jains, 30. 

for details concerning their 

proceedings, see Surinjam. 

Incliulkurunjee, dependent jageer of 
Kolhapoor, report on. Bora. Rec, 
No. viii., 297. 

report for 1 854 on, 552. 

Inderabia, account of, Bom. Rec. 
No. xxiv., 19, 21. 

o 


India, Lord Dalhousie on the 
foreign relations of, In, Eec. 
No. xiv., 3. 

Lord Dalhousie on the in- 
ternal condition of, 5, 6. 

Lord Dalhousie on the Cen- 
tral Govern meiit of, 15. 

Indigo in Cambay, Bom. Rec. No, 
iv. l\ut ii., 10. 

on Indus, Bom. Rec. No. 

xvii., 397. 

tpiantitics produced, 397. 

prices, 398. 

planters, great usefulness 

of, Ben. Rec. No. xvi, 14, 37. 
planters should be occa- 
sionally made Magistrates, 37. 
Indore Press, repoi*t on tlic, N. W. 
P. Rec. Part xix., 400. 

and Boorlianpoor, return 

of traffic on the road between, 
Bom. Rec. No. xix., 34. 

Indus canals, report for 1850 on 
tlie, In. Rec. No. xviii., 59. 

flotilla, report for 1856 on 

the, 7 3. 

steam traffic, report for 

1850 on the, 74. 

L rcjiort liy Dr. Heddle on 

the, Bom. Rec. No. xvii. vol. ii., 
403. 

branches of the, 403 — 

407. 

Hujamree mouth of Indus 

described, 409, 460. 

rise and fall of the, 410, 

488. 

mud suspended in waters 

of the, 411, 490. 

banks upon Hujamree 

branch, 411. 

banks of river, 412 . 

canals for irrigation, 413 

—417. 

*^oil of the, 418, 493. 

obstacles to navigation in 

*the, 421. 

portage advisable for, 423. 

inundations of the, 431. 
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Indus, plans on Hujamree branch, 
Bom, Hec No. xvii. vol. ii., 433 
— 43i5. 

Buima and Seanec sections 

of, 435. 

use of Pantm Grass or Typha 

Elo[>haijtina on, 130. 

• other sections of, 439. 

landslips on, 441. 

l>j-eadtli of Indus at Hy- 
derabad, 445. 

• villages near Hyderabad, 

447. 

• delta of, 401. 

mouths described, 401. 

fisheries, 465. 

Kedywaree mouth, 473, 

503. 

Kookcwarce mouth, 470, 

507. 

other branches described, 

483—487. 

— " main river, 509, 

gi’cat change in course of, 

533. 

map as it was and is of, 534. 

- niJij) and repoi’t from Mit- 

tiin to At lock, 543. 

■ description from ]\liP,uii 

to Attoek mile by mile of, 544. 

navigable capabilities of, 

547. 

soundings of, 548. 

— — draft of boats in 1837 on, 
551. 

time consumed in ascend- 
ing and descending, 553. 

valley, wind and weather 

in, 553. 

• boats described, 555. 

steam vessels for, 501. 

— i steam fuel obtainable on 

the, 505. 

toiiographical tables of, 5 82. 

fords of, 509, ♦ 

- site for a fair on, 573. . 

and Punjab rivers, 577. • 

-- — s — r bridge of boats over the, 
In. Rec. No. vii., 18, 19. 


Indus course and banks of the, 
111. llec. No. h., 22. 

Industrial arts School, rcjjort for 
1854-55, Mad. Bee. No. xvii., 
44. 

report by Dr. Hunter, 

Ai)p. O. cclix. 

account of receipts and 

disbursements, cdxiii. 
Infaiitioide, Female, is probably 
practised in Saliarunpore, N, W, 
P. llec. Part xviii., 359, 301, 
373. 

in the Bombay Presi- 
dency, summary of the pro- 
ceed! Jigs prior to 1854 for the 
supi)ression of, Bom. llec. vol. 
ii, 85. 

report on, In. llec. No. v., 

passim. 

o])crations of Madras Go- 
vernment for the suppression of, 
1—72. 

operations in the Bengal 

Prcndcricy for the suppression 
of, 72—90. 

operations under Indian 

Government for its suppression, 
90. 

best means for its suppres- 
sion, 5, 70. 

amongst the Khonds, re- 
port on, 40. 

reasons for, 47, 00, 107. 

tracts of country where 

most prevalent, 54, 00. 

list of female children res- 
cued, 09, 109, 110, 131. 

^ its extent, 107. 

its origin, 108. 

result of visit to infantici- 

dal tracts, 109. 

female children now gene- 
rally preserved, 121. 

expenditure for the sup- 
pression in Louradah of, 125. 

amongst Khonds, 134. 

— Lord Dalhousie upon, In. 

Hec. No, xiv., 62, 63. 



[ 117 ] 


Infanticide, Female, amongst the 
Rajpoot tribes ^ Zillali Agra, 
report dated on female, N. 

W. r. l\ec. Fart xv., 167, 170. 

(vjinparisou of the relative 

proportion of male and female 
cliLkheii, the best tost of the 
criiite, 160. 

means nsed by Mr. Gub- 

bins for the suppression of, 171, 
18:1. 

discovery of a clear case of, 

173. 

success of Mr. Gubhiii’s ef- 
forts, 171. 

com])arativo prevalence of 

the crime amongst the tribes f)f 
Rajpoots, 17o — J77. 

Y)artial and limited nature 

of the crime of 177, 178. 

causes of tin* crime, 178. 

Iield gsiiierally iii abhor- 
rence, 178. 

dimiimlion of the crime, 

178. 

amongst the Ma.irs not a 

parallel case to that amongst the 
Rajpoots, 170. 

course of proceeding to de- 
termine sus])ected villages, 180. 

depositions of j)ersons ex- 
amined pi ivately by tlic Magis- 
trate of Agra on the subject of 
female, 101. 

detailed statement of one 

hundred villages suspected of 
practising, 1105 — ’iOU. 

instnietions issued to police 

of Agra fur the suppre-jsion of, ’’M) 1. 

— forms of registcr.s for the 

villages ol* the Agra Division 
susj)eekd of, :2(>7. 

map of the Agra dis- 
tricts shewing villages suspect- 
ed of, 211. 

• in the Punjab, minute by 

Mr. K. Montgomery on, Hel. Cor. 
of Punjab Admn. No. vi, vol. 
passim. 


Infanticide, Female, account of the 
origin of, Sel. (Jor. of Punjab 
Admn. No. vi. vol. i., 406. 

how the infant was put to 

death, 407. 

the infant buried alive in 

the Guzerat distiict, 407. 

ceremony attending tlic de- 
liverance of a iiedee woman, 409. 

letter from Mr. P. Melville, 

the Secretary to tJie Cliief Com- 
missiuncr, 419, 428. 

— letter from Mr. J. P. Grant, 

420 . 

report of a meeting at Urn- 

ritsur for the sui)prcs.sion of, 
431. 

translation of the procla- 
mation issued for tin.', suppres- 
sion of, 411. 

copy of agro(‘mcnt on the 

part of all the chiefs and people 
re.siding in the Ihiujab respect- 
ing the juevention of, 442, 
traji.shUhm of the agree- 
ment eutci‘od into by the chiefs 
of the Trans-Sutlej division, 
443. 

agrc(!ments entered into by 

the Rajpoot Rajahs of Kangra 
and other Hill districts, 444. 

agreements by the Bedees, 

44r). 

agrcciuent regulating mar- 
riage cxpc-'U.ses, 44r>. 

• agreement entered into by 

the Brarnhuns of Umritsur re- 
gulating marriage expenses, 
447. 

agreement entered into by 

the Brarnhuns of Lahore regulat- 
ing marriage expenses, 4o7. 

agreement entered into by 

the inhabitants of Goordaspore 
H'guJating marriage expenses, 
461. 

agreeincTit by the Punches 

of Goojranwala for the same ob- 

- ject, 463. 
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Infanticide, Female, explanation of 
terms applied to the various 
ccrcjmonios and customs observed 
among the heads of communities 
of the I^unjab relative to tlie 
rite of, fSel. Cor. of ruiijab 
Admn. No. vi. voL i., 4G7. 

report fi-om Major JI. Ed- 

wardcs, C. E. on, 473. 

report })y Mr. D. F. Mc- 
Leod, Commissioner and Super- 
intendent of the Trans- Sutlej 
♦States, 490. 

supplementary papers on, 

, Sel. Cor. of ihinjab Adinn. vol. 
ii. Part ix., lOL 

letter from the Judicial 

Commissioner, i G 1 . 

Mooltan and Lcia meeting 

for the suppression of, 1 G4. 

proceedings in the Jhelum 

division for its suppressitui, 1 G7. 

proceedings in zillah Cooj- 

ranwala for the suptjression of, 
193. 

proceedings in Burccal for 

the sui)])rcssion of, 

proceedings at Kaiigra for 
the suppression of, UIG. 

measures a<lopted l)y Bom 

bay Covcrniueiit for its suppres- 
sion tliruugliout the superinten- 
dency of rahlun[)orc, Bom. Rec. 
No. XXV., 137 — l<St3. 

substance of proclamation 

issued to the Jharetja Ciiicfs of 
rahlunpoor, IGG. 

agreemeiit entered into 

with the Jhare(\ja Chiefs of, 174, 
181. 


• in the Punjab, report on, 

In. Rec. No. ii.. Go. 

— grand meeting lield at 

Umritsur for* suppression of, 
In. Rec. No. vi., 54. 

Infantry, Punjab, report on. In. Rec. 
No. ii., 3G — 39. 

their duties,* arms, dress, 
4L 


f 


Infantry, Seikh Local, 1st Regi- 
ment of, In. Rec. No. ii., 42. 

Infirmary, natift, at Madras, re- 
port for 1(S53, Mad. Rec. No, 
vii., passim. 

native, at Madras, report 

for 1854 on the, Mad. Itec. No, 
xxL, G. 

Ingeram vaccination, report for 
1854, Mad. Rec. No. xx., 10. 

vaccination, report for 

1853, Mad. Rec. No. i., 12. 

channel report on, Mad, 

Rec. No. XV., 42. 

Ink, mode of its manufacture in 
Kolhapoore, Bom. Rec No. viii., 
24G. 

Inscription in Jumma Musjid of 
Cambay, Bom. Rcc. No. iv. Part 
ii., 22. 

on copper plates dug up 

in Sawuutwarce by Major G. 
LeG. Jacob, Bom. Rec. No. x., 
191. 

free translation of the, 

19G, 281, 252. 

literal translation, 217, 

257, 281. 

on the Dowlut Boorj at 

Yishalgur, Bom. Rec. No. viii., 
340. 

found on various buildings 

ill Kolhapoor, 343 — 489. 

ancient, found in Kolha- 
poor with translation into Eng- 
lish, 32 G- 490. 

Inspector of work. Mad. Rail. Kept, 
for 1853, 83 — 85. 

horse allowance for, 90 — 

97. 

stipend of, 113. 

of prisons in the Punjab, 

his functions, In. Rcc. Nc, vi., 
75. 

his service, 79. 

Instruction, report by Director in 
Lower Bengal of Public, Ben. 
Rec. No. xxii., 188 — 222. 

in the Madras territories, 
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papers of 1855 relating to Pub- 
lic, Mad. liec. JS’ o. ii., passim. 
IiisuiToction of Jj^ioordiih partly 
caused by over-assessment, Lon. 
liec. JS^o. iii., 13. 

partly caused by oppression 

of Bengal Oinla, 38. 

Intoxicating plants in Sind, Boin. 
Bee. jS'o. xvii. vol. ii., G08 — 
63i). 

Intoxication, modes of, in Sind, 
G35. 

Inundations of Damooda, guage 
for measuring, Ben. Bee. A’o. 
XV., 38. 

in Miduapore, Ben. Itec. 

No. iii., 55. 

of river Malianuddee in 

Cuttack, 55. 

of Indus, Bom. Bee. No. 

xvii. vol. ii., 441, 491. 

of Damooda, for further in- 
formation, see Damooda. 
Inverarity, Messrs., on Sholaporc, 
J3om. Bee. No. iv., passim. 

Iron of the Kuinaon, Bhabur, N. W. 
P. Bee. Part xviii,, 380. 

■ ore of Palilunjiorc, notes 

on, Bom. Bee. No. xxiii., 11^. 

ore of Narakot, notes on, 

113. 

— slag near Lemodra, 109. 

deposits of the Nerbudda 

valley, notes on the. In. Bee. No. 
X., 24— 29. j 

of Tendookhera, 25. | 

of Chaiidgurh and Poonas- 

sa, 27. 

outline map shewing the 

position of the places mentioned, 
28. 

mines of the Kuinaon, select 

papers referring to. In. Bee. Sup- 
plement to No. viii., passim. 

letter from Mr. Cecil Bea- 

don on Mr. Hen wood's report on 
the iron deposits, 1 — 5. 

mines of the Kumaon, sup- 
ply of fuel abundant at the, 5. 


Iron, report by Colonel Diiimmoiid, 
F. G. S., in 1855 on. In. Bee. 
Supplement to No. viii., 20. 

ore deposits of the Pdiabur, 

report by Colonel Djummond in 
1855, 21. 

facilities for working the 

Bhabur, 23. 

search for ores in the plains 

of Bhabur, 20. 

■ — mines 'worked by natives 

in the Kumaon Hills, 27. 

• remarks on the, 29. 

■ analysis of Bhabur clay 

iron ores, 33. 

Colonel Drummond’s esti- 
mate of tlie i)ec*houree ores, 35. 

(\)l()nel Druimuoiurs ana^ 

lysis of tile Kumaon ores, 37. 

list of si)(;c:iinens accom- 

l>anyiiig the report of Kumaon, 
38. 

estimate fora small blowing 

ma<*hine to work the, 39. 

estimate of the cost at De- 

chourec of making, 40. 

trial assays by the smelter 

on the Bhabur, 41. 

observations on the ore at 

the lower hills of Bhabur in 
1855, 44—49. 

observations in 1855 on the 

ore of Deehouree, 44. 

memo, on the best means 

for erecting a ehea]> blast furnace 
for smelting operations, 55. 

of Bhabur, further analysis 

by Dr. Macnamara, 03. « 

deposits at Bhabur, notes 

by Lieutenant Greathcd, 30th 
October 1855 on, 00 — 71. 

rej)ort on the iron mines of 

Kumaon and Gnrhwal, 73. 

mines of Kumaon granted 

in 1855 by leave of the Hon’ble 
East India Company on lease to 
Company of Capitalists, 85. 

correspondence on the lease, 

87. 
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Iron ores, memo, on Colonel Drum- 
mond’s lease of the Kumaou 
mines, In. Ilec. Supplement to 
No. viiL, 90— D8. 

— report on the iron deposits 

at Loha Bhur Bliur and Dechou- 
rce dated 1st November 1855, 
103. 

— mines of Dhiinnsala, re- 

port on the, Sel. Cor. of Punjab 
Adirin. vol ii. Part vii., 1. 

of the village of Bir, 6. 

of Mundeo, 9. 

of Kote Kharce, 1 1. 

• Lord Dalhousie on the 

places where iron is found, In. 
Bee. No. xiv , 38. 

found in the Sun)bul])ore 

district, Ben. llec. No. xxiii., 1S4. 
longitudinal section show- 
ing for the Lower Hills dej>osits 
of. In. Picc. No. xvii., Pn»ntis- 
piece. 

section sliewing for the 

Lower Hills deposits of, ib. 
survey in Kuniaon of de- 
posits of, passim. 

Mr. Sowerby’s report on de- 
posits in the Bhabur, 1. 

mines of Nutowa Khan 

Agur, 2 

mines of Opjoulce, 2, 8. 

ore near the Khyrna bridge, 

2 , 9 . 

— — bed found in situ at De- 
chouree, 2. 

smelting furnace, Boer 

. stream a sitofor, 3, 10. 

bed discovered near village 

of Bhugger, 3. 

blocks met with between 

Dercoalkala and Loha Bhur 
Bhur, 3, U. 

bed discovered in |)ath from 

Loha Bhur Bhur towards Bhoou- 
ka, 3. 

— deposits, iron ore clay di.s- 

:^vered at Beejapore, 4, 12, 15, 

18 . 


Iron ores, discovery on banks of 
Golah river of, In. Eec. No. xvii., 

4. 

discovery at Chownsilla of, 

4, 13, 15. 

bed discovered near the 

Kussila river, 4. 

stone found in a ravine 

branching off from Khudtlharce 
Nuddee close to GhoraKut, re- 
port on, 5. 

works, progress report of the 

Himalayan, 7. 

deposits in the Bhabur, 7. 

indication near Shan Ket, 

7. 

deposits at Khyrna, 9. 

mines of Dechouree, 9. 

mines of Bhabur, how to 

be connected with those of Agur, 
2,9. 

discovered at the Boer 

stream, 10, 1 1. 

auxiliary steam power for 

furnaces, 11. 

wat(n‘ power for furnaces, 

10 , 11 , 12 . 

ore near Bhoonka, 12. 

■ deposits to the East of 

Haldwanee, 13. 

works and survey of Ku- 

maon, progress reports in 1855, 
15, 16, 19, 21—25, 27—30. 

■ ore found near Bhora Kot, 

report on, 5, 17. 

ore found near Pat Kot, 

report on, 1 7. 

new discovery near the 

source of the Kitcheree river, 
17, 26. 

limestone in the neighbour- 
hood of, 18. 

bed discovered near the 

Kossila river, 4, 1 8. 

at Patlea Doon, 18. 

bed, discovery up the Kos- 
sila river, 25, 30. 

• at Latee Bulloua, discovery 

I of, 26, 
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Iron ores, progress of survey at 
Bcejaixjre, In. llcc. No. xvii., 
28 . 

• Loha Bliur Bliur, new dis- 

covery at, 128. 

discovered in the Karu- 

guiiga river, 30. 

— ^ general summary of the 

survey in the lower liills of Kii- 
maon from the Golah river to 
the Ganges, 33. 

rich bed found near Mo- 
han, 36. 

found at Chookum, 36. 

stone found from Boxsur 

to Clioulcherrec, 37, 38. 

- — bed exposed at jMulJanee, 

38. 

» stone found at Kotree, 38. 

bed found near Kotdwara, 

39. 

found near Mittewallcc 

Nuddoc river, 39. 

— — stone found at Mundil, 40. 
stone near Tal Nuddee ri- 
ver, a short distance from the 
Granges, 40. 

stone found at Dohulcund, 

41. 

found at Berana, 41. 

found at Lai Jhung, 42. 

found at Dehla, 42. 

‘general remarks on depo- 
sits, 42. 

quality, character, working, 

general deposition of beds, 42, 43. 

deposition of beds, 44. 

section of deposits, 44. 

stone, supply of, 44. 

fuel, 44. 

ores of Bhabur, list of spe- 
cimens with remarks, 46. 

deposits, appendix to the 

general summary of the survey, 
49. 

works, report on weekly 

progress in 1856, 51, 55, 56. 

mines, old, report on those 

of Danda, Davee Khan, Ilajah 


Khan, Mokka Klian and Gala- 
bun, In. Kec. No. xvii., 71. 

Iron mines, new, report on tlxose 
of Badersaic, Bomaotha, Cherry 
Kban, Hartjasal, Harthakhan 
and Bejouragurd, 70. 

Bhabur, list of specimens 

with remarks, 83. 

smelting experiments con- 
ducted at Dcchouree, memo, on 
the, 87. 

blast furnace erected at 

Dcidiouree for, 89. 

ore of Dcchouree calcined, 

its appearance, 99. 

hcldvS of Bhabur, number 

of furnaces tliat might be judi- 
ciously erected at, 103. 

mines in the district of 

Banda, register of the, N. W. P. 
llcc. vol. ii., 193. 

of Bingrowlce, N. W. P. 

Bee. Part xxi., 488. 

and coal in Damooda valley, 

Mr. OldJiam on the, Ben. Ilec. 
No. viiL, passim. 

at Belli a Narainpore, 7. 

at Dyouclia, 7. 

Beerbhoom cannot Ixe smelt- 
ed on a large scale for want of 
fuel, 9. 

Mr. H. D. Williams cm 

manufacture in Damooda vaUey 
of, 9. 

hot and cold blast, methods 

of manufacture, 12. 

imports into Calcutta in 

1849—51, 14. 

manufacture in Damooda 

valley not likely to be profitable, 
18. 

of the Nerbudda valley, 

Born. Bee. JSo. xiv., 22, 23. 

in Tenasserim, Ben. Eec. 

No. vi., 15, 43. 

of Kutch, quantity made in 

a year, Bom. Keo No. xv,, 72. 

of Sumbulpore, Mad. Rec. 

No, xiv., 11. 
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Iron of Kolhapore, process of 
fcuiielting, Bom. Kec. No. viii., 

34, 241. 

its price in Kolhapoor, 

35. 

Irrawaddy, source of the, Ben. Eec. 
No, xxiii., 27. 

connection with Saiipo, 

50, 115. 

Irregular levies in the Punjab, gra- 
dually reduced, In. llec. No. vi., 
34. 

force of the Punjab, state- 
ment of the countries and Ccistes 
of the, 228. 

force in the Punjab, their 

distribution on the frontier, 
223, 224. 

troops in the Punjab under 

the Board of Administration, 
their expense, In. liec. No. ii., 
App. E., 183. 

Irrigation of the Gugur and KSursoo- 
tee, report upon the, 8el. Cor. 
of Punjab Admn. vol. ii. No. 
xi, 383. 

summary of the views and 

orders of the British Govern- 
ment regarding rights anti mc- 

’ thods of irrigation, 410. 

in the Momund district, 

the division of the water for, 
Sel. Cor. of Punjab Admn. vol. 
i. Part vii., 45. 

in (ioojranwala, 8el. (\>r. 

of Punjab Admn. vol. ii. Part 
viii., 124, 132. 

Lord Dalhousie upon, In. 

Ilec. No. xiv., 40—44. 

in the Cis-Sutloj States, 

Lord Dalhousie upon, 42. 

- Lord Dalhousie upon dams 

for the purpose of, 43. 

Lord Dalhousie upon a^u- 

cuts for tJie purpose of, 43. 

works in Godavery, Lord 

Dalhousie on^ 4S. 

• works Madras, Lord Dal- 

housie upon, 43. 


Irrigation works in Bombay, Lord 
Dalhousie upon, In. Kec. No. 
xiv., 43. 

works in Sind, Lord Dal- 
housie on, 43, 44. 

of the Khadir lands of 

Kuniaul in the Zillah of Panee- 
put, N. W. P. Rec. vol. i., 
111 . 

of the Bangui’ lands of Kur- 

Haul, 114. 

canal of Kurnaul, 12G. 

elfbets of Kurnaul canal, 

12G. 

exi)lanation of these effects, 

127. 

estimates of Kurnaul, 127. 

in the villages of ^Mysore, 

how and by whom regulated, 
In. Hoc. No, vL, 92. 

of the Punjab, report for 

1856, In. Hoc. No. xviii., 57 — 
62. 

works in Punjab, In. Eec. 

No. ii., 132, 140. 

memo, on construction of 

tanks for, Bom. Eec. No. vi., 
passim. 

works in the neighbour- 
hood of Mundlaisur, N. W. P. 
Eec. vol. ii., 18. 

reports and maps of the 

Madras Presidency, 1. 

in Tanjore, 1 . 

in the Madras Presidency, 

niomo. by Mr. L. Best, the 8ecre- 
tai-y to the Board of Eevenue, 
10 . 

the nature of sluices, 11. 

by tanks often combined 

with that by rivers, 12. 

by rivers requires more 

knowledge than that by tanks, 

12 . 

channels, the mode of their 

construction and their uses, 12, 
works in the Madras Pre- 
sidency mostly old and construct- 
ed by natives, 14. 
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Irrigation in the Madras Presiden- 
cy, ineaniug of the term anicut, 
N. W. P. Kec. vol. ii., 15. 

object of an anicut, 15. 

anicuts where generally 

useful, 16. 

plan of proposed reservoir 

for Soorumputty, 16. 

plan of a sluice for regu- 
lating the water in the channels 
of the Tanjore district, 16. 

— ^ plan of a sluice in a tank 

of the ilellary district, 1 6. 
plan of a sluice of irriga- 
tion in a tank of the first class, Id. 

by river and channel, the 

most perfect specimen of, 17. 

in the vicinity of Mundlai- 

sur, 18. 

map of Mundlaisur, 18. 

section of weirs in the tank 

of Mundlaisur, 1 8 

of Tiirrai lands in the Zil- 

lah Bareilly, report by Captain 
W. Jones on the, 20. 

map of head of the Kitcha 

canal with dam and escapes, 26. 

map of tlie sluice and weirs 

of the Kitcha canal, 26. 

i)lan of the sluice at the 

liead of tlio Kitcha canal, 26. 
section of the sluice erect- 
ed at the head of the Kitcha 
canal, 26. 

in the Turrai lands exceed- 
ingly defective, 20. 

some means should be 

devised fi)r the proper distribu- 
tion of water, 29, 30. 

the dam across the Dliora, 

30. 

; — advances made in 1847 in 

Bohilcund, 35. 

bunds of the Delhi dis- 
trict, 36. 

— — report on tlie Khirkee 

bund, 36. 

fault in all the bunds of 

the Delhi district, 37. f 

V 


Irrigation, report for cutting a tm- 
iial from the left bank of the 
Sutlej near Tihara below Loodi- 
anah, N. W. P. Rec. vol. ii., 
44. 

of valleys by canals, 52. 

skctcli of the system pre- 
vailing in the Upper valleys of 
the Kaiigra district, <66. 

works specially wanted in 

the Bellary district. Mad. Kec. 
No. X., 63. 

statement of its extent and 

tlie derivable revenue in the Bel- 
laiy district, 52. 

of Nortli Arcot, statement 

for 1852 shewing the results of 
certain works, 08. 

in Salem in 1852, 110. 

of the Coimbatore district 

in 1852, 140. 

w^orks in the district of 

Coimbatore in 1852 and their re- 
sults, 157. 

works in the Madura and 

Tinncvelly districts from 1837 to 
1852, 170. 

* and navigation in the cen- 

tral Delta, report on works and* 
estimates for 1855-56, Mad. Kec. 
No. xviii., 6, 36. 

statement shewing the 

expenditure in the Coimba- 
tore district and the results 
up to 1853, Mad. Kec. No. ix,, 

I 60. 

j works in North Arcot and 

their results up to 1855, Mad. 
Kec. No. XV., 104. 

in Kolhapoor, Bom. Rcc. 

No. viii., 84. 

sluices between Red Hill 

lake and Madras, estimates and 
plans for, Mad. Kec. No. xi., 
116. 

— in Cliandookah, Bom, 

Kec. No. xvii, vol. ii , 735. 

tanks discussed, Bom. Rcc. 

6, passim. 
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Islands, rocks, shoals and coast line 
of the Persian Gulf, Bom. Ecc. 
No. xiciv., 534 — G34. 

Issues drawing of, Ben. Eec. No. 
xvi,, 25 . 

Istumraree tenure, N. W. P. Ecc. 
vol. i., 118, 120. 

J 

Jackson, Mr. Welby, ” report on a 
tour of inspection, Ben. Eec. No. 
xvi., 1. 

— Mr. Welby, report on Dar- 

jeeling, Ben. Eec. No. xvii., 
passim. 

Jack trees, value of produce, Ben. 

Ecc. No. iv. App. P. 

Jacob, General, in command of the 
Sind Irregular Cavalry, his cor- 
respondence with Government 
relative to certain statements 
made in the report of tlie Pun- 
jab Administration concerning 
Puejab Irregulars, In. Eec. No. 
xviii. Addendufn xiv. — xxv. 

in Upper Sind, Bom. Eec. 

No. xvii., 123. 

Jadec villages, nature of land 
< tenures in. In. Eec. No. xi., 9G. 
Jagbires and ijensions of the Pun- 
jab, rejwrt on, In. Eec. No. vi., , 
143--14G. I 

• dependent of Kolhapoor, 1 

Bom. Eec. No. viii., 294, 300, 
547 _ 559 . 

and pensions in the Pun- 
jab, report on. In. Ecc. No. ii., 
119—124. 

ori^n of landed grants in 

the Punjab, 119. 

" ' classification of grants in 

Punjab both in land and cash, 
120 . . 

' enquiry into these grants 
how conducted, 121. 

grants on account of Mili- 
tary or Civil Service, 122, 

feudal grants, 122, 


Jaghires grants to influential land- 
holders, In. Eec. No. ii., 123. 
secular and religious en- 
dowments, 123. 

to objects of charity and 

to religious persons, 123. 

. amount of gi’ants under 

investigation in the Punjab, 124, 
to village ofticers in Cut- 
tack, Ben. Eec. No. iii., 23. 

Jails, report on the jail at Man- 
bhoom, Ben. Eec. No. xx., 10. 

plan of the jail at Maii- 

bhoom, Appended. 

report on the jail at Chota 

i Nagpore, Ben. Eec. No. xx. 
Part ii., 27. 

plan of the jail at Chota 

Nagpore, Appended. 

report on the Hazaree- 

baugli jail, Ben. Eec. No. xx. 
Paitiv., 38 — 4G. 

and their management in 

Mysore, In. Eec. No. xi , 83 — 89. 

of the Bangalore Division, 

' 83—85. 

of the Astagram Division, 

85. 

of the Cliittledroog Divi- 
sion, 8G. 

of the Nuggur Division, 8G. 

report on the jail expen- 

ditui-e of Punjab, In. Eec. No. 
vi., 7G. 

report on jail labour in 

the Punjab, 77 — 79. 

report on jail education in 

the Punjab, 79. 

report on the sickness and 

casualties in the Punjab, 7 8. 

report on the Lahore jail, 

151. 

report on the Mooltan jail, 

its cost, 151. 

report on the Eawul Pin- 

dee jail, 151. 

method of their construc- 
tion in the Punjab, 152. 

of the Punjab, report for 
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1854-55, 111 . Rec. No. xviii., j 
18—21. ! 

Jails of the Punjab, employment of 
prisoners in the, 20. 

the principles of construc- 
tion of new Punjab, In. Rec. No. 
ii., 69. 

the advantages in the 

Punjab of a central jail, 70. 

the mortality, clothing and 

hospital management of the pri- 
soners in the Punjab, 70, 71. 

real cause of tlio mortality 

in the Lahore jail, 7 1 . 

■ — the services of Dr. Hatha- 
way in medical charge of the 
Lahore jail, 73. 

report on the jail of Kol- 

Lapore, Rom. Rec. No, viiL, 
113, 212. 

their connection in Bengal 

with the police, Ben. Rec. No. 
xvi., 40. 

the discipline in, 40. 

the expenditure in Bengal 

on, 47. 

Jak lead mine, report on, In. Rec. 
No. xvii., 76. 

Jam of the Jokees, 669. 

Jam trees value of produce, Ben. 
Rec. No. iv. App. F. 

James and Mary shoal caused by 
Roopnarain rather than by Da- 
mooda, Ben. Rec. No. xv., 41. 

James, Lieutenant Hugh, on per- 
gunnah Chandookah, Bom. Rec. 
No. xvii. vol ii., 711. 

Janapa nar fibre, report on, Mad. 
Rec. No, xxiii., 23, 31, 105, 
133. 

Janapoonar fibre, see Shenul. 

Janapum or Luna fibre, 26, 34, 38. 

Janee Khail tribe, report on the, 
In, Rec. No. xii., 96. 

Janoolnoo fibre, notes on, Mad. 
Rec. No. xxiiL, 4, 5, 16. 

Jayamungaley stream. Mad. Rec. 
No. X., 50. 

Jehaudad of Tumoulee, report on 


British coiinoctioii with, In. Rec. 
No. xii., 45. 

Jeitpoor, pergunnali, brief notice of 
the, N. W. P. Roc. Part xix., 
417. 

^ causes of its impoverished 

state, 417. 

the lakes of, 417. 

its sui)ply of water greater 

than necessary, 418. 

proposal for increasing the 

number of bunds, 418. 

Jckranees, Bom, Rec. No. xvii., 
155. 

Jellamoolah Estate in Midnapore, 
Ben. Rec. No. iii., 4i). 

Jcllinghee river, C/aptain Lang on 
the, Ben. Rec. No. ii., 37. 

importance of the, 37. 

maps of, Appendod. 

— for furtlicr information, scO 

Nuddoa Rivers. 

Jenkins, Major F., on Kooch Behar, 
Ben. Rec. No. v., 19. 

Major,^ report on Assam, 

Ben. Rcc. No. xL, 38. 

Jeringhee to Koyaguda, report on 
the route from, Mad. Rec. No. 
xxiv. vol. i., App. 4, xix. 

Jerruk to Kurrachee, routes from, 
Bom. Rcc. No. xvii., 250. 

description of, 254. 

map of, 255. 

Jervis, Colonel, on Boivibtiy Teak 
forests, Ben. Rcc. No. ix., 
250. 

Jetties described. Bom. Rec. No, 
xvii., 155. 

Jewarjee, report on tank at, Bom. 

Rec. No. vi., 3 — 7. 

Jhansie as a commercial town, N. 
W. P. Rec. Pari xix., 424. 

its history, 424. 

— ■ its importance, 424. 

its traffic, 424, 425. 

its population, 424. 

tabular returns for 1850 to 

1854 of suicide in, N. W* P. 
Rcc. Part xxi., 522, 
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Jliansie, Lord Dalhousic on the i 
mode in which the chiefship wan 
obtained, In. Ilec, No. xiv., 7. 
Jliareejaa of Pahlunpore, report on 
the practice of female infanticide 
amongst the, Bom. Kec. No, xxv., ! 
142—187. I 

— — substance of a pro(;lain.a- i 
tion issued to tl }0 chiefs for sup- | 
pression of female infanticide, j 
16G. 

agreement entered into 

with their chief for the sup]>res- 
sion of female inhinticide, 174, 

181. 

■ population of Pahlun]>ore 

superintendency for 184o, J42, 
143. 

ib. for 1840, 147, 148. 

ib. for 1849, 1/55, LOO. i 

ib. for 18.31, 101, 10::^. i 

ib. for 1852, 171, 172. j 

— tiibe, historical notice of ( 

the, Bom. llec. No. xv., 7 — 09. 

— note by Dr.|^ViLson on tlie 
early history of, 8. 

review of the state of so- 
ciety in.Kutch during the period 
preceding 1810, 33. 

female infanticide, notice | 

of the practice of, 34. I 

their feelings towards their i 

female ofFsi)ring, 33. i 

— " tribe, iirevalonco of the i 
crime of female infanticide in ■ 
Kattiawar, 30. , 

— agreement of tlie Jharceja 

Bhayard of 1819*,* 03. 

renewed engagement of 
1840, 03. 

peculiarities in the posi- 
tion of Kutch with regard to the 
marriages of the, 04. 

agreements entered into 

by the Jharceja chiefs, 04. 

renewed engagement re- 
nouncing female infanticide en- 
tered into on the 23rd of March • 
1840 by the chiefs of the, 314. 


Jhareejas, engagement entered into 
oil the 9th October 1820, re- 
nouncing infanticide by the 
chiefs of the. Bom. Bee. No. xv., 
313. 

extracts from a docu- 
ment under date 24th Novem- 
ber 1832 written by tlic chiefs 
of the Jharceja against Suttee, 
317. 

proclamation by the Bao of 

Kutch against iSuttee, 319. 
Jhclum division, proceedings in 

1854 for the suppression of 
female infanticide in the, Sel. 
Cor. of Punjab Adiiin. vol. ii. 
Part ix., 1()1. 

report on improvements 

instituted during 1834-33 in 
tJio, Sel. Cor. of Jhmjab Admii. 
vol. iii. Part ii., 140. 

— road report, 140, 143, 149, 

133. 

buildings and groves re- 
port, 141, 143, 151, 134. 

bridges report, 140, 153. 

ferries report, 134. 

division, report on the re- 
venue ill 1833 of the, In. Bee. 
No. vL, 111. 

di.strict, report of the re- 
venue, 112. 

inetticient balance, 1 1 3. 

its ])upuljitiori, area, reve- 
nue and villages, according to 
the census of 1833, In. Bee. No. 
xL, 9. 

the population in 1835 of 

the town of, 21. 

statement of the chief 

towns and their population in 

1855 throughout division, 29. 
division, census returns of 

1833, In. Bee. No. xviii., 100. 

embankment of the Lahore 

and Peshawur road, In. Bee. No. 
vii., 3. 

division of the Lahore and 

Peshawur road, report on, 7. 
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Jlielum division of the Lahore and 
reshawui* road, report on the 
bridge of boats, In. llec. No. 
vii., 18. 

statement of the district 

roads in the division, 09, 70. 
Jhung district, iinproveinent report 
for 1854-5d, Sel. Cor. of Punjab 
Admii. vol. iii. No. ii., 170. 

• report on the Tiilicc tax, 

8el. Cor. of Punjab Adinu. vol. 
i. No. ii., 10:5. 

■— district, report on the re- 
venue of, In. Kec. No. vi., 117. 

inelficient balance in 1853 

of, 118. 

statement of district roads 

in, In. Kec. No. vii., 08. 

Jilladoo, see Yercund Nar. 
Joasinees, account of, Bom. Kec. 
No. xxiv., 102. 

— chronological order of 

events from 1705 to 1843 con- 
nected with the, 129 — 139. 

notice of pirates, 175. 

their Shaikhs, territories 

and population in 1854, 293. 

their Idstory from 1747 to 

1853, 300—359. 

their territory, 300. 

their attack upon the 

Vijter, 301. 

they capture two vessels, the 

Shannon and the Trunma^ 303. 

they restore the vessels, 

304. 

tliey make their first aji- 

pearance as pirates in 1808, 
304. 

they capture the Sylph 

cruiser, 305. 

they are defeated by the 

Persians at Lingah, 305. 

they are attacked by the 

British at Kasoolkhynia, 305. 

the Shaikh of Kasoolkhyma 

demands a tribute from riovcrn- 
ment to allow Britisli ships to 
navigate the Persian Gulf, 300. 


Joasmees, their history, all the es^ 
sential objects of the attack bj) 
. the British fully attained, Bonn 
Kec. No. xxiv., 30(5. 

the co-operation of the Bri- 
tish Avitli Imaiuu for the capture 
of Shinas, 30G. 

they again appear as pirates. 

307. 

their expedition against 

Kasoolkhyma, 308, 

tlieir 1‘eligion compelled 

tJiem to make war u})on Ma- 
li omedan KStates of the (lulf, 309. 

tlieir renewed and flagrant 

act.s of piracy on vessels sailing 
under the British flag, 310. 

they engage and defeat the 

Imauni’s fleet very nearly cap- 
turing the (kiroline of 32 guns, 
311. 

they capture three vessels, 

murder the crew and entail a 
loss of ten laklis on the owners, 
311. ^ 

they capture the Company’^ 

armed boat the Turraroiv^ 311. 

failure of the expedition 

sent to Kasoolkliyma to obtain 
redress, 311. 

they burn the villages in 

Bush cab, 312. 

an expedition of three ship? 

of war and three thousand five 
hundred soldiers sent against 
the, 313. 

success of the expedition 

and conclusiofftil a treaty, 314. 

their mode of life, theii 

sliips and renewed acts of piracy, 
31(5. 


the Imaum demolishes the 

fort of Derail, 320. 

capture of Debaye by 

Bhaikli Tahnoon, 321. 

mediation of the British, 

321. 


renewed acts of piracy, 

321, 
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Joaemees, description of Rasoolkhy- 
nia, Bom. llec. No. xxiv., 322. 

daring act of piracy, o 22. • 

— • insult to tlie ship Sunhury, 
323. 

tribute paid by the Imamn 

to the chiefs, 324. 

renewed acts of piracy, 

325, 

tabular view of inhabitants, 

houses, and date trees of the 
Joasmee ports in 1826 contrast- 
ed with the same in 1831, 326. 

they declare war against 

the Beniyas, 329. 

acts of piracy, 329. 

— they assist the Go vein or of 
Bushirc against the Persians, 
331. 

their attack upon the Beni- 
yas’ c>apital, 332. 

acts of piracy, 334. 

their quarrel with the 

♦Shehaheen tribe, 335. 

despatch cii||^ fleet to attack 

Amulgavine, 3387 

the delivoiy of Shargah to 

his son Suggurbiu Sultan by the 
Shaikh Sultan, the Cfliief of the, 
339. 

— the taking of Shargah by 

Shaikh Sultan, 340. 

Shaikh Sultan enters into 

a treaty with the Beniyas cliief to 
attack Debaye, 340. 

Shaikh Sultan breaks his 

engagement, 3-^. 

act of i#a?y, 341 . 

a squadron consisting of the 

Auckland steam frigate, the 
Coole slooj) and the Tigris brig 
. are sent by British Government 
to demand reparation froin the 
Biddah Shaikh for his repeated 
acts of piracy, 341. 

— — - success of the squadron, 
342. 

establishment of maritime 

truce for ten years, 344. 


Joasmees relation of the maritime 
truce. Bom. Rec. No. xxiv., 346. 

interference of the British, 

346, 348. 

death of the chief of Shar- 
gah, 349. 

act of piracy committed by 

a Basoolkhyma boat, 356. 

British Agent at Shargah 

insulted, 357. 

they make a treaty in 1853 

with the British, 359. 

Jodhpore, genealogical table of the 
house of, Bom. lice. No. xii., 
253. 

Johnstone, Captain, on Nerbudda 
Coal, Bom. Bee. No. xiv., 58. 

Jooa river, remarks upon the, N. 
W. P. Bee. Part xxii., 9. 

Jotedars in Sikhim Morung, Ben. 
Bee. No. V., 12. 

Joteebas Hill in Kolhapoor, des- 
cription of. Bom. llec. No, viii., 
319. 

Jounporc, repoit on the frequent 
transfer of proprietary title in, 
N. W. P. Rec. Part xxiv., 227. 

Journal of Lieutenant Carlcss 
while surveying the Indus in 
1836-37, Bom. Rec. No. xvii. 
voi. ii., 513. 

of Captiiin L. Brown, Bom. 

Rec. No. xvii. vol. i., 163. 

Journey of Lieutenant Carless 
through ’ Lus, 3 U 9 — 3 1 3. 

of Lieutenant Carless 

through Sonmeanee, 326 — 339. 

from Khelat to Sonmeanee, 

370. 

Jowar estate, rough notes by Mr. 
Save lie Marriott submitted to 
Government in 1823 on. Bom. 
Hoc. No. xxvi., 13 — 20. 

letter from Mr. Mai*riott 

dated 2nd January 1823, 14. 

memo, annexed to letter, 

19. 

disturbances of, 17, 18. 

— settlement of, 19. 
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Jowar Estate, present state of tiie, 
Ben, Eec. No. xxvi., 20. 

rough notes by Mr. Show- 

ell submitted to Government in 
1853, 22. 

name, title and age of the 

chief in 1853, 22. 

U:iual place of residence, 

male issue and principal persons 
of tlie Court of the Chief in 
1853, 22. 

estimated area, revenue, 

bouiidiries, soil, resources, 
routes and roads, 22. 

climate, religion, language, 

tribes, castes and justice, civil 
and criminal, 23. 

]uinishments, education, 

vaccination and prevalent di- 
seases in the, 2-1:. 

map of the state of, 12. 

Jowarce, mode of its cultivation in 
Kolhapore, Uom. llec. No. viii., 
51. 

Jubboogi'aum, pcrgunnali, its asvsoss- 
nieut^iii lcS22, JSl. W. T. llec. 
Part xix., 530, 550. 

Jubbulporc to Mirzaporc, report of 
the line from, Bum. llec. No. 
xix., 43. 

to W^asindree, abstract esti- 
mate of a single lino from, 10. 

school of industry, pa2>er3 

relative to the, la. Hoc. No. xv., 
1—34. 

for what purpose it was 

established, 2, 7. 

liow it «>rigiuated, 2. 

tl)e school should be dated 

from 1837, 3. 

articles manufactured at 

the, 3. 

— the greatest difhculty to be 

contended against, 4. 

aj^provers bow treated, 4. 

they are taught to make 

carpets and tents, 9. 

number in the school in 

1847 , 10 . 


cTubbulpore school of iiidostty, a 
is invited from Kidder- 
minster to teach carpet making, 
In. Rec. No. xv., 13, 18. 

its financial state in 1848, 

14. 

the demand for goods in 

1850, 14. 

its financial state at closo 

of 1850, 15. ' 

sons of dacoit approvers 

employed in making lac dye at, 

15. 

ar'ielos ]iiannfactured ar:d 

di 4 >osed of clurhig 1851, 16., 

its liiiaiicial state at closo 

of 1851, 17. 

memoranda of accounts 

from 1845 to 1853, 32. 

the number and various 

avocations of the ap 2 )rovcrs and 
tlieir sons, and the number of 
young men who have failed to 
learn trades, A|>p, 3, 28, 20. 

nieuKjbinda shewing the 

way in which a])i>rovers are ein- 
2 >loycd, A])p. 1, 25, 26. 

accounts of school in 1848 

and ill 1853, Ap2>. 3, Apj). 4, 
20, 3U, 31. 

British rule how introduc- 
ed in, N. W. B. llec. Part xxvi., 
286. 

courts and districts of the 

division of, 202. 

Ju<lge, Low the evidence should 
be summed u]) for an Indian 
jury by a, N. W. P. Rec. vol. i., 
33. 

Judges, Native, good character of 
the, Ben. Rec. No. xvi., 22. 

should visit subordinate 

offices, 22. 

Comjiany’s, their merits, 

N. W, P. llec. vol. i., 20. 
Judicature ill Mysore, memo, shew- 
ing the system of, In. Rec. No. 
xi., 64. 

Judicial records of Government of 
Q 
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North Weyt Provinces, N. W. 
P. Ilec. voL i , 1 — 67. 

Judicial statistics of the Punjab, 
their preparation, In. Rec. No. 
vi., 79. 

business in the Punjab for 

1852, 1853, 81—83. 

returns for the Peshawiir 

division, 8(). 

statistics of Suuibulpore, 

Ben. Rec. No. xi., 19. 

procedure requires simpli- 
fication, Bon. Rec. No. xvi., 16. 

Commissioner of the Pun- 
jab, his position and functions, 
In. Rec. No. vi., 3. 

— procedure in the Punjab, 

In. Rec. No. ii., 107. 

system of Kutch, Bom. 

Rec. No. XV., 74. 

Judoons, report on British connec- 
tion with the, In. Rec. No. xii., 

5. 

Jugpoora river, its character, N. W. 
P. Rcc. Part xviii., 376. 

Jngroca, pcrgunnali, statement of 
its villages which pa}^ tribute to 
Govemincnt and to their patels, 
N. W. P. Rcc. No. xix., 564. 

its assessment in 1822, 

539, 556. 

Jiilluiider Doab, the fertility and 
chief cities of -the Cliaiu}Kiign of 
the, 111. Rec. No. ii., 171. 

Allowala torritoiy, Go- 
vernors appointed by the 
Seikhs, 172. 

— improvement report for 

1854-55, Sel. Cor. of Punjab 
Admn. vol. iii. No. ii., 89. 

report by ^Ir. Brereton on 

the coiners of, Sel. Cor. of Pun- 
jab Admn. vol. i. No. ii., 81. > 

■ report for 1853 on the re- 

venue of the district of. In. Rec. 
No. vi., 102. 

■ — '■ inefficient balance, 102. 

■ the population in 1855 of, 
In. Rec. No« xi., 21. 


Julpye lands, Ben. Rec, No. xiii., 

5. 

Jumboseer, library at, Bom, Rec. 
No. xvi., 34. 

Jumna canals, report on the, N. W. 
P. Rec. vol. ii., 57. 

how far they influence the 

capabilities of the river, 57. 

canals, effect of closing 

them on the river, 52, 57, 58. 

diagram shewing the effect 

of closing the, 58. 

deduction from the experi- 
ment of closing the, 59, 60. 
sketch shewing the posi- 
tion of the bridge of boat^ 
across the, 72. 

di\ and cr. account of the, 

111. Rcc. No. xiii., 33. 

river between Agra and 

Ooreali, report dated 1840 on 
the, N. W. P. Rec. vol. ii., 
201 . 

section of the river taken 

at the Taj on the 6th of March 
1840, 201. 

— section of the riv5r taken 

one mile below Bickrainpoor, 
20L 

river, section at middle of 

sands just above the mouth of the 
Chumbul, 201. 

without rocks and rapids, 

201 . 

— bed of river in a nearly 

permanent state, ^1. 

surface velocity of the, 201. 

its channel during the 

rains, 202. 

character of river between 

Agra and Buttaisur, 202. 

character of river between 

Buttaisur and the Chumbul, 202, 
character of the river be- 
tween the Chumbul and Bhudeyk, 
202 . 

distance by river between 

Agrar and Bickrampoor, 203. 
^loss by evaporation, 203, 
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Jumna river, how sands may be 
prevented farming, N. W. P, 
Kec. vol, iL, 205 , 

how the motion of sands 

may be observed, 206. 

im})cdimcnt arising from 

kunkur reefs, 206. 

how the windings of a ri- 
ver may be made advantageous, . 
207. 

methods to be \iscd for im- 
proving the navigation of the 
river, 207. 

how the channel of the ri- 
ver may be changed, 207. 

how the breadth may be 

contracted, 208 

how th(’ bods of rivers may 

bo dce[)eued, 209. 

saving eiiceted by the pro- 
posed iinpn^vcmciits of the, 
210 , 

report by Major Smith 

on the foregoing report, 211. 

• report on the breakwater 

at Agra in the, 224. 

Jungle dues of Kuruaiil, N. W. P. 
Kec. vol. i., 130. 

Junjeera, notes by Mr, 4, K.,8eton 
Karr, Ckdleetor, and by Mi*. R. H. 
Showcdl, Deputy Collector of . 
Tanna, submitted to Cu^'e^nmcnt 
in June 18o4 and January 
I 80.3 on, Bom. lice, jNo. xxvi., 
1 — 12 . 

rough notes by Mr. Seton 

KaiT, 1 — 3 

map of, 3. 

the N invab of, 3. 

the Nuwab’s lialf brothers, 

4. 

British political relations 

with, 5 , 

^ estimated revenue, area, 

boundaries, 5 , 

• nature of soil, resources, 

climate, population, G. 

educational measures, pu- 
nishments, diseases, 7. 

Q3 


Junjeera, notes by Mr. R. H. Show- 
ell, ..Bom. Kec. Ko. xxvi., 7. 

treaty of alliance concluded 

oil the Gth of December 1733 on 
the ])art of the East India Com- 
pany with the Seedees of, 8. 
separate engagements be- 
tween the Govenmioiit of Bom- 
bay and Junjeera, agreed to and 
signed at the same time as the 
foregoing, 1 1 . 

Juima sacrifioc, human, so-called, 
In. llec. Ko v., 123. 

Junpum fibre, report on, Mad. Kec. 
JSiO. xxiii., IIG. 

Juries, Indian, rules regarding, In. 
Koc. A^o. ii., 77. 

Indian, how the evidence 

should be summed up by the 
Judge for, A". W. P. Kcc. vol. i., 
33. 

Indian, not dishonest, 20. 

hard to convince, 21. 

moral ellcct from the use 

of Indian, 21J 22. 

Indian, aj*c w'oi’thy of cre- 
dit, 24. 

how they should be em- 

pamielod, 30,31. 

lime of summoning, 30. 

what number should com- 
pose the Indian, 31. 

challenges are of two kinds, 

31. 

how far challenges should 

be permitted, 31. 

Indian, in special cases^ 

Ben. Kcc. No. xvi., 23, 
Jurisj)rudence of Chandookah, 
Bom. Kec. No. xviL voL ii„ 
743. 

Jurors when called,^ the treatment 
of, N. W. P Kec. vol. i., 32. 

Mahomedans, how far it 

should be permitted to retire at 
the hour of prayer to, 33. 

general fitness of the mid- 
dle class of the natives for the 
office of, 19 . 
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Jurors will at first attend unwil- 
lingly, N. W. R Rec. vol. i., 22, 
25. 

often shrink from the odi- 
um of ail honest verdict, (Note) 
page, 21. 

their demeanour when as- 
sembled, 25. 

■ at Saliarunpore, no difficul- 

ty found in obtaining, 25. 

Hindoo jurors take less 

share in the lU’oceedings tJian 
the Maliomedaii jurors, 25. 
no diflercnee bet^veen Hin- 
doo and Mahomedan jurors 
amongst the educated, 2G. 

number umally employed 

by Sessions Judge of Fiittehpore, 

2 (>. 

fi'om wdiat class drawn, 2r). 

always instructed to liml 

a general verdict tliough special 
vcj*dict never rtjoetcal, 2G. 

no invariable rule as to 

the jury attendance, 2G. 

rather a[)t to regard them- 
selves as assistant judges, 27. 
their disregard to confes- 
sion of ]i)risoijers, 27. 

Jury trial, notes by Mr. II. Lush- 
ington on, 18. 

— — — ti’ial has ever been familiar 
to the natives of India, 18. 

Indian, how nundi piivatc 

knowledge of facts has a right 
to sway the decision of, H.b 
its analogy to apunchayet, 

19. 

possessing private know- 
ledge of facts and a jury forming 
their opinion upon facts given 
’ in Court, difTerence between a, 

20 . 

trial, less \aaliiable to Eng- 
land than to India, 20. 

trial, is the system to be 

introduced into Lidia, 22 
should be confined to cri- 
minal cases, 22. 


Jury trial, how far the experi- 
mental law of jury trial has 
worked well in India, N. W. P. 
[ Bee. vol. i., 23. 

— opportunities for tamper- 
ing with a jury, few, 24. 

oil tlie wliole preferable for 

the prisoner, 27. 

it will take more proof to 

carry conviction to a jury than 
to a judge, 27. 

— trial, 2>*"^<^'ticability of its 

extension amongst tlie natives of 
India, 28. 

■ who should be declared li- 

able to sit upon, 29. 

tiial if lasting more than 

one day, the jury must be per- 
mitted to separate, 33. 

: a charge to the, what it is, 

33. 

how far unanimous verdicts 

are valualde, 33, 

delivery of tlic verdict, 34. 

a general verdict should bo 

found by, 35. * , 

decisions, liow far they 

.sliould be interfered with, 35. 

7 extract IVom tlu' Register of 

tlic Hudder Court shewing tlic 
com])arativc frequency of trials 
by, :!(». 

Juslqiore, Rajah of, Ben. Rcc. No. 
XL, G. 

its situation and area, G. 

vsum the Rajah pays to Go- 
vernment, G. 

Justice, its administration in Dhul- 
bhooni, Ben. Rec. No. xvi., 
85. 

its administration in Jo war, 

Bom. Bcc. No. xxvi., 23. 

criminal, in the Punjab, 

report on, In. Rec. No. ii., 
49—73. 

civil, in the Punjab, report 

on, 74—79. 

civil difficult to popularize, 

79 . 
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Justice, criminal, of Hazareebaugh, 
report on, Ben. Rec. No. xx. 
Part iv., 2o. 

civile of Hazarecbaugh, 

27. 

in Kutch, how administer- 
ed, Bom. Bee No. xv., 87. 

civil, of ISliinbiioom, report 

on, Ben. liec. No. xx,, 10. 

• criminal, of Manbiioom, 

19. 

civil, of Cliota Nag])orc, ' 

Ben. Bee. iSb). xx. Pari ii., 19. | 

criminal, of Nagporc, 

28. ■ ^ ; 

Lord Lalliousie on Acts rc- 1 


Kaikaree dacoit tribes, report by 
Captain Hervey on the, Bom. 
llec. vol. i., 1 — 24. 

their slang language, 2, 

19, 20. 

narratives of various mem- 
bers belonging to the, 7. 

divLion of the country 

amojig gangs and leaders, IG. 

mode of selecting a house, 

IG. 

in'olimin.ary ccrcTnonics be- 
fore comrniiting a biirglaiy, 17. 

wcapoiiH used, 18. 

ai^strilnitioii of tiie boot3% 

18. 


lating to criminal justice passed 
during Ids adniiiiLstratiou, In. 
Bee. No. xiv., 72. 

► Lord Dalliousic on Acts 

passed during liis iidndidst.ratiou 
relating to civil, 73. 

Jyntoah lulls, coal in the, Ben. 
Bee. No. xiiL, 4o. 


K 


I classes recognised amongst 

I the, 21. 

I mode of worshipping Bho- 

i wanec, 22. 

' Kala viaduct on the Lalioro and 
Pesliawur road, In. Bee. No. 
vii., 11. 

Kalabagli, revenue from, In. Bee. 
No ii., tS9. 

Kala pun iij caste described, Bom. 
Bee. No. ii., 3. 

their European protectors. 


Kaghan Syuds, report on them and 
their comiection with the Bri- 
tish, In. Bee. No. xii., 4*5. 

report on tlic, lii. Bee. No. 

vi., 5. 

■ glen of, In. Ilcc. No. ii., 

14. 

Kagul, a dependent Jaghirc of 
Ktdhapoor, report in 1854 on, 
Bom. Bee. No. viii., 554. 

report on, 29G. 

its description, 125. 

Kalian tin mine in Teiiasscrim, 
Ben. Bee. No. vi., 10. 

Kahun, Captain Brown’s defence 
of, Bom. Bee. x\o. xvii., 164. 

described, 1G7. 

— siege of, 1G7. 

^ report on the fort and val- 

‘ ley of, Sel Cor. of Punjab 
Admn, voL iii. Part iii., 211. 


! 

Kam 2 >tec dis])onsary, rej^ort for 
I 18.>3, Mad. Bee. No. vii., 38. 
j Kamruo}), Assam, Ben. Bee. No. 

I xL, 44. 

Kamiiii river, N. W. P. Bee. Part 
xviii., 377. 

dU}iensary, report for 1854, 

Mad. Bee. No. xxi., 39. 

Kandahar trade with Shikarporp, 
Bum. Bee. No. x\ii., 90. 

Kaiideish petty states, brief notes 
by Mr. S. Maiislieid submitted 
to Government on the 22nd of 
September 1854, Bom. Bcc. No. 
xxvi , 179 — 199. 

report by the same gentle- 
man .submitted to Government on 
21st of Juno 1854, 1G3 — 178. 

notes on the Dang country, 

164—167, 179—184, 
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Kandeish, notes on the petty state 
of Soorgaua, Bom. Bee. No, 
xxvi., 16d — 173, 180, 

'-i— notes on. the Meliwassee 

chiefs, 173—178, 188—195. 

the Blieel tribes, historical 
sketch by Captain D, C. Graham 
down to 1845, 201—252. 

notice of the Bheels un- 
til the commencement of the 
amelioration system in 1825, 
202 . 

the conciliatory policy to- 
wards the Bheels with its re- 
sult, 213. 

continuation by Captain 

Rose of the liistoiy of the Bheels, 
224. 

synopsis of the Bliocl set- 
tlement and of the principal 
events from 1818 to clo.so of 
year 1855, 221). 

continuation of tlic forc- 

goiiig synopsis by Cuptaw J. 
Rose, 237. 

specimen of the language 

used by BJieels in secret convej-- 
satioiis, 241. 

register of the di-iposal of 

the most ft)rmidable of tlie Bliecl 
leaders, 243. 

— incuioranduni up to 1843 

of the force employtid for the 
protection of the three districts 
of the Southern Agency, 244. 

statement of advances to 

and balances due by the Bheel 
Colonies under the Kunhur Agen- 
cy in 1843, 245. 

statements of the strength 

of the Bheel corps in 1843 and 
1856 with tlie stations of the de- 
tachments, 246, 247, 248. 

statement of advances to 

the colonists under the Kunhur 
Agency from its establishment 
up to July 1855, 252. 

Kangoondy Coopum to Vaniem- 
baddy, survey of line of railway 


from, Mad. feiih Sept, fof 1853^ 
230,233. 

Kangra district, mema on the sys^ 
tern of field measurement pur- 
sued in the, Sel. Cor. of Pn^ab 
Admn. vol i. Part L, 25. 

papers connected with the 

cultivation of tea in the district 
of, Sel. Cor. of Punjab Admu. 
voL i. No. V., 294. 

rcj)ort on the tea planta- 
tion at Holta, 296. 

the three divisions of the 

valley of, 300. 

report by Mr. D. McLeod 

on tea cultivatitni in, 335. 

— expenses of the tea planta- 

tion at Jlolta, 305, 344. 

improvement report for 

1854-55, Sel. Cor. of Punjab 
Admn. vol. iii. Part ii., 102. 

proceedings in 1854 for 

the sup]>rcssion of female infan- 
ticide in, SeJ. Cor. of Puijjab 
Admn. vol. ii. Part ix., 216. 

f>rts maintained, In. Rec. 

No. vi , 31. 

report on the roads in, 

108. 

report on the revenue of, 

103. 

inefficient balance of, 104. 

Alpine region of. In. Rec. 

No. ii., 170. 

system of irrigation pre- 
vailing in the upper valleys of 
the, N, W. P. Rec. vol. ii., 
56. 

Kangurh district, improvement re- 
port for 1854-55, Scl, Cor. of 
Punjab Admn. vol. iii. Part ii., 
164. 

— ■■ - - district, report for 1853 on 
the revenues of the, In. Rec. No, 
vi., 119. 

inefficient balance, 120. 

Kaiikruj, report on situation, soil, 
productions, rivers, roads, towns, 
population, language, revenues, 



police, Bom. Rec, No. xxv., 
48, 51, 83--85. 

£aiikraj,listof talookas and villages 
with the names of the chiefs to 
whom they belong &c., as they 
stood in 1842, Bom. llec. No. 

XXV., 116 --~ 120 . 

Putta of Thurra, descrip- 
tion of, 49. 

native force at, 50. 

Kannee forests, report on. In. Bee. 
No. ix., 99. 

Kapsee, a dependent Jaghire of Kol- 
hapoor, report in 1854 on, Bom. 
Bee. No. viii., 556. 

name, age, and title of the 

then chief, 556. 

usual place of residence of 

the chief, 556. 

names and ages of legiti- 
mate male issue, and of the prin- 
cipal persons of the Court, 
556. 

the annual tribute of, 556. 

— - estimated gross aimiial re- j 

venue, 556. 

boundaries of territory, es- 
timated area, prevailing nature 
of the soil, means of irrigation 
and general features of the coun- 
try, 556. 

natural and industrial re- 
sources, 556. 

means of communication 

and climate, 557. 

population, religion, tribes, 

caste and language, 557. 

— — civil and criminal justice, 

nature of punishments awarded, 
557. 

educational measures, pro- 
gress of vaccination and preva- 
lent diseases, 557. 

— report on, 299. 

Karcen forests, report on, 99. 

Karens, their habits, In. Bee. No. 

XV., 39. 

Karrack island, an account of, Bom. 
Bee. No, xxiv.; 31, 


Kass, account of* Boih. 

XXV., 20. 

Kateef, an account of, Bom. BfO. 
No. xxiv., 110. 

the citadel of, 100, 

anchorage at, 100. 

route from Hoofoof to,- 

114. 

observations on, 115. 

Kati, Kandeish, described, Bom. 
Bee. No. xxvi., 176. 

notes on, 193. 

Katoor Zemindarec tea plantations, 
report on, N. W. P. Bee. voL 
i., 216. 

Kattiawar, town of, scientific re- 
search made in 1787, Bom. Bee. 
No. xvi., passim. 

Kavcrec river, notice of the. Bom. 

Bcc. No. xxiii., 310. 

Kayur or Karccii forests, report on, 
111 Bee. No. ix., 99. 

Kedgeree telegraph, sec Telegraph. 
Kcdjwaree, moiitii of, Indus, 
Bom. Bcc. No. xvii. voL ii., 
473. 

Kern Kuril, ])roj)rietary rights in the 
mouzali of, N. W. 1*. Bee. vol. 

1., 106. 

Kcnn or Kass, description of, Bom. 

Bcc. No. xxiv., 20. 

Keiui island, its map. Bom. Bee. 
N(c xxiv., 4 4. 

report in 1822 of the island 

of, 45— 48. 

division of the island, 

46. 

description of each division, 

47. 

general appearance, 48. 

Kennedy, Major, on Dainooda 
Bunds, Ben. Kec. No. xii., 75. 

Lieutenant Colonel J. P,, 

on Norbudda valley, Bom. Bee. 
No. xiv., 132. 

Keoiijliur, Bajah of, Ben. Bee, No, 

111., 89. 

Kerraye copper mines, report on, 
In. Kec, No. xvii., 64. 
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Kerraye, report on lead mines of, | 
In. Eec. No. xvii., 75. 

Kliaboung forests, report on the, 
In. llec. No. ix., 96. 

Khadir and Bangur, rates and as- 
sessment of, N. W. P. Ilec. vol. 
i., 125. 

lands of Kurnaul, report 

on, 111. 

— sketch of the rehut water 

wheel in, 112. 

ground plan of the rchut 

water wheel, 113. 

lands, origin of the rchut 

water wheel in, 1 1 3. 

population of, 115. 

villages of, 115. 

• villages how inhabited, 

no. 

holdings of the three castes 

in, 116. 

education in, 117. 

marts «aiid trade, 117. 

prices, 117. 

• religious shrines and festi- 

vals, 117. 

Khaglian Syuds, In. Bee. 

No. vi., 5. 

Khagun, glen of, In. Bee. No. ii., 
14. 

Khalagurh to Kotdwarcc, iron 
found from, In. Bee. No. xvii., 
40. 

Khalsa possession in Kolhaporc, 
report on, Bom. Bcc. JNo. viii., 

2 . 

Khamptis, account of the, B,cn. 
Bee. No. xxiii., 5. 

Bor, tribe of, 12. 

skilful workmen in silver, 

70—120. 

— expedition to country of, 
93. 

spirits manufactured by 

the, 120. 

Khana Burdasht, see Burdasht 
Khana. 

Khanage Terajatland how assessed, 
Bom. Kec. No. xxiiL, 542. 


Khanwa canal, its feiliire, as a 
source of revenue. In. Recf No. 
vi., 116. 

Kliao Mehals in Cuttack, Ben. Bee. 
No. iil, 30. 

Kiharian pass, well in the. In. Bee. 
No. viL, 5. 

masonry works in the, 6. 

Kharij Zeinindarec bunds on Da- 
iiiooda, Ben. B(5c. No. xii., 
62. 

Khelat, Lord Dalliousie on the 
treaty With the Khan of, In. 
Bee. No. xiv., 5. 

to Somneanoo, Outram’s 

journey from, Bom. Bee. No. 
xvii., 371. 

map of route from, 370. 

description of, 135. 

its history, 138. 

treaty with, 142. 

annexed in 18-13, 149. 

Ivhemut iaiooka, lu'port sent to Go- 
vernment in 1854, 111 . Bcc. No. 

XXV., 100. 

Khcrut Sagnr Lake, N. W. P. Bcc. 
No. xix., 420. 

Khiiisand Karens, their habits, In. 
Bcc. No. XV., 39. 

Kliirkec l und, report on the, N. 
W. P. Bcc. vol. ii,, 36. 

fault of the, 37. 

its position, 38. 

plates illustrative of the, 

38. 

escape dam at the, 38. 

Khojul Khail tribe, In. Bee. No. 
xii., 97. 

Khoiids, human sacrifice and female 
infanticide amongst the, In. Bee. 
No. V., passim. 

opeiations of Madras Go- 
vernment for the suppression of 
human sacrifice a])d female in- 
fanticide amongst the, 1 — 72. 

— ; ill the Bengal Presidency, 

human sacrifice and female in- 
fanticide prevalent amongst the, 
72—90. 
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lUionds, operations of the Indian 
Government for the suppression 
of female infanticide and human 
sacrifice amongst the, In. Rec, 
No. V., 90. 

— ceremonies attending the 

foregoing rites, 3, 10, 2G, 73, <Sl, 
105, 117, 123. 

: — best means for suppression 

of these rites, 5, IG, 21, 23, 27, 
31, 37, 58, G2, G3, 74, 83, 
99. 

prejudi(?os of caste have but 

littio influ(!n(!o among tlio, 7. 

rosolntions of JMadras (to- 

veriimeut with regard to, 9, 12, 
20, 29, G3, G5. 

reasons for rite of human 

sacrilicc, 11, 72, 81. 

force iis a means of sup- 
pressing the rite of human sacu-i- 
fice, 11' 28, 59, G2, 75, 82. 

ex] ►editions for the sup- 
pression of human sacrifice', 14, ! 
25, 7«, 8(i, 1:^1, 1:J5, IJO. ' 
■ rescue t>f victims from sa- 

crifice, li, 27, 30, G4, 72, 75, 
79, 8t), 97, 109, 113. 

despatch fi'om tlie Ilou’hle 

Oourt of Directors for suppres- 
sion of the rite, !(>, 38, 97. 

report from the Magistrate 

at (ran jam, 17, 18. 

— - — report from Mr. J3^llmer- 
maii, 19. 

im]>racticability of sum- 
moning witnesses, 19, 

limits of the country of the, 

20 . 

distnets over which the 

rite prevails, 20, 

nature of the country, 23. 

Lord Elphinstoiie’s minute 

on, 31, GO. 

despatch from Government 

of India on, 36. 

orders of ^Madras Govern- 
ment ^\ith regard to, 39. 

— victims for sacrifice provid- 


ed by Panwas or Dombangos, In, 
Rec. No. V., 40. 

Khonds, human saciifice and fe- 
male infanticide, relations of 
Kliond tribes to the Zemindaries 
in which they are severally in- 
cluded, 40. 

religious views of the sacri- 
ficing Khonds, 40. 

religious views of the non- 

sacrificing Khonds, 43. 

tlieii belief that the In- 
dian Government have not the 
right to iatej fere in their prac- 
tice of human sacrifice, 45. 

marriage customs amongst 

the, 47. 

subordinate tribes of, 49, 

51. 

Tnj Rajahs of, 52. 

Government of the, 52, 

57. 

definition of countiy with 

resiKict to the rites of female 
infanticide and human sacrifice, 
54. 

t)urcliaso of human victims 

for sacrifice by the, 72, 81, 114. 

despatch fiom Bengal Go- 

vernineiJt, 74. 

warning notice to Khonds 

by Colonel Guscly, 77. 

resolution of Sui)rcnie Go- 
vernment on I’ite of meriali 
sacrifice, 90, 94, 107. 

formation of agency for 

tlie suppression of meriah sacri- 
fices, 91. 

force as a means for the 

su])pression of hunmn sacrifice 
amongst the, 90. 

^ — the appointment of officers 

for the supj>ression of the rite, 

93. 

salaries of these officers, 

94, 

measures in progress for 

making their language a written 
language. 105. 
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Khoii'ls, their reasons for infanti- 
cide, 111. Ilec No. V., 47, GO, 
107. 

tiie origin of infanticide 

amongst the, 108. ^ 

the extent of infanticide | 
amongst the, 107, 134. j 

— .schools established among.st 

the, 110. j 

— female children now gene- | 
rally preserved, 1:^1. 

tabular view of inerialis 

rescued, 133. 

table slioAving how rescued 

jn(^ri;i]is have been disposed of, 
130. 

■ in Cuttack, taxation of the, 

Ben. Uec. No. iii., 45. 

biiinan sacrifice.s by, 02. j 

Kliooiid cutting near Attok for | 
Laliorc and Pesliawui* road, | 
diagram of, In. Ivcc. No. vii., ; 
25.^ I 

Klioordali in Cuttack, insaiiTcclion | 
pnrtiy caused by a.ssessnieiit, Ben. 
Bee. No. iii., J3. 

pjn tly caused b}’ intrigues 

of Ben.cedi Omlali, 38. 

Klrnn'inu post," In. Ivoc. No. ii], | 
43. ‘ I 

lCuio.dj!al;!:ui’h to Bawul Pindoe, j 
gi‘ant j'oi’ road from, In. lice. 
No. vii.. 32. j 

to Ivoliat, gi’ant for road 

from, «*12, 42. 

Klior Hiassan, sketch of the life of j 
Bahwah Bin Jaubir, cliicf of, 
Beu Bee. No. xxiv , 522 , 

— .sladch of the life of his 

son, 528.. 

an account of, 10, 17. 

Klrosas described, Bum. Bee. ‘No. 

xvii., 155. 

Kbuchiliaree Nucldee* iron stone 
found in a ravine at, In. Bee. 
No. xvii., 5. 

Kliujooroa j^ergunnah 

Cheboo, history of .settlements; 
in, N.W. P. Bee. vol. i., 101. 


KhuIccdsS, report on them and their 
connection with the British, In. 
liec. No. xii., 47. 

Khidlaree, for salt manufacture 
described, Ben. Bee. No. xiii., 
13. 

Ivhundiaparrali, Bajahof, Ben. Bee. 
No. iii., 70. 

Khuntal, its assessment in 1822, 
Bom. Bee. No. xxiiL, 550. 

}‘crgutuiali, statejiiout of 

its villagc.s which belong to 
the Ibijp/'cjda Covoimment, 
573. 

its .soLtleinent in 1822, 

340. 

its customs in 1822, 

555. 

Jvlmivicta, from the Bajali of Baii- 
t)orc, translation of, N. W. P. 
Bee. vol. i., 07. 

Klnirfa Blian, its description, Bom. 
Itec. No. xxiv., 11. 

Kiiuriar, BaJjih of, Ben. Bec.vNo. 
xi., 10. 

]v butt ran tribe, rc[>()rt on tlie, Scl. 
Cor. of Punjab Aclnin. vol. iii. 
J’art iii., 203. 

report on them and their 

conned ion with the IbitBh, In. 
Bcc. No. xii,, 10. 

Kliuttiiks, ref 01 1 on tlio tribe 
and their connection Avitli 
the British, In. Bee. No. xii., 
43 . 

report on them and their 

connection with the Wnzeerecs, 

102 . 

of the Terce country, re- 
port on the Western, vScl. Cor. 
of Punjab Admn. vol, i. Part i., 
32. 

origin of the tribe, 40. 

early history of the tribe, 
40. 

tlicir system of land re- 
venue, 42. 

description of their portion 

of the Kohat district, 52. 
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Khuttuks, the system of revenue as 
maintained in 18t30, Scl. Cor. of 
Punjab Adiuri. vol. i. Part i, 52 

report of the eastern, 61. 

their geographical position, 

Gl. 

general features of the 

country, G!?. 

sub-divisioji of Ihe tribe, 

62. 

• their condilion generally, 

03, 

villages ujider each Khan, 

App. A. 

the plains of KhiUtuk, Gl. 

valuation of Jaghire mere- 
ly nominal, Go. 

cJiaracier of the Khans in 

18;)0, GO. 

retiort on tlio tribe and its 


Kirjim river, Bom. Rec. ifo. xxiii; 

309; 

Kishur island, account of, Boin. 
licc. No. xxiv., 33. 

— ^ deserijjtion of the town of, 

lloni. llec. iNo. xxiv,, 607. 

Kistuah, district. pn])lic works j)ro- 
gress rei»ort for 18o3, lilad. Pee. 
No. XV., d, 39. 

works of irrigation, 39. 

clas^ined statenn'jit of the 

e.vpejidituro' on public works 
Iruin Id 13 to 1831, Go. 

di.-l riot, roads, aiul l^ridvcs 
ill the, 61. 

anient, report and osti- 

inate for 18o3, GO. 

division, re[)ort on the pnlv 

He works for 1831, Mad. Jtec. 
No. XXV., 05, 

abstract statoincut of the 


chiefs, In. lOic.. No. ii., J9. 
estimated streiigtli of the, 

fi. 

Khyepore, in.iiio, 'on, Bom. llec. | 
JN'o. xvii., 105. I 

its political existence re- , 

cognised by British Covernnient | 
in 1838, lOi). 

• treaties witli, 109. j 

its (lismomberincnt in 185± i 

115. ! 


I ]>rogrc.-i» of the Kisti),ili irj-j.a- 
! tioii, 74 . 

I statement showing the par- 

ticulars of the estimate for tim 
anicut and the work done, G, G8. 

restoration rl’ tiie (;hun- 

clieria tank, repairing the Oop- 
pamm^ tajjks, repoj't and esti- 
mate, 63. 

repairing the Maugaloor 

tank, 05. 


its history, 103. 

descri[>tion of, 120 — 121. 

population, 121. 

Khyrna bridge iron ore near the, 
In. Jtec. No. xvii., 2, 9. 

KilJahs or jungle Zeiniiidarics in 
Ti'ibntary MeJials, Ben. llec. No. 
iii., 38, 73. 

Kiln charcoal, idan of, In. Boa 
No. xvii., 96. 

Kilpooree, map of, N. W. P. Rcc. 
vol. ii., 20. 

Kiinedy and Paleondn Zeniinda- 
ries, 'a map of, Mad. Rec. No. 
xxiv. vol. i., cover. 

'■ notes on route to Narma- 
nagavum, App. 4. xii. 


constructing an anicut 

across the Kistnah, GG. 

anicut, estimate for j 835-56 

and report upon bridge over 
the, Mad. Rcc. No. xxviii., 14, 
41. 

division, report for 1851 

on the public works of tlie, J\fad. 
Rec. No. ix., 7. 

necessary deptli of the 

channelg for irrigating the lands 
bordering on the, N. W. P. Rec. 
vol. ii., 14. 

Kists revenue, Ben. Rec. No. xvL, 

Kitcha river, description of the, N. 

‘ W, P. Rec. vol, ii., 25. 


K a 
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Kitclia river, map of the, N. W. P. 
Kec, vol. ii., 26 . 

use tf the dam across the, 

26 . 

map exhibiting the dam, 

and esca 2 >es^ 2(1. 

■ map exliibitiiig the sluice 

and weirs of the, 20. 

plan of sluice erected at tJje 

head of, 20. 

the section of the sluice' at 

the, 20. 

— by whom the exjiense of the 

annual repairs should be borne, 

27 . 

Kitcheree river, discovery of iron 
and limestone near the source 
of the, In. liec. jN^o. xvii., 17, 
18, 20. 

water povrer of the, 3J. 

Kohat district, im 2 )rovement rijjiort 
for 1854-50, Sel. Cor. of Punjab 
Admn. vol. iii. Pai t ii., 11)0. 

luilitaiy, memo, by Briga- 
dier N. Chamberlain on the (lis- 
trict of, 8el. Cor. of Punjab Ad- 
ministration vol. iii. l^irt iii,, 
233. 

its situation and area, 233. 

ferries across tlie Indus 

leading into, 23)4, 

tile tribes bordering ujion 

the district of, 23)0. 

1st the Hussun Kheyl, 

Afreedees, 230. 

2nd the Jawakce Afreedees, 

237. 

. — 3rd the Gullee Afreedees, 


Kohat district, report for 1853 oil 
the revenue of, In. Eec. No. vi., 
124. 

fort, 147. 

Ijolice, 45. 

pass, money paid to the 

I tribes of the, In. Bee. No. xii., 

22 . 

approaches to, In. Bee. 

No. vi , 29. 

to KhooshialgnrJ), grant 

for road from. In. Kec. No. vii., 
32. 

reiKiH on tlie roads in, 41, 

and Biinnoo road, 41. 

and KJiooshialguih, 42. 

to the foot of the Kothul, 

road from, 42. 

to Hiingoo, road from, 42. 

roads liy whom traced and 

executed, 42. 

situation and by what 

routes ai> 2 )roaeliable, In. Hoc. 
No. ii., 18. t 

to what country formerly 

attached, 19. 

fort, 42. 

its j ci'ciiue, 87. 

I Kohistanees, rejiort on British con- 
nection with the, In. Kec. No. 
xii., 3. 

Roll Nuddy, water jiower of, In, 
; Bit. No. xvii., 39. 

Kolachi, revenue from, In. Kec. 

^ No. ii , 87. 

i KolJiapore territorit'S, report on 
I the Maiigs of the, Bom. Kec. vol. 
i i., 91—109. 


239. 

4th the Bazotees, 243. 

5th the Sipahs, 244. 

Gth the Ooruckzyes, 24G — 

251. 

7th the Zymoost AflPghans, 

53. 

8th the Mccranzyes, 253 . 

9th the Wuzecrecs, 235 . 

tribes bordering on the dis- 
trict exhibited by a table, 258. 


I disturbances in 1844, Bom. 

j Kec. No. X., 13. 

rc 2 )ort on the principality 

of, Bom. Kec. No. viii., jiassim. 

jianoramic view of, 1, 

skeleton map of,. 1. 

goohigical sketches of, 6. 

sketch of implements of 

husbandry in, 53. 

sketch of forts of Punalu 

and Puwungur, 120. 
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KolhapOre, map of Kolliapoor, Bom. 
Eec. No. viii., 112. 

■ sketch of the gateway of 

the fort of Punala, 120. 

view of G ur. Ingluz, 

122 , 

sketch of the entrance gate- 
way of IL H. Maharajah of, 
170, 

sk(ileton map of, 27«). 

sketches of the anti(|uities 

of, 314. 

■ sketch of the Buddliist 

Caves ill Pamloo Durcli, 314. 

ground plan (d* the caves, 

314. 

ground plan of the caves 

atPowala, 314. 

— inscription on the Dowlut 

Boorj at Vhshalgur, 310. 

— ancient inscriptions found 

on various buildings in the Kol- 
hapoor territory, 343 — 4<S0. 

su])posed derivation of the 

word, 1. 

— di\ision of the country, 1. 

— pergunnahs, 1. 

dependencies, 2. 

area of the country of, 6. 

geological structure of, G. 

detaihal statement of the 

extent and proceeds of the laud 
in, G. 

natural aspect, 8. 

soil, 0, 

atmosphere and climate, 

10 . 

range of thermometer and 

fall of rain from the year 1847 
to 1831, 11. 

— fall of raijir in Jiilly dis- 
tricts, ib. 

productions, ib. 

■ two lists of dry and green 

crops raised in, 13, 15. 

■ fibrous produce, 20. 

statement shewing the pro- 
bable produce of one beegah, 
21 . 


Kolha^xire, varieties* of grain pro- 
duced on the Konkun, Bom. 
Bee. No. viii., 22. 

probable quantities of gi'ain 

to be bought fur 1 Be. in, 23. 
rice, 25. 

production of rice in one 

beegab, 25. 

cotton, the amount of land 

cultivated, auniial proceeds, esti- 
mated profit, 2(>. 

its mode of cultivation, 

52. 

oil idards, 2G. 

tiibacco, 2G, 52. 

hemp, ikc.j 2G. 

leguminous plants, 27. 

vcgi: tables, 27, 53. 

fruits of, 27. 

cotleo, 27. 

llowers, 27. 

sugarcane, 28, 31, 52. 

expense of making j agree, 

211 . 

share of the cultivator’s 

stuck, 21). 

pTolit, 30. 

average cpuintity of land 

cultivated for the sugarcane, 31. 

wool, 31. 

butter and ghi, 32. 

honey and wax, 33. 

glim, 34. 

coloured earths, 34. 

iron, 34. 

hides and horns, 35. 

timber, 35. 

hanios and uses of the tim- 
ber found in, 36. 

timber used for building 

purposes in, 37. 

fuel, 38. 

medicinal plants in, 41. 

fiirm stock, domestic ani- 
mals, 42. 

number of animals in, 

43. 

average value of horses in, 

44. 
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Kolhapore, average value of tattoos, 
Bom. Eec. No. viii., 44. 

ib. of cows, 44. 

ib. of buiraloes, 44. 

ib. of 0 X 011 , 44. 

ib. of slicop, 45. 

ib. of asses, 4 5 . 

prolits of keeping cattle, 

45. 

expense of cows, 45.* 

■ pro4uc(^ of cows in niilk, 

4 {). 

ex2)ense of keeping buffa- 
loes, 47. 

p ‘ofit, 17, 48. 

tlic slice p ol^ tlicir produce, 

profit, exiieuse, 48, 49. 

modes of cultivation in, 

50—55. 

piices of the i)rincip;d 2 »ro- 

ducts of, 54. 

■ j) rices of grain, 54. 

seeds fioin which oil is 

drawn, 57. 

• seeds used in medicine, 

57. 

— — fibrous prtuluco, 58. 

prices (»f fruits, 59. 

■ ju’ices of vegetables, 61. 

tenure and occu 2 >aiion of 

land ill, G4. 

desciiptioiis of land occu- 
pation, 65. 

designation of land held 

dij'cet from (Jovt., 66. 

cultivating land occupants, 

66 . 

grants of land, 67 — 09. 

modes and rates of assess- 
ment, 69. 

statement of the sum not 

• realizable as revenue by Govt., 
70. 

the rates of assessment, 

73. 

labour emplojmd and its 

remuneration, 77. 

table of artizans to be 

found in, 78. 


Kolliapore, descriptions of carriage 
in, Bom. Rec. No. viii., 79. 

amount of labour perform- 
ed by men and bullocks in agri- 
cultural pursuits in, 80. 

number of wheeled con- 
veyances, 81. 

water c:f', 82. 

— ft principa.l rivers, 82. 

canals, 83. 

taadrs and wells, 83. 

means of irrigation, 84. 

— .'.tatt-juei't shewing the 

towns and villages of, 85. 

statojiionfc shewing the 

names of the towns and villages 
and their la^pulalion in, 86. 

— situations and genenil des- 

cri 2 >tion (»f the towns and vil- 
lages in, j09. 

— > city of, its descrii>tion, 

111 . 

original town of, 112. 

six gates of, 112, 

the ilajjih’s jialace, 1 13. 

t lie jail of, 113, 

■ immbcj* and cost of inibJic 

biiildiDgs, 111. 

la’ineij.al bazar at, 114. 

jirincipal moscpies at, 114. 

vsix Pcl4is at, 114. 

tanks at, 1 15. 

j>uMic bnil dings, Dhurm- 

sltalas, <‘ec., at, 115. 

jjopulalion of, 115 

Sirdars, 115. 

1st class Jnamdars, 115. 

ladtv Inanidars, 116, 

Eilace establishment, 116. 

artificers, 116., 

manufacturers, 1 1 7. 

petty traders, 1 1 8. 

day workmen, 118. 

articles brought for sale 

ttc., in the daily bazu’s, 118. 

shops and daily bazars, 

119. 

schools at, 120. 

Piinala, hill fort of, 1 20, 
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JColliapore, Gur. Ligluz, its descrip- 
tion, Bom. Kec. No. viiL, 122 

»Slierolc, ib., 122. 

Mutkapore ib., 123. 

Bowra ib., 123. 

Bitoocliirgur ib., 124. 

description of Kagid in, 

125. i 

description of Altc in, 125. j 

populiLlion of the Kstatc oi*, 

127. 

table of tile pojmlation of, 

127 . 

statements of the llnctuat- 

ing [jO[>nlation, 128. 

cmplojuicnts of the po])a- 

lation, Jib. 

table sin i wing tli(‘ iiiim- ! 

ber and description of the .slxop.s j 

in tlu^ state of, 111. ; 

inanufiu'tures, 112. ; 


Kolhapore, condition of Brahmins^ 
Bom. llec. No. viii,, 161. 

ib. of bankers, 161. 

ib. of artizans, 161. 

ib. of cultivators, 161. 

il). of labourers, 162. 

ib. of miners, 103. 

ib. of predatory tribes, 

1 63. 

ib. of slaves, 163. 

food of the lower classes, 

161. 

general condition of the 

j Jov/er el; s-es, 1 66. 

hou. es, furniture, food, or- 
naments, 166. 

average C{')st of marriage 

amongst the population of Kol- 
liapocu', 167. 

celebration of marriage, 168. 

t>j'evaJence of adultery, etc., 


arti/.aiis, 112. 

dilTereiit ])rofes^;inns and 

employments, j 13. 

(lyofs and dyes, 141. 

reil dy(‘, i 15. 

mode of dyeing, 145. 

ehayges of dyeing, 116. 

rose eolvjured dyt‘, 14<>, 

onion coloured dye, 1 16. 

yellow dyo, 146. 

orange coloured dye, 147. 

green dye, 147. 

purple cohnired dye, 117. 

Oodee or reddish black I 

dyo, 147. 

language, 147. 

language use<l by ]\ tangs 

and llamonses, 1 18, 

language used by Bagwan, 

155. 

language used by T]iug.s, 

157. 

condition of the various 

classes, 160. 

condition of tlic Sirdars, 


I 166. 

I funerals and SJiradh ccre- 

I monies, 176. 

j snj)crstitions regarding evil 

I .spirits, 172. 

■ names of evil spirits, 173, 

pilgrimages and vows, 174. 

sculpture, ttc., painting, 

176. 

music, 177. 

pi-ofossiunai singers, 177. 

free translation of Murathec 

Songs, 176 — 183. 

licalth and disease in, 185, 

general abstract of the 

sick of the European ti-oops from 
1845 to 1850 stationed at, 186. 

general abstract of sick 

Native troops from 1815 to 1850 
stationed at, 187. 

.statement shewing the pro- 
portion of number of adniission 
into hospital to the strength of 
the corp.s fur “ guinea worm’* at, 
187. 


160 . 

condition of the priests, 


at, 191, 


cholera at, 1 89, 

diopsy and scarlet fever 


160 . 
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Kolhapore, vact‘i nation, Bom. Kec. 
No. viii., 19], 192. 

skill aifectioiis and fevers, 

^9L^ 193. , 

education at, 193. 

schools in the territory of, 
194—190 

works written in Sanscrit 

and Pracrit, 197. 

— charitable institutions, 202, 

203. 

statement sliewinL^ tlie De- 

wusihan and Dhunriadao allow- 
ances, 203. 

Dhuiinshalas, 201. 

state' ot litii^ation and 

crime, 204, 205. 

appeals fiom lower courts, 

205. 

judicial expenses, 205. 

number ot‘ criminal case.s 

tried l»y llie Nayadliish, AJamliit- 
dars (tc., from iyi(> — ‘52, 208. 

— executions for capital olV 

fences, 2 J 2. 

statement of the more 

heinous offences, 212. 

tile jail at Kolliapore, 212. 

amount of pi’oporty stolon 

and recovered from 1815 — ’52, 
213. 

expenses of the Criminal 

Courts, 313. 

amount of fines levied 

during 1851 in, 21J. 

the police of, 114. 

r number of Shetsundees 

employed on rural police duties, 

215. 

• expense of maintenance of 

. the police, 215. 

commerce of Kolhaporc, 

216. 

manufactures of, 216. 

clothes, J 1 6. 

— woollen cumblecs, 218. 

nunjMas, 218. 

— — process of making goor 
or jagree, 219. 


Kolluipore, oil of different kinds, 
Bom. Rec. No. viii., 221; 

Ambadee oil, 222. 

Bhoocemoog oil, Korta oil, 

cocoaniit oil, 222. 

oil mill, 223. 

paper manufacture, 224. 

proce8.s of paper manufac- 
ture, 225. 

quantity manufactured, 

226. 

snuff, mode of its prepara- 
tion, 226. 

eonsiiinption of snuff, 227. 

spirituous liquors, 227, 

228. 

statement of di.stillcries, 

227. 

expense, profit, c^c., of tlio 

civil conti*;ictor, 228. 

perbuncry, 228, 229. 

basket and mat making, 

231. 

mode of jiiaking carpets, 

232. 

mode of preparing goonpat, 

232. 

mode of making cotton 

thread, 233. 

the manufiicturc of Pottery 

in, 233. 

the manufacture of glas.s 

bracelets, 237, 238. 

the manufacture of lac 

bracelets, 237. 

tlie preparation of lac, 

237. 

mode of colouring the tin 

leaves used in the manufacture 
of bracelets, 238. 

mode of preparing liquids 

giving silvern and golden hues, 

239. 

inode of making charcoal, 

240. 

process of tanning leather, 

241. 

method of smelting iron, 

I 241. 
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liolkaporc miscellaneous manufac- 
tures, Bom. Eec. No. viii., 241 — 
247. 

fairs of, 248 — 251. 

statement of the quantity 

* value and net profit of the 
manufactures in, 252. 

value of dead stock requi- 
site for various manufacturers, 
253—250. 

value of dead stock for 

agi’icultural jmrposes, 2 GO. 

— ex})orts and imports of, 

2G1. 

exchange, 2 GO. 

names, tfcc., of coins in cir- 
culation, 2(ii), 270. 

weights and measures, 

200—271. 

ca])ital employed in bank- 
ing, 272. 

amount of property in, 

274. 

modvcs of transit in, 275. 

routes through the, 277. 

impediments to water eom- 

munication in, 278. 

^ — fords, ferries, and bridges, 

278. 

• statement shewing the dif- 

fercjjt ]’ivers arid stat]o}is at 
which ferries, ford.s, and bridges 
exist, 278, 

• ^ po.stal arrangements, 280. 

local or Moolkee dak, 282, 

taxation in, 283. ' 

statement showing tlie 

sources of the revenue and pro- 
duce of each tax, 284. 

laud revenue, 284. 

sayer revenue, 280. 

exiraordinai’ies, 287. 

mode ot' collecting the re- 
venue, 280. 

statement ofsepoys employ- 
ed ill collecting the revenue, 280. 

military resources of, 280. 

forts belonging to the 

state of, 200. 


Kolhapore, forts belonging to th( 
Jaghiredars, Bom. Ilec. No. viii. 

290. 

public buildings, 201. 

Government palaces, 291. 

aqueducts and ehowkies 

291. 

ram parts, «fcc., 201. 

jail and bridge over the 

Juyuiitee Nullah, 202. 

cantonments and hospitals 

in, 203. 

amount of expenditure in 

construi‘-tiiig jniblie works at, 

203. 

dependent ja glares, 294. 

description of Vishalgur, 

204. 

description of BoAvra, 205. 

desci*ii)tion of Kagul, 

200 . 

description of Tnchulku- 

runjee, 207. 

description of Ivapsoe and 

Toregul, 200, 

statement si le wing the 

names, surnames and historical 
accounts ot tlm iktsous of dis- 
tinction ill, 301. 

antiepaities of, 314. 

Tanduo ]>ureh, its Bud- 
dhist caves, 313. 

refcj-enoes to tlie ground 

plan of the Buddhist caves iu 
Baudoo ihireh, 314. 

references to the ground 

plan of the caves at BowaJa, 
314. 

scarped fortresses in the 

state of, 310. 

temples of, 321. 

temple of Temblaee, 32 1 . 

temple of Mahakalcc, 322. 

temple of Pheerungee, 

322. 

temple of Witoba, 322. 

public Outcherries in, 291. 

Nursoba’s Waree in, 320. 

subterranean temples, 322. 



L 146 J 


Kolhapore temples at Alte, Bom. 
Eet. No. viii., 322, 

temples at Sherole, 

324. 

co])pcr i^lates and inscrip- 
tions, 324. 

tal)le of ancient inscrip- 
tions discovered in tlie Kollia- 
j)ore territory tivansJa ted into 
English, 336* — 400. 

its ancient divisions, 33G. 

its annals, 4!K). 

■ notes dated 1854 on, 

534. 

treaties with indei>cndent 

Go vernmen t , 5 G 0 . 

statement of the vernacu- 
lar and English schools in the 
principality for 1854 of, 541. 
Kooasur and Anoo tea plantations, 
report on the, N. W. P. itec. 
vol. i., 214. 

Kooch Bcliar, Major R Jenkins 
on, Ben. llec. No. v., 5. 

Judicial system of, 10. 

revenue system of, 22. 

Khaiijiglii Mahals in, 24. 

treasury of, 25. 

the Rajah and his establish- 
ments, 2G. 

boundaries with Bootan, 

27. 

liLstory of our connection 

with, 30. 

treaties witli, 3G. 

— rules for management of 

lands in, 40. 

Koodul Fort, description of, Bom. 
Rec. No. X., 34. 

division of the fSawunt 

Waree, census for 1851, 142. 

province, sub-divisions of. 

Bom. Rec. No. x., 13. ' 

Koocr Wassawa, the Bhecl Chiefs 
in Rajpoepla settlement with, 
Bom, Rec. No. xxiii., 708 — 
714. 

his representation in 1822, 

714. 


Kooer Wassawa, translation of his 
bond entered into with the Rajah 
of Rajpeepla, Bom. Rec. No. 
xxiii., 715. ^ 

renunciation of his claim 

to the Ghoonwalec Koontoe, 
757. 

Koojung estate in Cuttack, ma- 
nagement of, Ben. Rec. No. in., 
35. 

Kookewaj*(;e mouth of Indus, Bom. 

Roe. No. xvii. vol. ii., 477. 
Kooiec, the duties of the village or 
canal, N. W. P. Rec. vol. ii., 
54. 

Koon foi-ests, repoii on the lower, 
In. Rec. No. ix., 115. 

report on the upper forests, 

1)5. 

Ivoonong f)rests, report on, In. 

1 Rec. No. ix., 100. 

I Kooner, survciy of, Sel. Cor. of 
I Punjab Admn. vol. ii. Part xiL, 

I 483*. 

j Koontee, the meaning of the term 
• amongst the liheels of Rajpeepla, 
Bimi. Rec. No. xxiii., 727. 
Koorea, Rajah of, Ben. Rec. No. 
xi., 8. 

Kootu])poor, propietary rights in 
the mowzah, N. W. 1\ Rec. vol. 

1., 101. 

Kornda sub-division, report by Mr. 
II. Ricketts on, Ben. Ro(;. No. xx. 
Part iii., passim. 

» memo, of prop(^sals con- 
tained in this report, 1. 

its history, 1. 

instructions given to the 

Assistant, 1. 

remarks on those instruc- 
tions, 2. 

report on Oodeypore, 3. 

Kosah tribe, rei)ort on the, Sol. Cor. 
of Punjab Admn. vol. iii. Part 

111., 271., 

report on the tribe and its 

connection wdth the British, In. 
Rec. No. xii., 41. 
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Eossila river, report on tlie iron 
bed discovered near the, In. llec. 
No. xviL, 4, 18, 25, 30. 

— district, general summary 

of the survey of iron deposits in, 
30. 

river, water power of, 36, 

river, rejnarJes ojj the, N, 

W. P. Eec. Part xxii,, 1 0. 

Jv<7ssye river, inundations of the, 
Ben. Bee. No. iii., 55. 

Jvotdwara, iron bed found at, In. 
Bee. No. xvii., 39. 

to Kliolagurli, iron found 

from, 41. 

Kotekhaoo, report on the ii-on mines 
of, fSel. Cor. of Ihiujab Admn. 
vol. ii. Part vii., 1 1. 

Kotkee alum pits, In. Bee. No. xii., 
139, 

report on the alum 'woi*ks 

of, Sel. Cor. of Punjab Adnm. 
vol. ii. Pai*t X., 322. 

Kotree, iron stone found at, In. Bee. 
No. xvii., 38. 

Koweit, report on. Bom. Bee. No. 
xxiv., 52. 

map of harbour of, oO. 

an account of, 199. 

its commercial prosperity, 

109. 

the energy and courage of 

the pco]>le, 109. 

no taxation, 109. 

■ its chief, how su])ported, 

109. 

as a coal deput, 109. 

the water of, 1 1 0. 

its Shaikhs, political condi- 
tion, revenue, resources [ind po- 
pulation, 295. 

Kubraecjpund, N. W. P. Bcc. Part 
xix., 422. 

Kudambiittoor tank, estimate and 
plan for constructing a calingu- 
lah for, Mad. Bee. No. xi., 
108. 

■ estimate and plan for head 

sluice for, 109. 


Kuddanah, its towns and villages, 
their owners and revenues, Bom. 
Bee. No. xxiii., 73 — 75. 

Kujgur cultivators of the Cawnpore 
district, report dated 1855 by 
Mr. B. S])ankic on the, N. W. P. 
Bee. Fiirt xxv., 243. 

of tJij-co tdasses, 244. 

Kiijjiiks described, Bom. Bee. No. 
xvii., 126. 

Kulljoras, theur genealogy, 46. 
Kiiltas or KoJitas, tribe of, Ben. 

Bee. No. xxiii., 11. 

Kumaoii Bhabur, to})ogra})hical 
notice of, N. W. P. Bee. Pait 
xviii., 374 — 382. 

map of, Appended. 

lull products, 379. 

deadly climate of certain 

portions of the, 370. 

land slii)s in tJjc, 370. 

clinndce clearings, 370. 

couniiy to the West of 

Kauiun, 377. 

— liver 8ardah in, 375. 

river Kamiin, 377. 

river J.)eoha, 377. 

proposed 8ardali canal, 

376. 

irrigation from Detdia, 

378. 

foi’csts of no value for their 

timber, 378. 

— Bhabur, Birmdeo Mundec, 

379. 

Bhootca carriers and trad- 
ers, 379. 

mineral products of the 

lower hills, 380, 

wild animals, 381. 

select paj)crs on the forests 

of, In. Bee. Supplement to No. 
viii., 5—15. 

select papers on their 

mines of, passim. 

report by Colonel Dram- 

mond on the iron mines of, 20. 

mines worked by the na- 
tives in the hills, 27. 


8 2 
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Kumaon, Colonel Drummond's 
analyses of the iron ores of, In. 
Uec. Sup]»]oment to No. viii., 37. 

report on the iron mines 

off 73. 

Colonel Drumnu)mrs letter 

dated 19th September 1855 on 
the, 80. 

particulars of a lease grant- 
ed by the Hoii’)>le East India 
Company of the mines of, 85. 

coiTCspondeiKM) on this 

lease, 86. 

memo, on Colonel Drum- 
mond’s proposed lease, 1)0 — 98. 

report on the deposits o( 

iron ovi‘ at Loha Bliur Bhnr and 
Dechoiiree dated 1st Nov. 1855, 
103. 

report on the metalliferous 

deposits of, In, liec. No, vdi., 
passim, 

map shewing the Jiictalli- 

feroiis dcj.K)sits of, Ei’ontispicce. 

geological mining and eco- 

nomie details, 3. 

copper ores, 4. 

operations of the native 

miners in tlio, 27. 

suggestions foi’ improved 

milling operations in, 33. 

experiments of mining and I 

smelting in, 30. 

blast for smelting furnace 

in, 40. 

census of 1853-54, its dis- 
crepancies, N. W. P, II ec. I*art 
XXV., 270. 

results of the census, 273. 

system pursued in taking 

the census, 271. 

' ^longitudinal section shew- 

ing the iron deposits in, Ifi. Kec. 
No. xvii.. Frontispiece. 

section shewing the position 

of iron deposits, iK 

plan of blast fiirnacc erect- j 

, ed at iron works of Dechource, 
ib. i 


Kmnaou, Mr. Sowerby's report on 
iron deposits in, N. W. P. ’ ilec. 
No. xvii., 1. 

progress of the survey of 

the iron deposits, 7, 15, 10, 19, 
21— 25, 27, 30, 33. 

general summary of the 

survey of iron deposits, 33. 

general remarks, 42. 

appendix to general sum- 
mary, 4 9. 

progress reports on the iron 

works of, 51, 55. 

repoi't ])y Mr. Barratt on 

the mineral deposits in, 5!). 

report on the blast furnace 

erected at Dechouree, 89. 

gold found ill, 77. 

iron ores, list of specimens 

with remarks. 

Kun river, Bom. llcc. No, xxiii., 
419. 

Kundlairoo anieiit, beiiotit derived 
from th(^, Mad. Pec. No. ix., 13. 
Kuiijerree, translation of a bond 
entered into by its proprietors 
and the Coveniment of llao 
Sindia in 1820, Bom. Itee. No. 
xxiii., 817. 

Kunka estate in Cuttack, manage- 
ment of, lien. Hoc. No. iii., 32. 

1 dissolute character of the 

Bajah of, 32. 

Kiinkur, memo, on experiments and 
analysis of the Kunkur from 
about the three hundred and 
ninety-thii*d milestone on the 
Grand Trunk Koad near Nau- 
butpore, N. W. P. Pec. vol. ii., 
118. 

its price, 130. 

cost of digging q#d carri- 
age, 131. 

■ as road metal, 112. 

Knfnout river, report upon the 
bridge constructed on a design 
I supplied by Colonel Abbott over 
the, N. W. P. Pec. vol. ii., 

! 91. 



L I 


Kupeciia and Lutchmiper tea plan- | 
tiitions, report on, N. W. P. Eec. j 
voIl,:211. I 

Kiirmiiil assessment report, N. W. ! 
P. Itcc. vol. i., 123, ; 

settlement of pergunnali, j 

107. I 

Munduls, their b;id aia- : 

iiagement of the estate, 10 7. j 

Croveninient should protect I 

the village eomni unities 107. | 

memo, ou the adniinistra- i 

tion of a tract of land assigned I 
to the Munduls near, J 08. 

letter from the Codecttor of 

Paiieeput to tlie Commissioner of | 
Delhi upon the settlement of, 109. i 

villages of the pergunnali, i 

1 1 0. 

: — liouiKlaries of the pergun- 

uah, 110. 

— — roads of the i»crgimiiali, 

110 . 

extent of tlie pcrguiinah, 

110 . j 

former and jireseut sUite.s | 

compared, 110. 

' '■ ' - - present state as compared 
with other settled Britisli per- 
gunnahs adjoining, 111. 

Khadir lands of, 111. 

extent of the Khadir lands 

of, 111. 

irrigation of the Khadir 

lands of, 111. 

wells of the KJiadir lands 

of, 111. 

water wheels of the Khadir 

lands of, 112 

— advantages of tlie water 

wJieels of tlie Khadir lands of, 

112 . 

sketch of a Persian water 

wheel near Panoeput, 1 1 2. 

tlie origin of the rehut 

water wheel in the Khadir lauds * 
of, 113. j 

report ou the Bangur lauds . 

of, 114. 


Kurnaul, remarkable tradition in 
the Biingur lands ofj N, W. P. 
Ilea vol. i., 114. 

slope of tiio Bangur lands, 

lid. 

cultivation of rice in the 

Bangui* lands, 1 1 5. 

irrigation in the Bangur 

lands, 114. 

streams in the Bangur 

lands, 114. 

tenures in the pcrguiinah 

of, 118. 

amiires of the Miindul fa- 

uii ly, 1 1 8. 

tenures of thii Bis wall daree 

family, 119. 

tenures of the islumrarec 

family, 118, 120. 

settlement ol‘ i.'oundarios 

in the jjergnnnah of, 121. 

survey for the pui’iiosc of 

iixing the boundaries in, 121, 
122 . 

native imuisureiuciit papers 

of survey, 123. 

Munduls, their former coh 

lections, 124. 

Mundurs mode of cjollec- 

tion, 124. 

rates and assessment of ad- 
joining pcrguiinah, J2d. 

rates, 120. 

canal irrigation of, 12G.. 

etibets of canal irrigation, 

120 . 

irrigation estimates, 127. 

hooded lands, 128. 

other lauds, 128. 

culturable waste, 128. 

Liunburdars, 128. 

grass preserves, 129. 

dm*khasts, 129. 

farmers, 129. 

village administration, 129. 

jungle dues, 130. 

— - adjustment of claims of the 

Mimdul chief of, 131 — 136. 

— to Loodianah, report on the 
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road in 1856, In. Eec. No. 
xviii., 48. 

Kurnaul and Uinballah, report on 
tlie road between, 48. 

Kuniool, report for 1853 on the 
dispensaries at, Mad. Kec. No. 
viL, 30. 

report for 1854 on the dis- 
pensaries at, Mad. liec. No. xxi., 
29. 

report on tlic ceremony of 

walking throng] i lire, Mad. llec. 
No. vii., 37. 

report for ]S/>3 on the 

roads of, Alad. llec. No. viii., 91. 

vaccination, report for 1 853, 

Alad. Kec. No. i., 2 L. 

- proposed plan for revenue 

settlement in 1843 of. Mad. Kec. 
No. viii., passim. 

ultimate check for assess- 
ment in, 7, i 

the three great distinctions I 

of dry land in, 8. 

- estimate of the maximum 

produce of the yellow Jowary 
on the different soils of, 1 3. 

rates of assessment in, 15. 

method adopted in lixing 

the commutation ])riec in, 17. 

i — system for assessing diy 

lands in, 7. 

system for assessing wet 

hinds in, 14, 2(», 03, j 

in its assessment, regard 

was had to the situation of each 
plot of ground, 21. 

assessment table for, 24. 

in what Air. Kayley’s as- 
sessment differs from that of Sir 
T. Alunroas fixed for, 40, 41. 

the assessment of Pool- 

goomy in, 42. 

the assessment of Calgotla 

in, 45. I 

ib. of Cherculpaudin, 46, 63. 

ib. of Boinpilly, 47, 

ib. of Kutnapilly, 48. 

ib, of Gazoopilly, 49. 


I Kurnool, instructions given to tlie 
Tuerumdars, Mad. Kec. No. viii., 
56. 

instmetions given to the 

assessors of wet lands, 60. 

general survey of the as- 
sessment in the before-mentioned 
six villages, 67. 

land occupied as Enam land 

in, 71. 

report on bridge over the 

Hinroe in tlie district of, Alad. 
Hoc. No. XX viii., 2cS. 

public works progi'css^ re- 
port for 1853, Alad. llec. No. 
XV., 7, 77. 

estimate for the public 

works of 1854, Alad. Kec. No. 
xxvii., 15. 

— . jirogross report of 1854- 

1855, 92, 114, 18U, 186. 

filives, report on, Mad. Kec. 

No. xxiii., 29. 

Kuril Kcm, see Kcm Kuril. 
Kurrachee routes to BliooJ, Tatta, 
Jerak, Sukkur, Kotree, Kahuii, 
Sonmeaiioe, Ecrozeporo, Kamnug- 
ger, ttc., Bom. Kec. No. xvii. 
vol. ii., 774. 

roiiurt in 1810 on, Bom. 

Kec. No. xvii. vol. i., 211, 

population of, 212. 

administration in 1840 of, 

213. 

character of the people, 215. 

education in 1840, 216. 

^ — buildings in, 217. 

revenue of, 217. 

opium of, 218. 

wool of, 219. 

customs of, 219. 

slaves of, 220. 

taxes of, 221. 

charges of, 228. 

civil servants of, 240. 

weights and measures, 242. 

trade of, 243. 

revenue and rivers, 260, 

261. 
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Kurrachee, report in 1838 on, Bom. 
Bee. No. xvii. vol. i,, 191. 

harbour described, 191 — 

195. 

town described, 19G. 

trade detailed, 199 — 204. 

country round, 204 — 

20 (). 

alligators, their extraordi- 

nary number, 207. 

salt spring at, 208. 

Kurrumpoola river in CJiittagong, 
Bon. lice. No. xLf 78. 

Kurrye, metalliferous deposit at, i 
In. llec. Supplement to No. viii., 
8 . 

Kusbah Suraneh, peculiar projuic- 
tary rights in, N. VV. J\ Bee. 
vol. i., 80. 

Kussorances, report on the tribe 
and its eonneetion with the Bri- 
tish, In. llec*. No. xii., 37, 
148. 

they take and j>lundor 

Dehra Fiitteh Khan, In. Bee. 
N(h vi., 10. 

report on th(^ tribe. In. 

Boo. No. ii., 20. 

estimated strength of the 

tribe, 27. 

report on the tribe, 8el. 

Cor. of Punjab Admn. vol. iii. 
Part iii., 209. 

Kutch State in 1854, memo, on. 
Bom Bee. No. xv , 1 — 80. 

its area, appearance, hills 

and rivers, 3. 

the Bunn, its appearance, 

situation, c'tc., 3 — 5. 

historical notice of the 

Jhareeja tribe, 0 — 69. 

revenue and disbursements 

from 1819 up to 1832, Gl. 

.notice of the practice of 

female infanticide, 34, 35, 30, 
64, 66. 

census returns for 1852, 

66 . 

slaves prohibited, 67, 


Kutch, views of the Rao on the 
subject of Suttee, Bom’. Bee. No. 
XV., 06. 

description of tlie Bao in 

1852, 08. 

villages and their popula- 
tion, 69. 

division of the inhabitants 

into classes, 09. 

the K balsa or Crown revenue 

and disbnrsejiients of 1852, 7(1 

j'evenue appcHaining to 

chiefs 70. 

revenue alienated for rc- 

iigious purposes, 70. 

MsikIvcc the chief sea port, 

71. 

sea customs, to-v\m and 

transit duties, 71. 

alum woj'ks near Mhur,72. 

iron of, 72. 

obsei vations regarding the 

land and cultivation, 73. 

graij] of, 7 2. 

cotton of, 7 1. 

judicial system, 74. 

])olicc system, 70. 

the climate, 77. 

present ai)pcarance and 

state of society in Kutch, (1854,) 
79. 

statement shewing the fall 

of rain in 1853, 80. 

brief notes on the state of 

Kutcli in 1854, 81 — 88. 

name, title, and age of the 

present Bao of, 83. 

estimated gross annual re- 
venue, 84. 

r- features of the soil, usual 

means of irrigation, 84. 

routes, aiJi)roaches and 

means of communication by wa- 
ter, 85. 

average annual fall of rain, 

climate, average range of ther- 
mometer, 85. 

religion, language, tribes 

aud castes, 86, 
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Kutch, tbe mode in wliich Civil 
and Criminal justice are admi- 
nistered, Bom. Bee. No. xv., 
87. 

educational measures, 87. 

progress of vaccination, 

prevalent diseases, thermome- 
trical table, 88. 

brief sketch of its history 

prepared by Captain C. Walter 
in 1827, 89—133. 

— — statement containing in- 
formation relative to the names 
of the towns and villages in the 
province of Kutch, with their 
revenue and the naiiie.s of their i 
owners, prepared in 1842 by Mr | 
Arthur Malct, 135- 180. 

— — observations by Mr. J. G. 
Liimsden, Political Agent in 
Kutch, explanatory of a map 
shewing tlio possessions of llis 
Highness the llao and the de- / 
pendent Chiefs in Kutch, 187. 

— - mention of the social sys- | 

tein of the Kutch Geerasia, ■ 
189. 

the Teelats, 180 j 

• effects of the sub-division | 

of property and rights, 1 80. i 

classification of the villages, j 

100 . ! 

1. The Teelats, 100. ! 

2. The villages styled j 

Daily, 190. I 

3. Olioso styled Dlierma- j 

dao, 190. 

4. Villagc.s never previ- 
ously inserted in a map, 100. 

5. The rule followed where 

the right of property is disputed, 
191. 

list of Teelats, 191. 

list of other villages, 192 

—•196. 

— miscellaneous information 

connected with Kutch, furnished 
to Mr. Ogilvy, tlic Political 
Agent, 197. ! 


Kutch, translation of a Yad, by 
His Highness the Bao of Kutch, 
regarding the. Jhareejas and other 
races of Bajpoots, Bom. Bee, No. 
XV., 199. 

genealogical table of the 

Baos of Kutch, 200 — 204. 

remarks relative to the 

foregoing Baos, 204. 

questions and replies rela- 
tive to the city of Bhooj, 206. 

memoir on the trade of the 

port of Maudvee in Kutch, by 
the late Lieutenant Leech, En- 
gineers, 20 

importance of the port, 

211 . 

its foreign trade, 211. 

descriptions of M.andvcc 

boats, 211. 

freightage of the boats, 

212 . 

coins current iu Mandvee, 

212 . 

measures in use, 212. 

— i principal cotton merchants 

of Mandvee, 212. 

export customs on cotloti, 

212 . 

number of bales exportc^d, 

and amount of customs, 213. 
price of cotton in Mandvee, 

213. 

the w<.)ol exported from 

Mandvee, 213. 

rcimsrks regarding sheep in 

Kutch, and the castes who breed 
them, 213. 

the price of wool, 213. 

varieties of wool, 213. 

home-woven Kumlecs, 2 1 3. 

the grain exported from 

Mandvee, 213. 

the ghee, its varieties, price, 

<fec., 214. 

oil from the Til plant, 214, 

— — the shields, their modes of 
manufacture and i^laces of export, 

214. 
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Kutch cotton clotha, their names, 
manufacture, and places of ex- 
port, Bom. No. xv>, 2li, 

— the silk cloth of, 214, 

other articles of export, 

214. 

trade between Mandvce 

and Zanzibar, 215. 

curious )iotion of the na- 
tives regarding the town (Mare- 
thee) stated to be midway be- 
tween tlie two ports of Mandvee 
and Zanzibar, 215. 

imports from and exports 

to Zanzibar, 215. 

the slave-dealers iu Zanzi- 
bar, 215, 

mode of i)ro( iiriiig the i 

ivory and r]}iiioceros’ hides at ' 
Zanzibar, 215. j 

■ bees-wax and Chaiidroz, 

215. 

ox hides, cocoaniit shells, j 

dx*., 2 Id. I 

the money in eirciiJation j 

iu Zanzibar, and the mode of I 
dealing by oxeJiange, 2J(J. ( 

po])ulatj()n (d' Zanzibar, and i 

the number of vessels belonging 
to the port, 210. 

exports of variou.s kinds 

from Mandvce, 2 Kb 

ports fre<pientcd by the | 

Mandvee boats, 217. 

bunders frccpiented 1.)y 

ditto, 218. 

imports received from Ma- 
labar, 219. 

trade between Mandvee 

and the Somali country, 219. 

goods exported from Kutch 

to Burbura, 219. 

the ‘‘ Abaii” of Burbura, 

220 , 

the trade of Burbura, 221. 

• trade of Mandvce with 

Mokha, 221. 

prices of various commodi- 
ties iu Mandvee, 222, 


Kutch, trade between Kutch and 
Sind, Bom. Kec. No, xv., 
223. 

description of the Falla 

fishery, 224. 

the white and red rice ex- 
ported from Sind to Kutch, 224. 

other articles of export and 

import, 225. 

inasalla, snuff, Malabar and 

Bombay cloths, with their prices, 

22G. 

general remarks on the 

medical topogra 2 >hy of Bliooj, by 
Dr. J. Bnrncs, 227. 

— situation, length and breadth, 
229. 

general appearance, 229. 

the climate, 229. 

the inousoon, 229. 

i the diseases most [)revtilent, 

! 2:30. 

centain noxious stations, 

2;30. 

BJjooj and its neighbour- 
hood, 251. 

rivers iu tJie vicinity of 

Bhooj, 252. 

the large tank at Bhooj, 

2i>2. 

tJie prevailing wind, 2o2. 

coned lid big remarks, 255. 

roiitCvS between r»hooj and 

various 'iV)wn.s and Bunders, 235. 

route No. 1, from Ahmcda- 

l>ad to Bhoqj, via Durangdra, Hul- 
wuid, and Mallia Ford, 25G — 238. 

— route No. 2, from Baroda 

to Bliooj, via Limree, Wudwan, 
and Kajoora Ford of the Kuiin, 
239— 241. 

route No. 5, from Baroda 

to Bhooj, 242, 243. 

route No. 4, from Bliooj 

to Ahmedabad, 244 — 248. 

route No. 5, from Bhooj 

to Balmeer, by Bheyla and Nug- 
gur Parkur, 249 — 252. 

route No. 6, from Bhooj 
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to Balineer, by Veeravow and 
the right bank of the Loonoe, 
Bom. lioc. No. XV., 2d 3, 254. 
Kiitch, route No. 7, from Bhooj 
to Deesa, by Mooaua, Vowa, and 
Rahdinpoor, 255 — 258. 

■■ route No. 8, from Bhooj 

to Dccsa, by Arrysir Ford, 259, 
2C0. 

— route No. 0, from Bliooj 

to Cxuddra on tlic Island of 
h hurj.r, 260, 261. 

route No. 10, from Bhooj 

to Hyderabad, by Lukput, 
261— 265. 

— route No. 11, from Bhooj 

to Hydera])ad, by Vingur and 
llaoma Bazar, 265 — 267. 

route No. 12, from Bhot»j 

to Hyderabad, by Balliaree and 
Wunga Bazar, 268, 269. 

route No. 13, from Bhooj 

to Jukkow Bunder, 270, 271. 

route No. 14, from Bhooj 

to Kotasir Bander, 271 — 273. 

route No. 15, from Bhooj 

to Mandvec -on tlic Gulf of 
Kutch, 271, 275. 

route No. 16, from Bhooj 

to [Mooiidra, 275, 276. 

• route No. 17, from Bhooj 

to Omerkotc by Nowakute, 277, 
^ 278 . 

route No. 18, from Bhooj 

to Sukkur, by Vingur and Bu- 
deena, 279 — 282. 

route No. 10, from Bliooj 

to Sukkur, by Balliaree and 
Wunga Biizar, 283. 

route No. 20, from Bhooj 

to Tatta, by Lukput, 284, 285. 

route No. 21, from Bho<^j 

to Toona Bunder, by Anjar, 
286. 

route No. 22, from Kurra- 

chee to Bhoty, by GaiTa, Ooplana, 
and Kotasir, 287. 

treaties, ^ agreements, &c. 

between the Honorable East In- 


dia Comiiany and the Kutch 
State, Bom. Rec. No. xv., 289. 
Kutch, articles of agreement con- 
cluded on the 26th October 1809 
between the Honorable East In- 
dia Company and the Kutch 
State, 291. 

^ — engagement with Dewan 

Hiinsraj Saniidass of Mandvee 
(Kutch), dated the 28t]i Octo- 
ber 1809, 292. 

engagement with Dewan 

Ilimsraj Saniidass of Mandvee 
(Kutch), dated 12th November 
1809, 293. 

articles of a Treaty of Al- 
liance between the Honorable 
English East India Company 
and His Highness Maliaraj Atirza 
Ilao Bliarmuljoe of Kutch, agreed 
to by both Covernments, dated 
the i ltli January 1816, 294. 

translation of a Deed exe- 
cuted by !Maliaraj Mirza Ilao 
Bharinuljeo of Kutch, in favour 
of the Honorable English East 
India Company, dated the 16th 
January 1816, 297. 

supplemental Treaty with 

His Highness the Rao of Kutch, 
dated the 18th June 1816, 298. 

engagement entered into 

through the mediation of Cap- 
tain MacMurdo, Resident at 
Bhooj, with the Kutch Durbar, 
by the AVaglicla and Jliareja 
Chiefs of Wagur, 299. 

Fiel Zaniin Deed, 301. 

Adh Zamin Deed, 301. 

treaty concluded on the 

13th October 1819 between the 
Honorable Company and the 
Kutcli State, 301. 

treaty concluded on the 

21st May 1822 between the 
Honorable Company and the 
Kutch State, 305. 

treaty concluded by the 

Honorable Company with the 
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Kutch State, mider date the 20th written by the principal Jharcja 

September 1832, Bom. Rec. No. Chiefs of Kiitch to the Political 

XV., 307. Agent in that province, dated 

Kutch, treaty concluded 1)etween Kartick Shood 13th Snmvut 

the Honorable East India Com- 11)09 (24th November 1852), 

paiiy and the Government of Ihnii, lice. No. xv., 317. 

Kutch, under date the 5th July Kutch, final jiroclaination against 
1834, 309. Suttee by His Highness the Rao 

translation of a jwcla- of Kutch to the JKinja BJiayad 

mation issued on the 0th jind tJ)o local functionaries in 

February 1830*, by His Iligli- Kutch, 319. 

ness Maha Ihio hJlirce Hesuljee, likeness of the Ihio, 1. 

liao of Kutch, prohibiting the map of, 1. 

slave trade within His High- Kutchv.a middy, the difficulty it 
ness territory, 310. jiresonts to K. 1. Railway/ In. 

Rules established on the 1 Jicc. No. i., 100. 

8th October 1851, by His High- Kuthor town. Bom. Rec. No. xxiii., 
ness the Rao of Kutch, exempt- ;J14. 

ing, under certain circumstances, ' tribe, 314. 

vessels belonging to the ports | Kutrees, report by Major Edwardes, 
of Bombay, of His Highness the j C. B. upon the, Sel. Cor. of Pun- 

Gaekwar, and of the Chicts of jab i\djiin. vol. i. Part vi., 485. ’ 

Katbeewar, from payment of du- j Kyoon Geown teak forest in Penas- 
tics on goods, 311. | scrim, Ben. Rec. No. ix., 20. 

engagement entered into 

on the bill October 1820 by the 
Jharcja Chiefs of Kutch, renounc- 
ing female infxnticidc, 313. 1 Labour and it s rc'iiuineration in 

renewed engagement on- j Kolhapo(*r, Bom. dec. No. viii., 

tered into by the Jliaieja Chicls : 77. 

of Kutch, uudei* date tlie 23rd [ amount in one day per- 

March 1840, reuuuiiciug female | formed by men and bullocks in 
infanticide, 314. Kolhapoor, 81. 

proclamation issued by His ■ forced, in 'rribntaiy Mclials, 

Highness the Rao of Kutch, un- , Ben. Rec. No. iii., 70. 

der date the 29th August 1852, ' prevailing rates at and near 

on the subject of the abolition Barrackporc, Ben. Rec.. No. iv., 
of buttee, 315. A]i}>. G. 

— second proclamation is.sucd Lac cultivation, Bom. Rec. No. xvi., 

by His Highness the Rao of 120. 

Kutch, dated the IGth January bracelets, jnode of thr ir 

1853, 316. manufacture, Bom. Rec. No, 

extracts from a letter from viiL, 237. 

His Highness the Rao of Kutch — red, mode of its loamifac- 

to Major LcGrand Jacob, Poli- ture, 237. 

tical Agent, dated the 7th Fe- yellow, blue, green, Hingo- 

bruary 1853, on the same sub- lee, mode of preparing, 238. 

ject, 316. — of Sumbulpore, Bom. Rec. 

extracts from a document No. xxiii., 185. 

T 2 
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Lahore and Pesliawur road, descrip- 
tion and progress of the worlts of 
1st Division, In. Roc. No. vii., 1. 

metalling of the, 2 . 

earth works of the, 2. 

masonry of the, 2. 

" — station houses of the, 3. 

— groves of tlie, 3. 

report on 2nd or Guzerat 

Division, 3. 

executive oflicer of this di- 
vision, 3. 

earthworks of the division, 

3, 7. 

masonry Avoiks, 3, 7. 

the 2nd Division, timber 

bridges of the, 3. 

embankments across the 

valley of the Jhelum, 3. 

— — nia}) of Guzerat Division 
of the, 2. 

eml)ankuients across the 

valley of the Ghcnab with dia- 
gram, 4. 

well in the Khariari Pass, 5 , 

metalling, G, 7. 

materials, G. 

station houses and groves, 

6 . 

■ — cost of quari-ying, G. 

report on progress of the 

Ord Division, 7. 

executive oflicers, 7. 

eartliwork, 7. 

masonry, 7. 

materials, 8. 

metalling, 8. 

— dihicult nature of the works, 

8 . 

Bukrala Nullah bridge, 8. 

map of 3rd Division, G. 

Rawul Pindee Division 

comprising the fourth and fifth 
Divisions of the, 9. 

nature and works of this 

Division, 9, 13. 

executive officers of the 

fourth Division, 9, 

■ earthwork of the, 9. 


Lahore and Peshawur road, fourth 
Division, masonry of the, In. 
Ilea No. vii., 10. 

teh Nullah biidge, 10. 

materials, 10. 

metalling, 10. 

stations and groves, 10. 

map of fourth division, 9. 

officer in charge of fifth di- 
vision, 10, 13. 

road or earthwork of this 

division, 11. 

masonry work, 11. 

materials, 1 i . 

road station houses and 

groves, 11. 

bridges over the Sohan and 

Dell, 11. 

diagram shewing the cross- 
ing of the Sohan river, i2. 

MargulJa i*ass, 13. 

map of fifth division, 10. 

report on nature and pro- 
gress of the sixth division, 13. 

executive officers of the 

sixth division, 13. 

road or earthwork of the 

division, 14. 

masonry works, 14. 

materials, 14. 

r-r- report on sixth division of 

the, 15. 

station houses and gj’oves 

of this division, 15. 

road across plain of Chuch, 

15. 

state of executive officer’s 

office, 15. 

map of sixth division, 12. 

report on seventh division, 

15. 

executive oflicers, 18, 

extent and map, 16. 

earthwork, 16. 

masonry works, 16. 

materials, 17. 

station houses and groves, 

17. 

— auxiliary works, 17 . 
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Lahore and Peshawur road, work 
shops at llawiil Pindee, In. Eec. 
No. vii., 17. 

floating bridges, 1^. 

bridge of boats over the 

Eavee, 18. 

Clicnab bridge oflioats, 18. 

bridge of boats over the 

Jholuin, 18. 

• Indus bridge of jioats, 18. 

description of I nidges, lb. 

length of road work per- 
formed and remaining, ID, 20. 

))ast expend it lire on, 21. 

iutnre cxjieuditiire, 21. 

estimate of expenditure 

how formed, 21. 

metalling, 22. 

'wages, 22. 

ditliculty of 2^^’^curiug 

labour, 22. 

establisliments and work- 
ing jieople of, 2.3. 

inferiority of daily ser- 
vants over monthly servants, 23. 

hijury caused by rains, 23. 

extent d’ hill floods dihicult 

to know, 21. 

difikailty of forming cor- 
rect estimates, 24. 

cliicf works and greatest 

difhcultios, 21. 

sketch of Soliawah cutting, 

24 — 30 . 

sketch of Sukra cutting, 

22 — 20 . 

sketch of Bukralla cutting, 

24—20. 

small Sohawah and Chow- 

kie mill cutting, 24, 20 , 

sketch of Khooiid cutting | 

near Attok, 20. 

executive officers, 25. 

to Beeas, report on road, 

26—29. 

— — for details of this road, see 
imd from Lahore to Beeas. 

• to Umritsur repoi-t on road 

from, 27. 


Lahore to Ferozeiiore, report onroad 
from, In. Itec. No. vii., 30. 

to Mooltan, reiiort on road 

•from, 31., 

and Peshawur road, detailed 

statement showing the expendi- 
tui-c on works up to 10th May 
1853 with works executed and 
average rates, 46 — 51. 

statemout shewing the pro- 
bable cost subsequent to 1854 
in coinjdcting, 52 — 57. 

abstract of the in-obabJe 

cost, 57. 

tabic shewing the task ox- 

liectcd from each labourer in the 
4th and ‘5t]i divisions to be ex- 
cavated and wliceled, 5S. 

ib. to be c\t;;\.;(ed and 

carried, 5t). 

table shewing the comjiara- 

tivc cost of metalling the dif- 
ferent divisions of, 00. 

.statement of i*.‘ites of work 

and mateJ’ial.s to May 1853, 61. 

rates of labour as Cf>m}>ar- 

ed with that of a iiortion of the 
Grand Trunk Eoad, 62. 

rates of ^‘robable addition- 
al cx 2 >eiiditiirc that will be neces- 
sary to conqilete, 62. 

’ division, table shewing 

oxjKai^ ittj. of district joads in 
tlic, 03. 

^ and Peshawur road. Lord 

Dalhoiisic on the, In. Eec. No. 
xiv., 50. 

jail, real causes of morta- 
lity in the. In. Eec. No. ii., 71. 

— services of Dr. Hathaway 

in, 73. 

dispensary statistics, 151. 

school of industry for ma- 
nufacture of gunny to be form- 
ed at, 89. 

division, report on im- 
provements instituted during 
1854-55 in the, )Sel. Cor. of Pun- 
jab Admn. vul. iii, Partii, 126. 
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Lahore improvement report for 
1854-55, road report, Sel. Cor. of 
Punjab Admii. vol. iii. Part ii., 
126, 134. 

buildings and grove report, 

126, 134. 

ferries report, 127, 134. 

district, improvement re- 
port for 1854-55, 116. 

-- division, rcpoii; in 18.53 on 
the revenue of, In. Rec. No. vi., 
104. 

• district, report for 1853 

on the revenue of, 107. 

inefficient balance, 1 08. 

jail report, 151. 

report for 1854, 157 —165. 

embankment in the valley 

of the Chenab, 151). 

excavation througli the 

spur of Margulla Range, 160. 
—and Peshawur road, cuttings 
near the Indus, 1 60. 

» — — engineering difficulties, 161. 

cost incurred up to 1854, 

163, 164. 

advantages of the road, 

164. 

division, its population, 

revenue, villages, area, etc., ac- 
cording to census of 1855, In. 
llcc. No. XL, 9. 

city, its popuittion in 

185 ^, 21 . 

*■ - divisions, statement of the 

chief towns with their popula- 
tion in 1855, 29. 

and Peshawuir road, report 

for 1856, In, Rcc. No. xviii, 49. 
— ' to Sutlej, report on road 

from, 49. 

- division, census returns for 

1855, 100. 

Lakadong in Jynteah hills, coal at, 
Ben. Rec. No. xiii., 45. 

Lake Muuchur, report on, Bom. 

Rec. No. xvii., 891. 

Lakhiraj tenuteli in Cuttack, Ben. 
Roc. No. iii., 16. 


Lai Jliung, iron stone found at, In. 

Rcc. No. xvii., 42. 

Lama, the country of the, Ben. Rcc. 
No. xxiii., 12. 

Lamp, black, mode of its manufac- 
ture ill Kolhapoor, Bom. Rec. 
No. viii., 246. 

Land, foras, Bom. Rcc. No. iii., 
jDassim. 

revenue of Hazareebaugh, 

report on, Ben. Rec. No. xx. 
Part iv., 3. 

cultivated in Shikarpoor 

Collcctorate during 1852-53, 
Bum. Rec. No. xviii., 44. 

tenure and occupation in 

Kolhapoor, Bom. Rec. No. viii., 
64— G8. 

tenures in Punjab, ilioir 

analysis, origin of property in 
land, occnjiants of land classi- 
fied, proprietors out of posses- 
sion, proprietoi's in possession, 
village communities, In. Rec. 
No. ii., 101, 102. 

tenure in MooHan peculiar, 

103. 

revenue of Maunbhooni, 

Bell. Rec. No. xx. Part i., 4. 

revenue of Chota Nagpore, 

Ben. Rec. No. xx. Part ii., 2, 

tenure in the district of 

Aziniglmr, report by Mr. Thoma- 
son, iated 1837 on the, N. W. 
P. Rec. Part xiv., 133 — 166. 
in the North West Pro- 
vinces, report on the frequent 
transfer of title to, N. W. P. 
Rec. Part xxiv., 183. 

revenue of North West Pro- 
vinces, N, W. P. Rec. vol. 168. 

tax of the Punjab, report 

dowm to 1854 on, In. Rec. No. 
vi., 203, 205. 

— tax of the Punjab, report 

for 1854, 1855, In. Rec. No. 
xviii., 21—32. 

tax of the Punjab, perma- 

' nent increase or decrease since 
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the annexation to 185G, In. Eec. 
No. xviii., 24. 

Land tax of the Punjab, casual re- 
ductions of, 27. 

tax of the Punjab, rates of 

assessment, 25. 

its amount since 185^ to 

1856, 30. 

tenures in ^Mysore, memo. 

on. In. Rec No. xi., 90. 

^ — measures now in use in 

Mysore, 91. 

how cksscd, 90. 

tenures in Mysore, tJieir 

names and natures, !.)G. 

disputes regarding, Ben. 

Rec. No. xvi., 30. 

assessment at Darjeeling 

of building, Ben. Rec. No. xvii., 
Appendix. 

tax, for further information, 

see Tax Land. 

Landed Property, see Property 
Landed. 

Landlord and I'^enant, suits in Ben- 
gal between, Ben. Rec. No. xvi., 

5. 

his arbitrary power, G. 

Landslips on banks of the Indus, 
Bom. Rec. No. xvii. vol. ii., 441. 
Lang, Captain Jolm, 3Gth N. L, on 
Nuddeah rivers, Ben. Rec. No. 
ii., passim. 

Language of Cambay, Bom. Rec. 
No. iv., 10. 

employed in Kolhapoor, 

Bom. Rec. No. viii., 147. 

used by Mangs and Ramoo- 

scs, 148. 

used by Bagwan, 155. 

used by Thugs, 157. 

of Sind, Bom, Rec. No. 

xvii. vol. ii., 645. 

Larkliana Deputy Collectorate, five 
statements of cultivation in the. 
Bom. Rec. No. xviii,, 97 — 110. 

report of Lieutenant Wal- 
lace on the revenue assessment | 
of, 120—123, 


Larraek island, account of. Bom. 
Rec. No. xxiii., 38. 

Lashorees described, Bchn. Rec. 
No. xvii., 12G. 

Latee Bullena, iron ore found at. 
In. Rec. No. xvii., 5. 

Latin not at present to be taught 
•at the Presidency College, Ben. 
Rec. No. xiv ., 70. 

Latter, Captain, on teak, licn. 
Rec. No. ix., 8, 151. 

Ills views on effect of fires 

oiTone<mH, 31. 

Law, Penal, in the Puniab, report 
on, In. Rec. No. ii., GO — G8. 

principles of criminal, 

63, 64. 

criminal, what class of per- 
sons not natives are most deeply 
interested in any alterations of 
the, N. W. P. Rec. vol. L, 35, 

Lazaroes, re 2 )ort on the, 8cl. Cor. 
of Punjab Adinii. vol. ii. Part 
X., 271. 

Lead mines of Raic, Clicndak, Ker- 
raye, I’ataJ, Dhunpore and Jak, 
report on, In. Rec. No. xvii., 
74. 

Leases, bona fide, should be pro- 
tected from sale fur arrears vi 
revenue, Ben. Rec. No, xvi., 4. 

unregistered arc uiipfotect- 

ed, 5. • 

in the Sliikarpore collec- 

toratc, draft of rules for, Bom, 
Rec. No. xviii., 81. 

statement of, 86. 

Leather, mode of its preparation in 
Kolhapoor, Bom. Rec. No. viii., 
241. 

Legislation, miscellaneous, of Go- 
vernment of India from 1847 
to 1856, Lord Dalhousic on, 
In. Rec. No. xiv., 73. 

Lord Dalhousie on the Act 

for securing liberty of conscience, 
73. 

Legislative Council, see Council 
Legislacive. 
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Leli Nullah Bridge, report on, In. 
Bee. No. viL, JO. 

Leh and'Sohan, sec Sohanand Lcli. 
Leia DiN'isioii, report on improve- 
ments instituted during 1854-55 
in the, Bel. Cor. of Punjab 
Admii. vol. iii. Pait ii., 100. 

road report, 100, 104, 

171. 

bridges report, 1 04. 

buildings and groves re- 
port, 100, 104, 171. 

ferries report, 101, 104, 

171. 

report for 1853 on the 

revenue of tlie. In. Ilec. No. vi., 
118. 

district, report for 1853 

on the revenue of, 1 1 8. 

inellieient balance, 119. 

" ■ " — division, its population, 
area, villages and reveinie ac- 
cording to the census of 1855, 
In Bee. No. xi., 9. 

— division, statennuit of the 

chief towns with their po[mla- 
lation in 1855, i!9. 

- census returns in 185.5, In. 

Bee, No. xviii., 100. 

statement of district roads 

in, In. Bee. No. vii., 05. 
Lemodra, a village ix'ar which iron 
slag is found. Bom. Iu‘c. No. 
xxiii., 109. 

Lcpchas of Darjeeling, Ben. Bee. 
No. xvii., 7. 

Leper, white, Bcun. Bee. No. xvi., 
59. 

> Hospital a-t Madras, rej)ort 

for 1853 on the, Mad. Bee. No. 
vii., 8. 

— report for 1854, Mad. Bee. 
No. xxi., 7. 

Lora, Kajah of, Ben, Bee. No. iii., 
90. 

Lhassa ia Thibet, Ben. Bee. No. 
xvil, App. 

Lhine forests, report on the, In. 
Rec. No. ix., 31 — 47, 


Library at Jumboseer, B(mi. Bee, 
No. xvi., 34. 

Libi'arics, Vernacular, see Verna- 
cular Libraries. 

Licensing the salt pans the best 
means of securing the revenue, 
Mad. Bee. No. xvi., 199. 

Light ill Boml:)ay, cost of, Bom. 

Boc. No. xvii. vol. ii., 11. 

Lime found in Biimbulpore, Mad. 
Bee. No. xiv., 12. 

found in Bumbulpore, Ben. 

Bee. No. xxiii., 185. 

Inmestone, lithographic, found in 
tlic M adras territories, Mad. Bee. 
No. ii., 38. 

of the Punjab salt range, 

Bel. Cor. of Ihnijiib Adnin. vol. 

11. Viwt X., 291, 303, 315. 
bed in situ near the mines 

of Nutowa, In. Bee. No. xvii., 7. 
obtainable near Beejapore, 

12 . 

ol^tainable near the Kit- 

chcree river, 18. 

obtainable near Pat Kut, 

35. 

found along bed of Kos- 

sila rivcj*, 'M). 

found along Bamgunga 

liver, 37. 

Ibiind along Tal Nuddeo 

river, 40. 

Lingali, ac(*.ount of. Bom. Boc. No. 
xxiii., 37. 

Linseed, report on its cultivation 
in the ^ladras territories, Mad. 
Bee. No. xxiii., 12() — 129. 

report on the attempt to 

increase its cultivation in the 
Punjab, In. Bee. No. xv., 7G — 
84. 

quantity of laud employed 

in its cultivation for 1853-54, 
1854-55, 76, 77. 

^ its price in 1855 in the 

Punjab, 78, 79. 

nearly the whole 5 tons sent 

out by Court of Directors bad, 84, 
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Linseed, remrd to Zeniiudars for 
its cultivation. In. Rec. No. xv., 
85 . 

financial statement of the 

result of the operations, 8t. 
Lisharees, report on tJicm and their 
connection with the British, Jii. 
Rec. No. xii., 43. 

Literature, Bengali, return of writ- 
ings and authors. Bon. Hoc. No. i 
xxiL, 1:23 — Its. 

news[)aper.s and periodicals, 

145™. 118. 

school, 5. 

Loam suitable for foundry purposes 
found along tlic bed of Kossila 
river, In. Rec. No. xvii., 3G. 

Loha Bhuj‘ Blmr, re})ort on tlic 
iron deposits, In. Rec.. fSup[)le- 
ment to N *. viii., 44, 103. 

and I)ci‘eea1k;ihi, Idocks of 

mui ore scon betwcMSi, In. Rec;. 
No. xvii., 3, 1 1. 

bed oT iron discovered in 

pith from Rhoonka to, 3. 

new (li,s(‘overy at, 28. 

■ gonei’al •summary of 

survey of irojj d''[)osits at, 33. 
Lohba tea }»lantatioiis, rc[)ort on, 
N. \Y. V. Rec. vol. i , 2 to. 

Lohit river, see Brahmaputra. 

Loliit, Sri, Bon. Rec. No. xxiii., 
4,5,0. 

Loodiariah district, im[»rovcineiit 
report for 1 (SOI -55, Sel. Cor. of 
Punjab Admn. vol. iii Part ii., 57. 

thuggee })raneh ollice at, 

In. Rec. No. vi., 53. 

report on the revenue of, 

99. 

city, its population in 1855, 

In. Rec. No. xi., 21. 

- ' a colony of Cashmereo arti- 

zans, 21. 

Loonawara, sketch in 1854 of, 
Bom. Rec. No, xxiii., 7. 

• it.s boundaries, 7. 

the chiefs in 1854, 8. 

the tribute, 8. 


Loonawara, the revenue and amount 
of force maintained in 1854, 
Boin. Rec. No. xxiii,, 8. 

the princijKil route through, 

8 , 

— the produce, 8. 

the customs in 1822 of, 

555. 

notes on, 18. 

its towns and villages, their 

owners ami revoiiuo in 1851, 75 
— (SO. 

pergunnslj, statement of tlie 

numbm* of its villages which 
pay tribute to Ooveiiiment and 
to their respective j)atLis (1822), 
5G4. 

Loop valley, report on, 8e!. Cor. of 
Punjab Adnm. V(d. iii. j’art iil, 
209. 

jdaiii, re]H)rt on, 21 1. 

Lower Hills, for all jid’onnatioii 
conccriiiiig, see Hills Lower. 

Liift, account of, Bom. Ree. No. 
xxiii., 31. 

Lukkhce, fort o^, i?i. Ree. No, ii,, 
43. 

re])ort in I ('^■51 on, tii. 

Hoc. No. vi., 1 iS. 

Lukjait dcscril)ed, Bom. Rec. No. 
xvii. vol. ii., 500. 

Luri river, Ben. Roc. No. xxiii., 
07. 

Lus, report on, Bom. Rec. No. xvii., 
301. 

described, 301. 

soil of, 302. 

canals of, 303. 

population oL 305. 

govcrnmQiit of, 305, 308. 

military force of, 300. 

narrative of a journey 

through, 309. 

tribes of, 380 — 387. 

Lushington, ]Mr. C. H., report on 
proceedings in taking laud and 
other property required for the 
East Indian RailMW, Ben, Rec, 
No. iv., passim, 
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Lutchmisscr and Kupeena tea plan- 
tjftions, report on, N. W. P. 
Eec. vol. i , 2 1 i. 

tlieir Soil and culture, 

2U. 

appearance and health of 

the plants, 211. 


M 

M’achi caste described, Bom. Hoc. 
INTo. ii., 3. 

Machine for cleaning cotton, sketch 
of, Bom. llec. No. xvi., Fig. 

1 . 

Mackeson, Lieut. Colonel, assassi- 
nation of, In. llec. No. vi., 
17 . 

Mackintosh on Foras lands, Bom. 
Bee. No. iii , 7. 

Macleod, Mr. J., on pearl banks in 
Sind, Bom. Bee. No. xvii. vol. 
ii., 701. 

Maepherson, C^iptain, liis exer- 
tions to suiJpiwss Khond sacri- 
fices, Bon. llec. No. iii., (>3. 

Maetier, t^donel, on Damooda 
Bunds, Ben. Bee. No. xv., 7, 
MO. 

Madagascar, ilie capital of. Bom. 
Bee. No. xxiv., 278, 

Maddoek, Sir Herbert, on Tonasso- 
riui Teak, Ben. Bee. No. ix , j 
128. , 

Madoogoo fibre, n(*tos on, Mad. 
Bee. No. XX iii., (>, 30. 

Madras Bail way in 1833, vide 
Madras Beport on Bail way De- 
partment for 1833, pa.ssim. 

first contract with flon’ble 

East India Company, 1. - 

» railway liow far complet- 

ed, 1. 

- — divided into two districts, 

1 . 

■ estimates of work done, 

1, i>. 

cost for brickwork on, 3, 


Madras Railway, cost for earthwork 
on, Mad. Bail. Beport for 1833, 
3. 

cost of Cortilliaur bridge, 

3. 

j maximum number of la- 

1 bourers employed on, 3. 

j contracts for sleepers foi*, 

! 3. 

what may be a good sub- 
stitute foj- sle(^j[)ers oil, 1. 

new contract with Govern- 
ment of India, 4. 

survey for continuation of 

line, 3. • 

line from Madras to Bel- 
lary practicable, 3. 

estimate of expense on line 

of Cuddapali and Bellary, G. 

survey of line between Ya- 

datoor and Balapilly, 8. 

and Cuddapah line of llail- 

w^ay, rough sketch of, 8. 

comparative levels for line 

between Vadatoor and Balapilly, 

10 . 

survey bet^\pell Bellary and 

Cuddapali for, 10. 

sketch of line between, 

10 . 

comparative levels from 

Cuddapah to Royal Cheroo, 12. 

sketch of line from Royal 

Cheroo to Cuddapah, 12. 

survey of line between 

Ro)-al Chei'oo and Bcllary, 12. 

the two dHliculties of the 

line between Royal Cheroo and 
Bcllary, 13. 

comparative levels between 

Royal Cheroo and Bellary, 13. 
sketch of line between Bol- 
lary and Copul, 1 4. 

betvrecn Bellary and Copul, 

survey for, 15. 

report from Chief Engi- 
neer of, 20. 

plan of the new trace of 

Dooi*enal Pass, 20. 
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Madras Railway, plan siiewing tlie 
level of country between Cazce- 
2 )ctt and tlio Duorenal Pass, 
Mad. Rail. Rcpoii for 1853, 
20 . 

ro 2 X)rt of Chief Engineer 

to Diroctora of, 22. 

engiiieoriiig prospects and 

requireiuents ol*, 22. 

s 3 ’Stem adopted in con- 
structing, 23. 

earthworks of, 23. 

brickwork, 24. 

brick-making, 24. 

eifects of monsoon, 24. 

■ stations, 24, 42. 

course of the lino, 25. 

Moroor Pass, 25. 

crossing of the Palar, 25. 

line via Caroor, 20. 

from Coimbatore to the 

West Coast, 27, 101. 

y- Ponany, 27 

Calicut, 27. 

Bey poor, 27, 28. 

Cochin, 28. 

Mysoj’e, 28. 

Bellary t(.> Bangalore, 28. 

Cnddapah line, 20, 1U4. 

main line, 20, 

average up to December 

1853 of work done, shewing cost 
of construction, 20, 30. 

report of Mr. E. jSirialley 

on, 31. 

engineering department, 

sJiewing expense of, 33 — 35. 
reports of Consulting Engi- 
neer, 30, 37, 41, 42, 43. 

probable rates of pay of 

officers of, 37. 

advantages of line through 

Cnddapah district, 40, 

Engineer s 4epartiucnt most 

frequent occasions of intercourse 
with natives, 44. 

list of country and other 

woods which appear likely to 
answer well for sleepers, 48. 

U 2 


Madras Railway, tenders for tht 
supply of sleepers, Mad. Rail Ee= 
port fbr 1853, 51, 58—00. 
observations of Chief Engi- 
neer on tenders for supply of 
sleepers for, 52. 

tiunsfer of Government 

Stick for sleepers, 53. 

extract Irom minutes of 

consultation, 53. 

appointment of Agent for 

procuring land at Cuttack, 
54. 

■ observations of Consulting 

Engineer on sleepers for, 55. 

wood from Australia for 

sleepers, 5b. 

tender for iron castings by 

Porto No\'o Iron Compiuiy, G1 
. —07. 

estimate of expenditure of 

a line from Meuil to Paluianair, 
07. 

difficult dcscri])tions of 

haul traversed by lino, 09. 

amount and value of land 

roejuired for line between Menil 
and Palman.iir, 09. 

college should be establish- 
ed foj- educating nati\x*s for, 70, 
83. 

Inspector of Avorks, 83 — 

85. 

scj vants necessary for Resi- 
dent Engineers, 85 — 90. 

Inspectors of w’orks, horse 

allowance, 9 0 — 9 7. 

clerk for Chief Re.sident 

Engineer, 97 — 100. 

present establishment at- 
tached to liesident Engineers, 
100—103. 

increase of capital permit- 
ted, 104. 

survey of line of country 

through Coimbatore to tlie West 
Coast, 104. 

rails and chairs, 105. 

mcdictil attendance, 105* 
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Madrfis Railway, extent of district j 
for cacli Engineer, Mad. IliiiL ' 
Report for 1853, 107. 

report by Consulting En- 
gineer, lOG. 

feasibility of branch to 

Bangalore, U)7. 

weight of rails, 109. 

for)»i of sleepers, 109. 

rails, preservative against 

rust of, 109. 

how much road}^ 110. 

extract from minutes of 

con.snltation on. 111, 118. 

■ — .1 nspector of works stipend, 

113. 

letter from Agent No. 221, 

112 . 

observations on No. 221 

letter fi’oin Agent by Consulting 
Engineer, 119. 

expenditnro during the 

month of May 18 b*), 120. 

- — - Engincei-'s dejiartment, ex- 
penses for Jnne bSod, 122. 

observation ; on, by Con- ] 

suiting Engineer, 1 

rules U> be ub.sc'rved in ]»rc- 

paring ac ‘ounts for, 12G. 

progress re]M)rt sbewing 

amount of work done from eom- 
meiicemcnt up to 31st July 1853, 
131. 

observations on the above 

by Consulting Engineer, 133. 
acooimts of J^lngiueer’s de- 
partment for month of July 
1853, 133. 

progress report by Chief 

Engineer, 135. 

observations on it by Con- 
sulting Engineer, 130. 

Engineer s de])artment, con- 
tingent expenses for month of 
August 1853, 137 — 142. 

observations on contingent 

expenses by Consulting Engi- 
neer, 140. 

cxpeiisos on® ungalows, 142. 


Madras Railway, cjonstructiou ac- 
counts for August 1853, Mad. 
Rail. Report for 1853, 143 — 
118. 

observations by Consult- 
ing Engineer on the above con- 
struction accounts, 148. 

Avhole expenses for month 

of August 1(S53, 150. 

propriety of executing 

works by contract, 151 — 154. 

special expenses on account 

of district, (1) 155, 158— IGl. 

I uisiiicl (1) general direc- 

tion of line in, 15 b. 

I works of masonry in, 15G. 

1 ballasting, 15G, Ibl. 

j observations of Consulting 

i Jhiginecr on the above, Ibl. 

j estimate of exi)enses for 

districts (1) (2), 155 — 103. 

I lines wijicli arc likely to 

i ha ve the pJ t'fcreiieo, J 0 1. 

emt^loyment of )Shtoiis or 

Cashkeepers, JOG. 

dilliculty of providing for 

the disbursements of, 1G8. 

plan for, lb 9. 

observations of Consulting 

I'higineer on, 179. 

report by Accountant Gene- 
ral on best means of placing funds 
at the disposal of the executive 
oliicers, 17 i. 

adoption of this plan by 

Government, 175. 

observations by Consulting 

Engineer on best means for plac- 
ing money at the disposal of the 
executive officers, 177. 

adoption of this plan, 180. 

schedule of articles requir- 
ed for the working of, 181. 
observations on it by Con- 
sulting Engineer, 183. 

stone blocks as sleepers, 

185—188. 

specimens of timber sent 

for sleepers, 190. 
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Madras llailway, report on tim- 
ber and its applications for, 
Mad. lUiL Euport for 1853, 
193. 

average cost of converting 

wood into sleepers and bringing 
to coast, ] 99. 

wood best adapted for 

sleepers and procnrable at Viza- 
gapatam, 201 — 202. 

best methods of preserving 

timber against rot and the white 
ant, 203 — 212. 

ox}>eriments u]Km wood - 

})reser^■ed and nnpreserved by 
I’ayiie’s process, 200, 211. 

iipplication of Chief Em 

ginecr for more lunds on account 
of district, o. 1 , 21 3 — 2 1 7. 

— metliod of such applica- 

tion, 215. 

stations wli ether desirable 

or not, 217. 

• Terminus on tlic beach, 

217. 

• tabular view of distances 

cVc. of villages wherein station 
houses may be built, 2 1 9. 

letter from Agent on sta- 
tions between Madras and Menil, 
217. 

observations on it by Con- 
sulting Engineer, 220. 

Perambore , branch, advi- 
sability of, 221, 223, 225. 

correspondence with regard 

to the laying out of roads hav- 
ing reference to bridge over the 
Cooum river, 222 — 225. 

observations of Consulting 

Engineer on the Perambore 
branch, 22 C. 

- ■■■ - extract from minutes of 

consultation on Perambore 
branch, 228. 

- return of stores, 229. 

classification of return of 

stores, 230. 

survey of line from Va- 


niembaddy up to Kangooiidy 
Coopuni, Maei. Kail. Keport for 
1853, 230. 

Madras Kail way, Vanieinbaddy line 
estimate foi-, 232. 

extract from minutes of 

coji.sultatioii on the survey be- 
tween Vaniembaddy and Coo- 
2 >um, 233. 

form for rendering ac- 
counts, 231. 

construction account form 

(I).), 2;!U. 

iorm of statement with re- 
gard to .s]oe2)ers, 237. 

estimate of bridge over 

the Cortilliaiir, 231). 

■ how and of Avhat innterials 

Cortilliaur bridge is to be con- 
structed, 230 — 241. 

3 erniinus of Madras Kail- 
way where to be situated, 242. 

jwoject for widening the 

road along tlie ]>each, 242, 243. 

C.brtilliaur bridge, revised 

estimate of, 245. 

observations on 2 )lan ofCor- 

tilliaiir bridge by Consulting En- 
gineer, terracecl road along the 
beach, tlio cx^^ense by whom to 
be borne, 240^ — 248. 

statement shewing the re- 

cei^^ts and cx[>enditure during 
the half year ending June 1853, 
240. 

rej)ort by Major J. T. Pear^ 

in 1851 on a railway between 
AVallajahnuggur and, Mad. Kail, 
Kepts. i>ublished iul852, 3 — 33. 

difficulty in selecting a 

line to serve both as an experi- 
mental line and as the com- 
mencement of a system, <fec., 4. 

course of the bulk of the 

traffic with Madras, 4. 

the effect of an electric 

telegraph to Cochin or Mangalore 
ill expediting communication 
with Aden; 5, 



I 166 ] 


ifadras line to Wallajahnuggur, 
l>rospects of the proposed line, 
Mad. Rail. Repoits published in 
185^, 5. 

situation of Wallajahimg- 

gur, 5. 

its i)opulation, 5. 

- ■ " " its importance over-rated 

as an entrepot, G. 

- nature and amount of the 

traffic, 6. 

" — Wallajahnuggui* an entre- 
pot of trade as regards the coun- 
tries to the westward, G. 

total of tra He as taken from 

official returns, 8. j 

probability of its having in- ! 

creased, 8. | 

present exports estimated, . 

9. ! 

traffic statements, 9. j 

300 loaded bandies ])ass I 

daily, 9. | 

assumed traffic 50,000 j 

tons, 9. 

total mileage 3,200,000, 

10 . 

the present cost of carriage, 

10 . 

proposed charge by railway 

As. 1 per ton per mile, 11. 

cost of maintaining and 

working, 11. 

financial results, 12. 

mails — their present cost, 

12 . 

troops and followers, 13. 

circumstances favourable to 

this railway, 13. 

railways in India should 

not in reason be required to 
at once, 13. . j 

nature of the present traffic 

and probability of increase, 14. . 

salt traffic on line of, 14. 

quantity sent inland at pre- 
sent insufficient, 1 4. 

sugar traffic on line of, 17. 

~ cotton traffic on line of, 17. 


Madras line to Wallajahnuggur, 
indigo traffic, and other articles, 
Mad. Rail. Reports published in 
1852, 18. 

new kinds of traffic may 

be expected in line of, 18. 

- additional traffic to be ex- 

l^ected, drawn away from other 
lines, 19. 

sufficient traffic to make 

this line pay if we could ensure 
the whole passing over it, 19. 

remarks on the sufficiency 

of the proposed line, 19. 

disadvantages of an incom- 

2 >lote line, 19. 

falls shoj-t of two rivers of 

impi)rtancc, 20. 

[joints to be considered in 

(leciJiiig on an experimental line, 

20 . 

2 )ro[)osed line should be 

carried faither, 20. 

most important line, that to 

Rellary, 20. 

not favorable for exj^cri- 

meiit, 20. 

a line to Vaniembaddy pre- 
ferable, 20. 

its effects on the traffic 

from Bellary, 20. 

its effects on the sugar of 

North Arcot, 21. 

• advantiigcs of line to Yani- 

cinbaddy, 21. 

1 probability of the trade be- 
tween S.ilem and the Northern 
districts p;ussing over line to 
Vaniembaddy, 23. 

ap 2 )licability of railways to 

this country, 24. 

must not expeettoo much as 

their wimedicite consequences, 24. 

the greatest evils in the 

present state of things attributa- 
ble to the roads, 24. 

pojuliarities in j resent 

mode oi carriage, 24. 

native truYellors, 25. 
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Madras lino to Wallajahnuggur, na- 
tives undertake arduous journies 
when necessary, Mad. Kail. Re- 
ports published in 1852, 25. 

management of railways, 

25. 

limits to a tariff, 26. 

passengers divided into 

four classes, 26. 

principles of construction, 

27. 

— single or double way, 27. 

single line possesses all the 

important characteristics of a 
railroad, 27. 

ditrerent circumstances here 

and in England, 28. 

in England the amount of 

business has increased very 
much, 28. 

railroads bore might work 

up and down oji alternate days, 

28. 

the line should be single, 

28. 

speed, 29. 

chief importance of rail- 
ways in promoting personal in- 
tercourse, 29. 

— effect of railways in pro- 

moting an influx of Europeans, 
30. 

success depends on the work 

being carefully carried out, 30. 

better that Government 

shoidd do it and exercise a de- 
cided influence in its mamage- 
nient, 30. 

Directors in joint stock 

companies not necessarily inter- 
ested in the success ot the un- 
dertaking, 30. 

terms granted in Bengal 

and Bombay, 31. 

desirable to make the 

Madras line experimental in ano- 
ther sense, 31. 

risk ultimately falls on this 

country, 31. 


Madras line to Wallajahnuggur, 
difficult to do so by merely ap- 
pointing an insi)ccting officer, 
Mad, Rail. Reports published in 
1852, 31. 

Indo Britons and natives 

soon act^uire a knowh'dge of the 
duties connected with the loco- 
motive dei)artmeiit, 32. 

probable capital rccj[uired 

for this line, 32. 

value and weight for 1842- 

43 of bnports into Madras from 
certain districts, App. D. viii. — • 
xiii. 

value and weight of im- 

]>orts and exports by sea and 
land fur eleven years, A[)p. E. 
xviii. 

of exports- from jMaJnas 

into certain districts thr<nigh 
which the railway will pass, 
Ai)i>. E. xiv. 

map sL owing the direc- 
tions of the pi‘incii)ai lines of 
railway in the territories of, Ap- 
peiidctl. 

map sliewing experimental 

line to Vaniem})addy, Ai)pondcd. 

survey of sketch of line to 

Wallajah nnggur, Ajjpended. 

map of town shewing in 

what directions railway may 
be extended frum present ter- 
minus, Appended. 

l eport on the fibrous plants 

of, Mad. Ree. No. xxiiL, 07. 

statement of names of fi- 
bres, G9. 

extent of land cultivated, 

estimated produce and selling 
price of various fibres, 69. 

statement of value of 

fibrous substances exported and 
imported into the Madras ter- 
ritories from 1850 to 1850, 
71. 

— statement of value of manu- 
factured fibre exported and iin- 
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ported into the Madras terri- 
tories from 1850 to 1856, Mad. 
Kec. No. xxiii., 73. 

Madras, report of a Committee for 
cleansing the drains of the Black 
Town of, Mad. Rec. No. xxxii., 
passim. 

— — — the average cost per 'mile 
per annum of the Government 
roads for the last ten years, 22. 

memo, by Lieutenant Colo- 
nel Cotton on rebuilding North- 
ern tunnel of, 25. 

proposal by Lieutenant 

Colonel Cotton for the efilcicnt 
drainage of, 27 — 32. 

consumption of water by 

each .person in Madnis, 37. 

statement shewing the an- 
nual cost of the water supplied 
to shipj)ing at, 44. 

sanitjuy report on the 4t]j 

District of, 47. 

report on tlic sanitary 

condition of the 2iid District, 
49. 

* - memo, by Lieutenant Colo- 

nel Cotton on the water woiks 
in 1 852 at, 69. 

expenditure on the water 

works, 73, 74. 

there is a necessity for 

drainage works on sanitary 
grounds, 75. 

a pier is not wanted but 

rather an iinprovciiient of the 
port, 81. 

estimate of cost, value and 

charge h)r water at ]\Iadras, 85. 

- — nuisances at, 50. 

drains and sewers, 58. 

sanitary condition, 59. 

papers relative to its sup- 
ply with water, Mad. Rec. No, 
xi., passim. 

drainage of the Black Town, 

passim.^ 

plan of, Frontispiece. 

~ minutes of consultation in 


1854 on the supply of water for, 
Mad. Rec, No. xi., 1, 2. 

Madras, instruction to Lieutenant 
O’Connell with reference to 
the investigation of best me- 
thod of supplying water for, 3 — 
7. 

Adyar basin, a favourable 

locality for the establishment of 
a reservoir, 4. 

ground near Cochrane’s 

canal well adopted for the for- 
mation of a tank, 5. 

^ — its plan shewing reservoirs, 

tanks, (fee., 10. 

estimate of annual work- 
ing expenses connected with the 
sewerage of, 23. 

report on thorough sewer- 
age connected with system of 
water su[)ply, 25. 

objects contemplated in 

the sewerage and water supply of, 
25. 

— •• estimates for its water sui)- 

ply, 25. 

current expense f)f system 

of works connected with its water 
supply, 26. 

estimate of expense con- 
nected with 4th drainage dis- 
trict, 30. 

report on the 5th drainage 

district of, 35. 

report on the Gth drainage 

district of, 36. 

report on the 7 th drainage 

district of, 37. 

report on the water supply 

oi; 45. 

report on the Pommel tank 

of, 50. 

— plans for flushing the open 

drains of, 70. 

* statement of the heights of 

public buildings of, 73. 

— — — list of reservoirs, engines 
and pipes for the distribution of 
water for, 74 — 76. 



site tor drainage and supply of 
water to, Mad. Kec. No. xL, 
77-^117. 

abstract of table of esti- 
mates for, 99. 

estimate and plans for irri- 
gation sluices between Red MU 
lake and practical application of 
manures of, 118. 

minutes of consultation on 

tlie foregoing reports, 121. 

report on the drainage of 

Black Town, 10—24. 

papers relating to public 

instructipn in the Freud cncy of, 
Mad. Rcc. No. ii., passim. 

report on pubUc instruction 

in the Presidency of, Mad. Rec. 
No. xvii., passim. 

measures for the advance- 
ment of the student of tlie Uni- 
versity undertaken between 1854- 
1855 by the Governnient of, 0. 

training institution, grant 

made in 1854, 31. 

medical college, report for 

1854-55, 35. 

Revenue Board Survey 

school, repoii; on, 43. 

school of industry, report 

for 1854-55, 44. 

University, ropt^rt of the 

Principal for 1 854-55, ’App. I. 
synopsis of studies and pro- 
gramme of examination, xiii. — 
xxi. 

questions proposed to col- | 

lege class, xxiii. 

selected answers of the se- 
nior scholars, xxxiii. 

report of the examiners, liii. 

— — establishment as on Ai)ril 
1855, IxL 

__ statement of the number 
and caste of the students, Ixii. 
abstract accounts of the re- 
ceipts and disbursements, Ixiii. 


Bee. No. xvii., Ixv. 

Presidency, edncstioi^ 

penditure during l854:-55tiituBp 
App. P. cclxv. 

tabular view of estimated 

expenditure and actual expendi- 
ture on public works at, In. Rec. 
No. xiii., 8, 9. 

defect of expenditure as 

compared in the budget, 10. 

expenditure on public works 

ill 1854-55, 21. 

railway expenditure, 36, 

expenditure and notice of 

public works carried on during 
1854-55 in the Presidency, 20. 

report on progress of rail- 
way for 1854-55, 34. 

tabular view of expenditure 

on public works to close of 1 855, 
44. 

report on the Paumbaii 

channel, Mad. Rec. No. iv., pas- 
sim, 

■ report on the swinging fes- 

tival and the walking through 
fire of the natives of this Presi- 
dency, Mad. Rec. No. vii., 1 — 
16, 19—38. 

correspondence upon the 

permanent entertaiumeiit of a 
corps of coolies for road W'oiks 
ill tijc. Mad. Rec. No. vi., passim. 

Presidency, report on the 

harbours and ports of the N orth- 
ern Circars, Mad. Rec. No. xix., 
passim. . 

vaccination, report for 1 854, 

Mad, Rec. No. xx., passim. 

vaccination, rcpoi*t for 

1853, Mad. Rec. No, i., passim. 

• Presidency, irrigation re- 

ports and maps of the, N. W. 
P, Rcc. vol. ii., L 

memo, on the science of ir- 
rigation by Mr. S. Best, the Sccre- 
taiy to the Board of Revenue, 10. 


V 



[ 170 ] 


Madras Presidency, statement and 
estimate of the public works exe- 
cuted in 1853 in the, Mad* 
Kec. No. XV., passim. 

— Presidency, public works 

pn^ss report for 1854, Mad. 
Bee* No, XXV*, passim* 

> papers relating to the 
budget of public works for 1855- 
5G, Mad. Bee. No. xxviii., 
passim. 

Presidency, list of estimates 

for public works requiring the 
sanction of the Government of 
India in 1855-56, 53, 

— list of estimates for 1855- 

56, with the orders of the Su- 
preme Government, 95. 

collective memorandum 

upon public works in the, Mad. 
Bee. No. V., passim. 

map of the roads in 1854 

in the, 33. 

map of Cusbah stations in 

1854 in the, 35. 

improvements that were 

necessary in 1854, 4, 5. 

abstract of cart traffic in 

1 854 on the trunk roads of, 6. 

report upon the trunk 

roads in 1854 of, 6 — 11, 
14. 

rei)ort on the introduction 

of the railroad system by a com- 
mittee nominated by Lord Harris, 
11 . 

memo, on the rivers afford- 
ing irrigation, 25. 

— memo, on the formation of 

tanks in, 28. 

-- memo, on the improvement 
of the ports of the, 28. 

estimates for its wants in 

1854 as drawn up by a com- 
mittee appointed by Lord Har- 
ris, 30. 

rept^ to the collective 

menlpisp^um on public works 
in Mad, Bee. No. xxix. 


Madras, Mr. Stokes on tlie Coast ca^ 
nal of the. Mad, Bee. No. xxix,, 

1 . 

Mr. Stakes on the supply 

of water for the town of, 2, 

report for 1853 on the 

Central Museum, Mad. Bee. No* 
il, passim. 

marbles of the Presidency, 

5. 

— report on the important 

public works executed in 1852 
in the, Mad. Bee. No. x., 
passim. 

report on Major Maitland's 

school for the instruction of the 
artificers and pupils of the new 
carriage manufactory in the, Mad. 
Bee. No. iv., passim. 

ordnance artificers in 1849 

on staff employ in the, 38. 
papers relating to the es- 
tablishment of village vernacu- 
lar schools in the sub-division of 
Bajahmundry, Mad. Bee. No. 
xxvi., passim. 

report for 1853 on the 

Civil Dispensaries in the, Mad. 
Ecc. No. vii., passim. 

report for 1 854 on the 

Civil Dispensaries in the, Mad, 
Bee. No. xxi., passim. 

general return of the sick 

of the Civil Institutions for 
1853, 45. 

expenses of the Civil Dis- 
pensaries in 1854, 47. 

general report on the road 

department of 1854-55, Mad. 
Bee. No. xiii., passim. 

traffic on the roads of, 

27—30* 

transactions of the road 

department for the year ending 
30th .April 1855, 32. 

trunk roads, map of, Ap- 
pended. 

quarry roads, map of, Ap- 
pended. 



Madras to Mysore frontier, report 
for 1854-55 on road from. Mad. 
Eec. No. xiii., 2. 

to the Bengal frontier, re- 
port for 1854-55 on the road 
from, Id. 

to Trichinopoly and Salem, 

report for 1854-55 on the road 
from, 15. 

report on the medical to- 
pography of the South Western 
political districts of the, Mad. 
Eec. No. xiv., passim. 

report on the district roads 

for 1853, Mad. Eec. No, viiL, 
passim. 

papers relating to the 

budget of public works of 1854- 
55, Mad. Eec. No. xxvii , passim. 

Madiissa, Calcutta, Ben. Eec. No. 
xiv., 2. 

outbreak in the, 3. 

described, 7. 

plan for remodelling, 12. 

history of English school 

at, Appended. 

account of the disturbance 

ill 1854 at. Appended. 

idan of study for, Ajipcnd- 

ed. 

minutes of Council on the, 

Appended. 

Madura, report on fibrous plants 
of, Mad. Eec No. xxiii., 50. 

list of fibrous plants in, 

54. 

report on the swinging fes- 
tival and the ceremony of walk- 
ing through fire in. Mad. Eec. 
No. vii., Ifi, 34. 

vaccination, ^ report for 

1854, Mad. Ecc. No. xx., IG. 

— vaccination, report for 1 85 3, 

Mad. Eec. No. 5., 16. 

— public works progress re- 

port for 1853, Mad. Eec. No. xv., 
12, 129. 

amount expended in 1853 

on piiblic works, 1 4. 



ed in 18 ^^ on’ 


amount of salaiy dratrn’&y 


the Superintendent of the public 
works in, 142. 


— — value of exports 
ports by sea and of the diity 
levied thereon from 1843 to 


1853, 143. 

— — report for 1854 on the 
roads of, Mad. Eec. No. v., 


19 , 


report for 1853 on the 

roads of. Mad. Roc. No. 'viii., 
77. 


estimate in 1853 for the 

roads of, 107. 

and Tinncvelly, report for 

1851 on the public works of, 
Mad. Eec. No. ix., 72. 

the expenditure and dcriv- “ 

ed revenue on works of irrigation 
up to 1851, 72. 

report on works of irriga* 

tion lip to 1851, 72. 

expenditure on the Cotton 

roads, 77. 

and TinneveJIy, statement 

shewing the number of officers 
employed in 1851 in thcimblic 
works of, 80. 

amount of work done by 

each officer, 80. 

salary of each officer, 

80. 


statement shewing the ex- 
penditure on public works dur- 
ing 1851, 81. 

report on the marbles of, 

Mad. Eec. No. ii., 33. 

irrigation works from 1837 

to 1852, Mad. Eec. No. x., 
170. 

amount expended on. public 

works in 1852, 171. 

; amount expended on pub- 
lic .works during the ten years 
ending with 1851 in^ 173. 
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M<adura, cost of the maramut esta- 
blishment during the ten years 
ending with 1851 in, Mad. Rec. 
No. X., 175. 

report for 1854 on the 

public works required in the dis- 
trict of, Mad. Rec. No. xxix., 

dispensary, report for 1853, 

Mad. Rec. No. vii., 18. 

— dispensary, rcpoi*t for 1854, 

Mad Roc. No. xxi., 17. 

Maelala Gedda anicut, Mad. Rec. 
No. X., 3. 

Magayce of West Pcgii, report on, 
In. Rec. No. ix., 15. 

Magistrates should be relieved from 
tlicir duties as Criminal Judges, 
N. W. P. Rec. vol. i., 30. 

might sit on reviews, Ben. 

Rec. No. xvi., 22. 

should examino witnesses 

in person, 27. 

should be empowered to 

try for perjury, 28, 

are too young and inexperi- 
enced, 33. 

how to strengthen their 

hands, 37. 

Mahanuddeo river, Ben. Rec. No. 
xxiii., 17G. 

— inundations in Cuttack, 

Ben. Rec. No, iii., 48. 

— embankments constructed 

by Emperor Jehangeer, 48. 

Malice Kaiita, miscellaneous in- 
formation connected with, Bom. 
Rec. No. xii., passim. 

Pillajee Rao Gaekwar the 

founder of the present Gaekwaris 
family, 1. 

Damajee Rao Gaekwar, 2. 

Syajee Rao Gaekwar, 3. 

— — ' ' Govind Rao Gaekwar, 3. 

Anund Rao Gaekwar, 3. 

— first commencement of in- 

timate (Jbnnection between the 
British and the Gaekwar Go- 
vcrunionts, 3. 


Mahee Kanta, treaty between the 
two Governments, Bom, Rec. No. 
xii., 3. 

definitive treaty conclud- 
ed in 1805, 4. 

intrigues at the Baroda 

court to introduce the Gaekwar’s 
ascendancy, 5. 

murder of Gungadhur 

Shastree, 5. 

surrender of the Peishwa 

and subjugation of his country 
in 1818, 6. 

Byajee Rao Gaekwar, G, 

amount of Ghansdaiia pay- 
able by Chiefs in Kattywar to 
the Gaekwar, G, 7. 

adoption of the fixed sys- 
tem in, G. 

Mehwasee in, 7. 

attached to the Baroda 

Residency, 8. 

political authority given to 

the officer in command of the 
Contingent at Sadra, 0. 

death of Raj all of Ahnied- 

nuggur and performance of forci- 
ble Suttee at midnight, 9. 

re-establishment of the Po- 
litical Agency, Captain Outram 
appointed as Agent, 10. 

Bharwuteeaism prohibited, 

11 . 

Suttee, notice of, 11. 

education, 11. 

— area, population, bouiida- 

rie.s, districts of, 12. 

soil, productions, animals, 

13. 

rivers, 14. 

climate, 15. 

roads, IG. 

imports, exports, population , 

revenue, 17, 18. 

— mode of collecting and pay- 
ing “the Gackwar’s dues, towns 
and forts, 18, 19. 

police, 19. 

i Gaekwar contingent, 20. 
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Mfihce Kanta, history of, aiid notes 
oil Edur, Bom. Kec. No. xii., 
22—33, 99— -133. 

Ahmednuggur, history of, 

33— 3(). 

Soor, short history of, 3G. 

Bayer, short history of, 37. 

Sirdar i^ntiivuts and l^uta 

vuts, 37. 

Chowan Puta. 

— list of the Bhayat and Pu- 

Uivuts of the Chowan Jhita, 38. 

— short history of the Puta, 

38. 

list of Putavuts in Puta, 

41. 

Joda Puta, notice of, 43. 

Jetavut Puta, 43. 

lifcjt of Putavuts in the Je- , 

tavut Puta, 44. 

Chumpavut Puta, 44. 

Chandiiee Puta, 44. 

list of the Puta'suits in the 

Chandiiee Puta, 44. 

Mliow Puta, 45» 

list of the Putavuts, 43. 

Wankancer Puta, 46. 

Beethalee Puta, 47. 

Tintooec Puta, 47. 

• Bliatee Puta, 32. 

Bun Mulavut, Oodavut and 

Sesodia, 53. 

statement of the several ta- 

lookas, showing the amount of 
Ghansdana and Jumabuiidee 
paid by each to the Gackwar, and 
giving a rough estimate of their 
several revenues, 56 — 77. 

— , Naiiee ^larwar, 56 — 62. 

Bell war, 62 — 64. 

— Watruck Kanta, 64 — 66. 
— Sabiir Kanta, 66 — 68. 

Kuthosun, 68 — 70. 

- — Buheevul, 72 — 76. 

— statement submitted to 
Government in June 1854 by 
Major C. B. Whitelock contaiu- 
ing information regarding tlic 

several i)etty chiefs of, 79. 


Mahec Kanta, chiefs of Naneo 
Marwar, Bom. Bee. No. xii, 80 
— 86 . 

ib. Watruck Kanta, 86 — 

88 . 

ib. Bchwar Zillali, 88. 

ib. Habiir Kanta, 88. 

ib. Kuthosun, 88 — 90, 

ib. Bavisee, 90 — 92. 

number of idonghs and 

cattle in 1854 in, 94. 

abstract of tJie poinilation, 

91. 

short description of, 95 — 

97. 

l^apers comiectcd with the 

disiiosal of Ahmednuggur, con- 
siMiiient upuii the election of its 
chief to the tJirone of Jodhpoor, 
1847—1849, 135— 268. 

genealogical table of the 

families of Edur, Ahmednuggur 
and »Soor, 252. 

House of Jodhpoor, 253. 

genealogical table of the 

Batliores, 254. 

minute by tlie Iloirblo Sir 

J. Clerk on the above, 255. 

ib. ib. Mr. Bcid on ib., 

257. 

ib. ib. Mr. Willoughby on 

ib., 257. 

corrcsixjiulence relative to 

the question, 258 — 260. 

letter fiom the Hon’ble 

Court of Directors relative to the 
subject, 261. 

correspondence with tlie 

Political Agt'iit on the patrimony 
of the Soor htmily, 262. 

ib. on the actual value of 

the Ahmednuggm’ Pergunnah, 
263. 

ib. on the proposed arrange- 
ments for the Soor family, 264. 

engagements between the 

Gaekwar and Peishwa relative to 
their respective rights in the, 
27i— 280, 
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Mahee Kanta, engagements between 
the Ilou’ble East India Company 
and the Gaekwar in connection 
with, Bom. lice. No. xii., 280 
—292. 

map of, 1. 

Mahoinedan population of the Pun- 
jab in 18o5, In, liec, No. xi., 
22 . 

Maingy, Mr., on Tenaaserim teak, 
Ben. liec. No. ix., 80. 

Majnamootah Estate in Midnapore, 
Ben. Rcc. No. iii., 49. 

Majunga, lucrative trade of the 
Americans with, Bom. Kec. 
xxiv., 279. 

Mala swamp, report on the, N. W. 
P. lice. Pai-t XV., 228, 231. 

Malabar hill, ground plan shewing 
surface to be drained for forma- 
tion of a reservoir, Bom. liec. 
No. i., IG. 

district report for 1853 on 

the public works of the. Mad. 
Pwcc. No. XV., 149. 

— — and Bombay cloths, their 

prices in Kutch, Bom. Bee. No. 
XV., 22G. 

district report and estimate 

for 1855-5G for improving the 

Palghaut and Triohinopoly road. 
Mad. Bee. No. xxviii., 21, 45. 

report for 1854 on the 

roads of, Mad. Bee. No. v., 18. 

progress report for 1851 

on the most important works 
executed, Mad, Bee. No. ix., 61. 

— general remarks upon the 

state and requirements in 1851 
of the district, 64. 

— — general expenditure on 
public works for the ten years 
ending 1851, 7*1* 

— ■ returns of trade for ten 
years from 1841 to 1851 export- 
ed and imported into, 72. I 

— report for 1853 on the 

roads of^ Mad. Bee. No. viii., 
75. 


Malabar, estimate for the rojids of, 
Mad. Bee. No. viii., 105. 

public works executed in 

1852, Mad. Bee. No. x., 131. 

roads in 1852 of, 132, 

133. 

fibres, report on, Mad. Bee. 

No. xxiii., 65. 

teak nurseries in, Ben. 

Bee. No. ix., 33, 177, 183, 190, 
and see teak, 

report on the swinging 

festival and the ceremony of 
walking through lire. Mad. Hoc* 
No. vii., 11, 30. 

report on the traffic of. 

Mad. Bail way Beport in 1852, 
App. P. xli — xliv. 

Malaccii in 1790, Mad. Bee. No. 
xix., 63. 

Malaria in Terai, Ben. Bee. No. v., 

5. 

Mai Cutclieny in Kooch Behar, 
Ben. Bee. No. v., 23, 

Male Asylum at Madras, report for 
1853 on the, Mad. Bee. No. vii., 

6 . 

report for 1854 on the, 

Mad. Bee, No. xxi., 7, 

Malikliana in Cuttack, allowances 
of, Ben. Bee. No. iii,, 23. 

JMaliiig, Mr., report on Tenasserim 
teak, Ben. Bee. No. ix., 128. 
Malliapooram dispensary, report for 
1854, Mad. Bee. No. xxi., 
38. 

Mauaar, report on the Gulf of, Mad. 
Bee. No. iv., 13. 

Manbhoom, report on, Ben. Bee. No. 
XX. Part i. 

recommendations contain- 

edin this report, i. — v. 

its history, 1. 

owners of the large estates 

are uneducated, 1. 

— ■ roads, 1. 

products of the district, 

metals of the district, 2. 
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Manbhoom coal of the district, Ben. 
llec. No. XX. Part i., 2. 

great want of trees in the* 

district, 2. 

silk trade, 3. 

report on the land revenue 

of, 4—9. 

no Zemindaree can be sold 

for arrears, 6, 

attached mchals, 6. 

average staiii^J revenue, 

9. 

abkarce report, 9. 

number of abkareo shops, 

9. 

— report on Civil Justice of, 

10 . 

civil returns, 10. 

cases remain pending lon- 
ger than is necevssary, 1 1. 

curious correspondence re- 
lative to the sale of certain es- 
tates, 14. 

necessity of appointing a 

vakeel, 18, 

report on the Criminal 

Justice of, 19. 

criminal cases, 19. 

detention of witnesses, 1 9. 

business veiy heavy, 1 9. 

police report, 20. 

four thannairs with the 

usual police establishment, 20. 

crimes committed from 

1851 to 1853, 21. 

— poHce where the Zemindars 

have the charge extremely defi- 
cient, 22. 

report on the jail of, 24. 

charpoys made aiW the 

usual plan not to be tolerated, 
25. 

deaths in jail for the last 

five years, 25. 

Cutcherry house and than- 

nah, 26. 

roads, 26* 

salt, 28. 

■ school, 29, 


Manbhoom, plan of jail, Ben. Eec. 

No. XX. Part i., Appended. 
plan of Cutcherry, Append- 
ed. 

map of proposed roads in, 

Appended, 

Miinchi, description of town of, 
Ben. Kec. No. xxiii., 110, 

visit to, 151. 

settlement of, 152. 

Maiidla, Kajali of, and his son Nadir 
Khan, their histoiy, In. llec. No. 
vi., 25. 

Mandvee, in Kutch, memo, on the 
trade of the Port of, Bom. Kec. 
No. XV., 209 — 226. 

its importance, its foreign 

trade, 211. 

description of the boats of, 

211 . 

freightage, coins, measures, 

212 . 

principal cotton merchants, 

export customs on cotton, 212. 

number of bales of cotton 

exported, 213. 

price of cotton, 213. 

wool exported, 213. 

remarks on the sheep in 

Kutch, 213. 

the grain exported from, 

214. 

the ghee, oil from the Sil 

plant, 214. 

the shields, cotton cloths, 

silk cloth and other articles of 
export, 214. 

trade between Mandveo 

and Zanzibar, 215, 

mode of procuring ivory 

and rhinoceros hide at Zianzibar, 

215. 

money in circulation in 

Zanzibar, 216. 

mode of exchange, 216. 

— ports frequent^ by the 
boats of, 217. 

bunders frequented by the 

boats of, 218, 
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Maiidveo, received from 

Malabar, Bom, Bee. No. xv., 

219. 

- — i — the “ Aban” of Burbura, 

220 . 

trade of Burbura, 221. 

trade with Moklia, 221. 

prices of various goods in, 

222 

trade witli Bind, 223, 224. 

descriiition of the Balia 

fishery, 224. 

other articles of export and 

import, 214, 215. 

— — Masalla snuff, 22G. 

— — Malabar and Bombay cloths 
with their prices, 220. 

report on Zillah and town. 

Bom. Rec. No. xxiii., 315. 

serious loss of its Rajah in 

consequence of the incursions 
of the Bheels, Bom. Rec. No. 
xxiii., 780. 

Mangalore vaccination, repoi-t for 
1854, Mad. Rec. No. xx., 20. 

— vaccinati oi i , report for 1 85 3, 

Mad. Rec. No. i , 21 . 

dispensary, report for 1853, 

Mad, Rec. No. vii., 30. 

dispensary, report for 1 854, 

Mad. Rec. No. xxi., 35. 

Manganese in Mergui, Ben. Rec 
No. vi., 12. 

Maiigha, crime in the, compared 
with that in N. W. Provinces, In. 
Rec. No, ii., 02, 

Mangrol village, Bom. Rec. No. 
xxiii,, 314. 

Mangs of the Kolhapoi*e territories, 
report by Captain Charles Barr 
on the, Bom, Roc. vol. i., 91 — 
100 . 

ceremony attending births, 

97. 

* " ■ espousal and marriage cere- 

monies amongst the, 97. 

death ceremonies, 99, 

religion of the, 99. 

— oaths among the, 1 00. I 


Mangs and Ramooses, tlieir secre t 
language. Bom, Rec. No. viii,, 

* 148. 

Mankces of Bingbhoom, Ben. Rec. 
No. xvi., 02. 

Manufacture of salt at Tumlook, 
Ben. Rec. No. xiii., passim. 
Manufacture of opium, Ben. Rec. 
No. i., 3. 

Manufactures in the Azimghur dis- 
trict in 1857, report by Mr. 
Thomason on, N. W. B. Roc. 
Bart xiv., 130. 

and commerce of the Pun- 
jab Proper, In. Rec. No. ii., 

7. 

of Kolhapore, quantity, 

quality, net value, capital em- 
ployed, Bom. Rec. No. viii., 
252. 

and manufacturers of Kolha- 
pore, 117, 142, 210—247. 

in tlie Colaba Agency, 

Bom. Rec. No. vii., 88. 

Map of Bahamiipore, N. W. P. 
Rec. Part xviii., 302. 

of the Kumaon Bhabur, 

Appended. 

showing village boundaries, 

(urcular relating to map and form 
to be answered, N, W. P. Rec. 
Part x vii., 313. 

memo, by tlie late Lieute- 
nant Governor or right method of 
preparing a district map, 314. 

■ minute by Mr. Thomason 

on district maps, 310. 

• memorandum of instruc- 

tion relative to the preparation 
of district maps, 319. 

shewing village boundaries, 

with names of villages, can at an 
expense of Rs. 200 be furnished 
from the office of the Deputy 
Buryeyor General, 320. 

in what way maps should 

be prepared, 320. 

answer from Sudder Board 

of Revenue relative to the report 
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of progress in making district 
maps, W. P. Rcc. Part xvii., 
321. 

Map, objects to be gained by the 
preparation of dLstrict maps, 322. 

rules to be followed in the 

colouring of maps, 330. 

how maps sliould be colour- 
ed, 332. 

— the unit in all fisciil mat- 
ters should bo the ])erguiiiiah, 
thorcforo innpa should be eoiisf met- 
ed shewing accurately the bouii- 
dai'ies, 33 J-. 

of liewa Kanta, Bom. Rcc. 

JSo. xxiii., 3. 

of Itcwa Kanta, shewing 

the boundaries of its tributaries, ' 
23. ! 

of Kimcdy and Palconda 

Zemindaries, IVlad. llec. No. 
xxiv. vol. i., cover. 

— of Gioiuusoor, Mad. Kcc. 

No. xxiv. vol. ii., cover. 

of the Pooga valley, Se). 

Cor. of Punjab Adiiin. vol. ii. 
Part xii., o3(>. 

of the Punjab Salt range, 

Sel. Cor. of Punjab Adiun. vol. 
ii. Part x., 2o2, 203. 

and plan, illustrative of the 

new s3^stem of held moasureiueut 
in the* Punjab, Sel. C>or. of Pun- 
jab Admii. vol. i. Part iii,, Ap- 
pended. 

of the Punjab, illustrating 

British possessions, In. llec. No. 
xviii., Frontispiece. 

illustrating the proposed 

line of railway in Punjab, /51. 

■ of the Puiyab, illustrating 

roads, canak and public works, 
45. 

illustrating the mineral 

resources and Kangra iron mines 
of the Punjab, 104. 

— of the principal roads tra- 
versing the Agra district, N. W. 

P. Rec. Part xv., 225. 


Map shewing the villages suspect 
ed of female infanticide in the 
Agra division, N. W. P. liec. 
Part XV., 211. ^ 

of the Pilleebheet forests, 

230. 

of the Mala swamp, 232. 

of Boad, In. Bee. No, v., 

FfoiitLs])Lece.0 

of Pergunnali Sukrawidi in 

Zniah Fuimokabad, N. W. P. 
Rec. vol. i., 8i. 

of teak forests in Tenas- 

serim, Ben. Rec. No. ix., 1. 

of teak forests in Giizerat, 

202 . 

geological of Bcerbhoom 

and Dauioudiih valley, Ben. Rcc. 
Nt). viiL, Appended. 

slle^^•ing various proposed 

lines of direction fuj* East Indian 
Railway, A])pcnded. 

of collicjics on Damoodah, 

Ai>peiided. 

of Chiittagong, Ben. Rcc. 

No. xi., 81. 

of Tumlook Salt Agency, 

Ben. Rcc. No. xiii., Appended. 

of Lakadoiig coal workings 

in Jyiileah Hills, Ai>j tended. 

of conutiies iidjacenL to Da- 

• moodali and Da.lkis.su r ri vers, Ben. 
Rec. No. XV., facing title page. 

of Indus as it was and is, 

Boiu. Rec. No. xvii. vol. 11,534. 

fromMittuu toAttock, 542. 

of Hind, GO 1. 

of pergunnah Chandookah, 

711. • 

of Upper Sind frontier, 

Bom. Roc. No. xvii., 124. 

of crock loading into Ghar- 

rie, 250. 

of Jerruk, 255. 

of Semmeanee, 365. 

of route from Khclat to 

Sonmeanee, 370. 

of part of the N. W. Pro- 
vinces shewing graphically the 


W 
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course of export trade from Ro- 
hileund, N. W. P. Rec. Part 
xxii., Appended. 

Map Pit Division of Lahore 
and Pcdiawiir roiui, lu. Pwee. No. 
vii,, 2. 

of 2nd Division of Lahore 

and Pcsliawur road, 2. 

of M ib.#)., 7. 

of 4th ib. ib., 0. 

of 5th ib. ib., 10. 

of fith ib. ib., 13. 

of 7th ib. ib., IG. 

of Hazara, 3G. 

of valley of Peshawur, 40. 

of the Punjab shewing * 

main linc.s of traffic. In. Rec. | 
No. ii., Frontispiece. 

— — of Kolhapoor, Bom. Rec. 
No. viii., 112, 

of Madj’as, Mad. Rec. No. 

xi., Frontispiece. 

— of Black Town, 10, 

— — of Henziii Bay in Tenasse- 
rim, Ben. Rec. No. vi., 30, 

of the Vchar valley. Bom. 

Rec, No, i., 34, 

— — of the islands of Bombay, 
Trombay and Salsotte, 34, 35, 

of the Southern portion of 

tlie island of Bombay, 138, 131). 

of Mahee Kanta and part 

of Meywar and Wan go r, Bom. 
Rec. No. xii., Frontisihecc. 

— - — of the Colaba Agency, Bom. 
Rec. No, vii., 2. 

• illustrating navigation of 

the JellingheCj Ben. Roc. No. ii., 
Appended. 

ilia >;t rating the navigation 

' of the Bhaugirutty, Appended. 

illustrating the navigation 

of the Matabangah, Appended. 

■■ of Ganges at head of Jellin- 
ghee and Matabaugifli, Appended. 
of Ganges at head of Bhau- 
girutty, Appended. 

— — of Mundhusir, N, W. P, 
Yol. ii| IB, 


Map of the Nujuffghur jheel, N. 
W. P. Rec. vol, ii., 42. 

of the projected Tihara 

canal and the country through 
which it would pass, 44, 4G. 

of the lines of traffic and 

the stone quarries in the Agra 
Division, 14P. 

of station of Hiizareebaugh, 

Ben. Rcc. No. xx. Part iv.. Ap- 
pended. 

of Siimbulpore, Ben. Rec, 

No. XX. Part v., Appended. 
of Kutch shewing the pos- 
sessions of the i ’ao and of depen- 
dent chiefs. Bom. Rcc. No. xv., 
187. 

of Kutch, 1. 

of Jun jecra, Bom. Rec. No, 

xxvL, Frontispiece. 

of the state of Jowar, 12. 

of the Dhurrumpore estate, 

32. 

of tlie Sucheen estate, 24. 

of Cambay, 42. 

of Ponth estate, 93. 

ol' the roads of the Madras 

territory drawn up in 1854, 
Mad. Rec. No. v., 33. 

of the Ciisbah stations in 

the Madras territory, 35. 

of Coriuga Bay, Mad. Rec. 

No. X., 30. 

of North Arcot, 102. 

of roads existing in 1854 

in Caiiara, Mad. Rec. No, xxix.> 

8 . 

of the country between 

Miiiinar and Mirzapore, Bom. 
Rec No. xix., 1, 

of the Madras Trunk roads, 

^ Mad. Rec. No xiii., Appended. 

of the Madras quarry 

roads, ib. 

Chart of the Persian 

Gulf, Bom Rec. No. xxiv., 530. 

of the island of Kenn., 

44. 

of Bassadoor roads^ 48 . 
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Map of the Naikra country, Bom. 

Kec. No. xxiii., 108. 

of Hujpeepla with the ter- 
ritories of the Gaekwar between 
the Taptee and the ^icrbudda, 
2dS, 

— of maritime Arabia with 

opposite coasts of Persia and 
Africa, Bom. ilec. No. xxiv., in 
cover. 

of Rasool Khyma, 14. 

of part of the Ganges shew- 
ing its course since 17 Jb, Ben. 
Ilec. No. xix., Appended. 

shewingthe direclion of the 

princip .1 lines of railway in the 
Madras Presidency, Madras Rail- 
way Report on line to VVailajah- 
nuggur, Appended. 

shewing direction of ex- 
perimental line to Vanlombaddy, 
ib. 

of town of Madras, shew- 
ing in what directions the rail- 
Tvay may be continued from the 
present terminus, ib. i 

- of the Godavery shewing 

its communication with other 
rivers. Mail. Rec. No. i., 50. 

shewing various whirlpools, 

1—4. 

ajjj^wing the metalliferous 

deposits of the Kumaon, Iii. Rec. 
!No. viii., Frontispiece. 

of the districts subordinate 

to Superintendent of Pahluripoors, 
Bom. Rec. No. xxv., Frontis- 
piece. 

Marbles of the Madras Presidency, 
Mad. Rec. No. ii., 5. 

from the water shed of the 

Godavery, Kistuah, and Pennah 
rivers, 8. 

• of Bellary, Chooty, Cudda- 

pah, Kurnool and Southern Mah- 
ratta country, 13. 

— of Guntoor, 18. 

of Masulipatam, 22 . 

of Hyderabad, Saugor and 

w 


Nerbudda territories. Mad. Bee. 
No. ii., 25. 

Marbles near Madras, 28. 

of South Arcot and Trichi- 

nopoly. 30 

of Madura, Tinnevclly and 

Cochin, 13. 

i of Cannra, 35. 

Marctliec, curious notion of the na- 
tives regarding a town called, 
Bom. Rec. No. xv., 215. 

Margulla pass, road through the, In. 
Rec No. vii., 13. 

Marool fibre, report on, Mad. Bee. 
No. xxiii,, 121. 

Marool Muiijec, method of prepar- 
ing its llbiv, 03. 

Mariiago ceremonies in the Punjab, 
.explanation of the various terms 
relating to, Sel Cor. of Punjab 
Admn. vol. i l^irt \i, 470. 

agreement entered into by 

the Punjab Chief to diminish the 
expense of, 444 — 476. 

. ceremony amongst the 

Mangs, Bom. Rec. vol. i., 07, 

it> cost amongst the people 

of Kolliapoor, Jhon. Rec. No. 
viii., 107. 

mode of celebration in 

Kolha[)oor, 1 08. 

Masiiia, ineaiiirig of the term, In. 
Rec. No. iv., 15. 

Masulipatam, report on the swing- 
ing festival and the ceremony of 
walking through fire, Mad. Rec. 
No. viii., 13, 33. 

report by Captain Biden 

on the roadstead of, Mad. Rec. 
No. xix., 13, 

report on the river at, 

12 . 

clum.sy construction of the 

boats at, 13. 

minuses of consultation 

upon Captain Biden’s report, 
19. 

— vaccination, report for 

1 1854, Mad. Beo. No. xx., 10. 

2 
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Mrtsulipatam vaccination, report 
for 1853, Mad. llec. No. i., 13. 

exports and imports from 

1843 to 1854 at -the Port of, 
Mad. Rec. No. xv., G9. 

— district, report and esti- 
mate for 1855-5G for the high 
level channel fi'om Poolairoo to 
the canal basin at, Mad. Rec. 
No. xxviii , 15, 38. 

report for 1853 on the 

road.s of, Mad. Rec. No. adii., 7. 

estimate in 1853 for the 

roads of, 95. 

■ — minute on the roads of, 

no. 

dispensary, report for 1854, 

Mad. Rec. No. xxL, 29. 

• dispensary, rcpoi-t for 1853, 

Mad. Rec. No. vii., 30. 

estiniato for the public 

works of 1851-55 for, Mad. Rcc. 
No. XX vii., 8. 

progress report of 1854-55 

of public works in, 90, lOG, 18G. 
Matabangah river, JMr. V. K. Ro- 
binson on the, Ben. Roe. No. 
ii., i. 

— ; Captain Lang on the, 41. 

map of heads of the, A[)- 

pended. 

Mr. May on the, 4. 

for furtlnu’ iiituriaatioii, 

see Niiddoa Rivers. 

Matmakers, value of dead stock re- 
quisite in Kolhaporc foi', Bom. 
Rec. No. viii., 25 G, 

Mat Making ill Kolhaporc, 231. 
Matoony, description of the wheel 
by wliich water is raised from 
the river, In. Rec, No. xy., 70. ! 
Mazalee forests of Pegu, report on 
the, In. Rec. No. ix., 15. 
Mazareetu^ 'rejiort on the, Sel. 
Cor. ofc Pmijab Admn. vol. iiu 
Pa^ 219, 227. 

incorrectness of 
report, Ben. Rec. No. 


McLelland, Dr., on Tin in Teiias- 
serim, Ben. Rec. No. vi., 14. 
Mear Kirpalchund’s canal, N. W. 

P. Rec. vol. ii., 53. 

Measures of land now in use at 
Mysore, In. Rec. No. xi., 91. 

of the Kolhaporc State, 

Bom. Rec. No. viii., 2G9. 

in use in the Colab, a Agen- 
cy, Bom. Rcc. No. vii., 101. 
Medical College, Madras, report for 
1854-55, Mad. Roc. No. xvii., 
35, App. L. cxc. 

College Council and Pro- 
fessors as on 30 th April 1855, 
App. L. clxxxix. 

College, Madras, report of 

the Council on the, App. cxc, 

general roll of the registry 

of merit, ccv. — ccx. 

roll of students removed 

from the, ccx., 

abstract of the classes of 

iiiatrnction, ccxi., 

list of students who have 

distinguished themselves, ccxiii. 

roll of students who have 

received certificates of qualifi- 
ciitioii, eexv. 

list of students who have re- 
ceived honorary certificates, eexv. 
list of students r#Dmm end- 
ed to be discharged from the ser- 
vice, ccxvi, 

list of native pupils recom- 
mended to bo remanded, ccxvi. 
list of students recom- 
mended to be reprimanded for 
iijsufficicnt progress, ccxvi. 
list of donors to the mu- 
seum, ccxvii. 

list of text books used by 

the students, eexx. 

result of final examination, 

ccxxi. ' 

result of examination for 

diploma, ccxxiv. 

statement of dissections 

performed by students, ccxxv. 
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Medical College at Madras, cases 
treated by students in the hos- 
pital wards, Mad. Kec. jN o. xvii., 
ccxxvi. 

operations performed on 

the dead subject, ccxxxiii. 

expenses of the College for 

1854-55, ccxxxviii. 

sch«)ols in the Punjab, In. 

Rec. No. ii., 145. 

• returns of the Kolhapoor 

State, Boin. Rec. No. viii., 185 

--' 193 . 

topography of the South 

Western Political districts of the 
Madras Presidency, report on the, 
Mad. Rec. No. xiv., piissim. 
Statistics, see Statistics Me- 
dical. 

Medicinal plants of Kolhapoor, 
^ Bom. Roc. No. viii., 41, i'J. 

• seeds of Kolhapoor, their 

prices, 57. 

Medicines procurable in Eusoofzye, 
*861. Cor. of Punjab Adinn. vol. 
i. Part V., 393. 

• in Sind, Bom. Rec. No. 

xvii., 030. 

Meeranzyc, its annexation to Kohat, 
In. Rec. No. vi,, 9. 

• its situation and area, In. 

Rec. No.hii., 19. 

valley, report on its inhabi- 
tants, and their connection with 
the British, In. Rec. No. xii., 48. 
Mecranzyes, report on the, Sel, Cor, 
of Punjab Admn. vol. iii. Part 
iii., 253. 

Mecnit native presses, report for 
1850-51-52 on the, N. W. P. 
Rec. Part xvi., 209, 283, 305. 
division, report on the fre- 
quent transfer of proprietary 
title in the, N, W. P. Rec. Part 
xxiv., 183, 192. 

presses, report on, N. W. 

P. Rec, Part xix., 407. 
Bleotamooree river in Chittagong, 
Ben. Bee. No. xi,, 79. 


Megwa, teak forest in Tenasseiiii),'^ 
Ben. Rec. No. ix., 21. 

Melials, Tributary, Mr. H. Ricketts 
on, Bon. Rec. No iii., 95. 

papers relating to, passim. 

resumed, rates of assess- 
ment, Ben. Rec. No. iv., App. 

Kanaglii in Kuoch Behar, 

Ben. Rec. No. v,, 24. 

in Tenasserim Provinces, 

Ben. Rec. No. vi., passim. 

Govern incut, in Midnapore, 

Ben. Rec. No. iii., 51. * 

Klias, in Cuttiick, 30. 

salt, of Mohur in Midna- 

porc, 51. 

Tributary, Mr. A. J. Mills 

on, 58. 

^ history of their manage- 

ineiit, 58. 

reasons for exempting from 

regulation, 58. 

Mehra, situation and physical ap- 
pearance of, 111. Rec. No. ii. — 
xvi. 

Meliwascc CJiiofs, memo, submitted 
to Government in 1854 on, Bom. 
Kec. No. .xxvi., 173 — 178, 188 — 
195. 

Chiklee Wusawa of, 173, 

188. 

Boodawul, Rana of, 174, 

189. 

himily of Gowhaloe, 175, 

190. 

chief of Kati, 17C, 192, 

chief of Siiigpoor, 177, 

193. 

chief of Nal, 177, 194. 

chief of Rylia, 178, 195. 

Mehwasees of Rajpeepla, settle- 
ments effected in 1823-24 with 
the. Bom. Rec, No. xxiii., 699. 

settlements in 1823 — 2^, 

759—787. 

settlements with the chiefs 

of the, 788— 831, 

difficulty of captitring their 

chiefs, 762. 



[ m ] 


if^bwsa^eea surrender of certain 
chiefs, Bom. Bee. Ac. 766, 
76a, 771. 

— -^r— agreement entered into with 
three of their chiefs in 18^5, 
774. 

description of the country 

in which are certain of their vil- 
lages, 7ao. 

— - — cUiefs of the Tullukwara 
pergunnah, statement exlii biting 
their names, Bom. liec. Ao. ! 


xxiil, 7yd. 

— the mode in which they 

are to pay tribute, 799. 

arraugemeiits entered into 
in 1825 with the, 804. 

— translation of a bond en- 
tered into by the. proprietors of 
the Mehwasee village Ituiijerrca 
and the Government of Kao 
Bcindia, 817. 

sketch in 1854 of the, 

— origin of the term, 9. 

ciiaracter of the country in 

which their villages are situated, 

9. 

the control over their, chiefs 

vested . in the British Govern- 
ment, 9. 

Menii to Palmanair, estimate of 
expenditure of a line from, Mad. 
Kail. Kept, for 1853, 07. 

— ^ — ditferent * descriptions of 
land over which line would pass, 
69. 

— — r-— ^ount and value of land 


required for, 69. 

Merchants of the Pui^jali Proper, 
. In. Bee. JNo. ii„ 7. 


Mergui in 179.0, 'M*ad Kec.^No. 
xik., 64 V 

Rec. No. vi., 

; .k tributary Me- 

Bern' Bee. No. iii, 61> 62-, - 


siuaific^ in Qhomsiirj M^. 
Rec. No. xxiv. 3rd report, vol. 
ii.f 53— —59. * . 

— for further information, see 

sacrifice human . 

Membu village, description of, B^n.; 
Kec. No. xxiii., 82. 

people, habits of, . 83 — 

85. 

Meteorology of Cambay, Bom. Rec. 
No. xxvi., 49. 

of Tatta, Bom, Rec. No. 

xvii., 292. 

Mica found at Dhola Sodur in 
llewa Kanta, Bom. Kec. No. 
xxiii., 101. 

Midnapore, embankments of Da- 
mooda, Ben. Rec. No. xv., 25. 

education in, Ben. Kec. 

No. iii., 54. 

wild animals in 55. 

Mr. A. J. Mills on, 49. 

Mihsood tribe, In. Kec. No. xii 
97. 

Mileage cost of railway per annum 
In Rec. No. i., 64. 

Military works and roads of the 
Punjab, their improvement from 
1851 to 1854, In Kec. No. vi, 
147_>.U9, 157—109. 

Board on Damooda Bunde, 

Ben. Kec. No. xii , 32, 68, and 
Ben. Rec, No. xv., 1, 

Board, memo, on Damooda, 

Ben. Pec. No. xv., 6 — 9. 

defences of the Punjsb, 

their improvement during 1851, 
52, 53, In. Kec. No. vi., 29— 
39. 

defences of the Punjab, dis- 
tribution of the Punjab Irregulr r ^ 
foic3 and organised police on the 
frontier, 223, 224. 

^ etatlement of the expense of 
the force under the Civil autho- 
rity fbr 1852, 225. : - 

statement of the exp^jsc 

, of the foiee under tha^ 
thority for 1853, 226. 





mUtary/ statement of mving 
^ by converting Scmde ctunel 
corps into a Riile Brigade, in. 
Rear ^o. vi., 227. 

r- afcstract returas Of the 

. castes and countries of the Pun- 
jab Irregular force, 228. 

— roads of the i'uujab, report 

on, In. llec. No. vii., 35. 

resources of Kolhapoor, 

Bom. Kec, No. viii., 28i). 

• re})ort of the Punjab for 

1854 — 50, In. Kec No. xviii., 
94—98. 

works of the Punjab, rejwrt 

for 1853—50, GO. 

Service, Lord Dalhoasic 

on improvements in the. In. Kec. 
No. xiv, 03 — GO. 

knowledge of native lan- 
guages by officers, 06. 

— - oflicers no longer promoted 
by seniority, 07. 

— — — regulations for promotion 
in England, 08. 

rank conceded to officers, 

67. 

— orphan school, 67. 

revision of military depart- 
ment, 08. 

commissariat department, 

68. 69. 

stud department, 69. 

—— — ordnance department, 69. 

Board, abolition of the, 

69. 

* ■ prisons, 69, 70. 

* — clothing department, 70. 

• — ecclesiastic^ department, 

70. 

Mills, Mr. A. J., minute ou Cut- 
tack, Ben, Kec No. iii., 1. 

minute on Midnapore^ 49. 

minute on Tributary. Me- 

hi^i 58. 

Mills water, see Water Mills, 
Hinend reaouiees of India, Lord 
on the, In. Rec. No. 

»v., 37. 


Minerals of Indk, £^ird Daiboueii^i^ 
oh Borax, In. Rec. No. xiv., $9. 

of districts of Sumbulfiote, 

Sonepore, Raigurh, Sarungurh, 
Ben Kec. No. xxiii., 183, 184. 

gold, iron, coal, lime found 

throughout the districts, 185. 

report on the dciK)sit8 in 

Kumaoii, In. Rec. No, xvii., 
passim. 

— of the Kumaon, report by 

Mr. Barratt on the, In. Rec. No. 
xvii., 59. 

expenses incurred by the 

mijieral survey of Kumaon, 60. 

sj)ecimens collected from 

various mines, tabular view of the 
results of their examination, 77, 

I 80. 

abstract statement of the 

cost of the mineral survey in the 
Kumaon, 81.^ 

Mr. Oldham on the mine- 
ral resources of J.)aniooda valley, 
Ben. Rcc. No. viii., passim. 
report on the mineml re- 
sources of the Nerbudda valley, 
Bom. Rec. No. xiv., 16. 

report on the mineral re- 
sources of Tenasserim, Ben. Rec. 
Noi vi., passim. 

report on the mineral pro- 
ducts of the Kumaon Bhabur, In. 
Kec. No. xviii., 380. 

Miners, native, their operations, In, 
Kec, No. viii., 27. 

stay under ground, 29, 

suggestions for improved 

system of mining operations i» 
the Kumaon Bhabur, 33. 

Mines of Nutowa Khan Agur, In. 
Rec. Na xvii, 2, 7. 

limestone found near, 7. . 

— of Oojuntee, report 011 , % 

S- 

Bhabur, bow to be 

ed with those of ' Agur, " 

Dechouree, 9. , - 

■ of Loha Bhur Bhur, 11* 
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^"Mrnes, copp<?r, new, report on those 
of Pepuiee, Pringlapanni, Mur- 
buggettee, In. Hec. No, xvii., 
62. 

copper, old, report on those 

of Kerraye, Belar, liaie, Seera, 
Tomacotec, Dobree and Dhun- 
pore, 64. 

— iron, new, report on those 

of Badersaie, l^omaotha Clieny 
Khan, Hartjasal, Hartha Khan, 
Bejouragurd, 70,^ 

iron, old, report on those of 

Danda, Davee Khan, Kftjah 
Khan, Mokka Khan and Cala- 
bun, 71. 

lead, rc])ort on those of 

Kaie, Chendak, Kerraye, Patal, 
Dhunpore and Jak, 74. 

examination of specimens 

selected from various, 79, 80. 

of India, Loi'd Dalhousio 

on the. In. lice. No. xiv., 37, 
38. 

Miris tribe, an account of the, Ben. 
Rcc. No. xxiii., 3. 

Mirzapore, report on the stone quar- 
ries in Zillah, N. W. R Rec. vol. 
ii., 183. 

amount of revenue derived 

by Government from the stone 
mehals, 183. 

cost of stone, 186. 

number of quarries open 

in 1846, 186. 

— report on the frequent 

change of proprietary title in, 
N. W. P. Rcc. Part xxiv, 230. 

toMunmar, Railway survey 

from, Bom. Rec. No. xix., pas- 
sim. 

sketch, map of the country 

from, 1. 

MiscarriaggB, no efforts made to con 
vict for attempts to procure, N. 
W. P. Rec. vol. i , 38, 

Miscellanfeous records of Govem- 
luentipf North West Provinces, 
WT Rec, vol. i., 165-^212. 


Mishmi Hills, Ben, Rec. No> 
xxiii,, 12, 

route through the country 

of the Lama, 16. 

Mishmis, villages of the, J6. 

dross and customs of the, 

43, 62. 

Missionaries, Baptist, in Tributary 
Mehals, Ben. Rec. No. iii., 82. 

Mittanees of the Jubber Mount, In, 
Rec. No. ii., 25 , 

estimated strength of the, 

27. 

Mittewallee Nuddee river, iron 
found on hills near, In. Rec. 
No. xvii., 39. 

Mittigate, teak forests in Tenas- 
serim, Ben. Rec No. ix., 21. 

Mittun, description of, Bom. Rcc. 
No, xvii, vol. ii., 575 , 

Mody Bay, rates of tin', estimate 
and of the lowest tenders for 
the filling in of, Bom. Rec. No. 
xxii., 51, 

Mogoo, account of. Bom. Rec. No. 
xxiv., 37. 

Mogulporc to Cocanada, estimate 
and report on junction canal 
from. Mad. Rec. No. xxviii., 
4, 36. 

Mogultoor sand ridge, report for 
1854 on the, Mad. Rec. No, xxv., 
56. 

Mohan, a rich iron bed found near, 
In. Rcc. No, xvii., 36. 

Mohobah perguniiah, notice of, 
N. \V. 1\ Rec. Part xix., 40.7, 

situation of the city of, 

419. 

Chundul temple in, 419. 

: lakes in, 419, 420, 421. 

proposals for irrigation, 

421. 

Mohumud Khail tribe, In. Rec, 
No.x^ii., 

Mohumuds, tribe of the, In. Rec. 
No. ii, 23. 

estimated strength of the, 


27 . 
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Mohun, see Oodaporo Chota. 
MoJiurbiinjc, Ilfijali of, Ben Rec. 
No. iii,, 91. 

Mojauli, island of, Ben. Kec. No. 
xxiii., 2, 

Mokekha forest exhausted, timber 
of, Id, Rec. No. ix., lOt^. 

Mokha, is trade with Maiidvee, 
Boiri. Roc. No, xv., 221. j 

Mokka Khan iron mine, report on i 
the, In, Roc. No. xvii., 72, i 
Moknddiims in Cuttack, allow- 
ances of, Ben. Rec. No. iii., 19. ! 

Momund district, rcjiort on the re- j 
vised settlement of the, Sol. dor. I 
of Punjab Adinu. vol. ii. Part j 
vii., 19. I 

its situation, 

may 1)0 divided into two 

divisions, 25, 

number of villages in the 

district, 2G. 

original division of the 

country, 2G. 

early history of tlic dis- 
trict, 27, 

its revenue during Sikh 

rule, 30. 

■ re\ cuue arrangements since 

annexation, 30. 

the fiscal result of the 1 

settlement, 33. | 

market jjrices of the district I 

from 1902 — 1908, 44 and Ap- 
pendix C. 

division of the water for 

irrigation, 45. 

Momunds, Pindealee, their miscon- 
duct in 1854, 1855, In. Rec. 
No. xviii., 93. 

Hill, report on British 

connection with the, In, Rec. 
No. xii., 12, IG. 

Michnee, report on British 

connection with the, 13, i5. 

— Funjpao, report on British 

connection with the, 13, 15, 

- Pindealee, report on Bri- 
tish connection with the, 13, 15. j 


Momunds, some account of the,. 

In. Rec. No. vi., 7, 8. 

Monopoly, salt, tiie opinion of Mr, 
F. Maltby on the advantages as 
com])ared with an excise, Mad. 
Rec. No. xvi., 171. 

j minute by Mr. Golding- 

{ ham on, 182. 

} niinute by Mr. E. Maltby 

on, 190. 

Monro, Mr., on teak in Tra- 
vancore, Ben. Rec. No. ix., 
181. 

Mookamala lock, ]\Iad. Rcc, No. 
XV., 38. 

liloulraj, how lie governed Mool- 
tau, In. Rec. Nt). ii., 89. 

Mooltau Division, report on the 
revenue of 1853, In. Rcc.. No. 
vi., 114. 

district, report for 1853 

on the revenue, 115. 

district, inefficient balance 

ill 1853, IIG. 

jail, its cost, 151, 

canals, report for 1.854, 

170, 171. 

division, its population, 

area, revenue, and vi] luges accord- 
ing to the census of 1855, In. 
Rec. No. xi., 9. 

town, its population in 

1855, 21. 

division, statement of the 

chief towns witli their popula- 
tion in 1855, 20. 

— to Lahore, report on road 

from, In. Rec. No. vii., 31. 

division, statement of dis- 
trict roads in the, 67, G8. 

province, Government of 

Sawuu Mull and Moolraj, physi- 
cal improvements effected by 
Sawun Mull, revenues of, In. 
Rec. No. ii., 89, 90. 

district settlement, 91. 

peculiar tenures in, 104. 

canals, 133. 

to Umritsur, report dated 


X 
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1856 on railroad from, In. Rec. 
No. xviii., 53 . 

Mooltan and Leia, meeting in 1854 
for the suppression of female in- 
fanticide in those districts, Sel. 
Cor. of Punjab Admn. vol. ii. 
Part ix., 1G4. 

division, improvement re- 
port for 1854-55, Sol. Cor. of Pun- 
jab Admn. vol. iii. Part ii., 176. 

improvement of roads, 176, 

180. 


improvement of bridges, 

ISO. 


improvement of buildings 

and groves, 177, 180. 

ferries, 177, 181. 

— district, report on the canals 
in the, Sel. Cor. of Punjab Admn. 
vol. i. No. i., 1. 

general superintendence of 

canals in the, 6. 

proposed canal establish- 
ment, 11. 


report on the principal 

canals in the, 12. 

Moondas of Singbhoom, Ben. Rec. 
No. xvi., 62, 64. 

Moonjpoor pergunnah, report sub- 
mitted to Government in 1854, 
Bom. Rec. No, xxv., 104. 
Moomsiffs should try summary 
suits, Ben. Rec. No. xvi., 7. 
should have criminal pow- 
ers, 20. 

Moora Mehals, proprietaiy rights 
in, N. W. P. Rec. vol. i., 87. 
Moore’s life, causes of attempt on. 
In. Rec. No. vL, 33. 
Moozuffurghur settlement, report 
oh the, Sel, Cor. of Punjab 
Admn. vol. i. No. i., 13/ 

— calculation of the Jumina, 

10 . 

record hf rights, 22. 

set^tonent of disputes, 

22:.?;,: 


^,»Uriieo collections, 23. 
abstract statement of the 


summary settlement, Sel, Cor. of 
Punjab Admn. vol. i. No. i, 24. 

Moozulfurnuggur, report on the 
frequent transfer of proprietary 
title in, N. W. P. Rec. Part 
xxiv., 194. 

report on the Bureeah gangs. 

in, N. W. P. Rec. IW txxiii., 77, 
79, 80. 

report by a Mahomedan on 

the Bureeabs of, 1 1 3. 

Mor river, its nature, difficulty it 
presents to railway, In. Ucc. No. 
i, 98. 

Moradabad, exports from, N. W. P. 
Rec. Part xxii., 24. 

— imports to, 25. 

report on export of rice 

from, 59. 

report on export of sugar 

from, 60. 

report on export of cloth 

from, GO. 

report on export of borax 

from, 60. 

report on export of drugs 

from, 60. 

report on import of salt, 

61. 

report on import of cloth, 

61. 

report on import of iron, 

62. 

report on the import of 

cotton, 02. 

report on the import of 

tobacco, 62. 

report on the import of 

copper and iron vessels, 62. 

report on the frequent 

transfer of proprietary title in, 
N, W. P. Rec. Part xxiv., 212. 

Morans, an account of, Ben. Rec. 
No. xxiii, 3. . 

Mortality of Bombay, how affected 
by sanitary reform, Ben. Rec, 
No, XL, 3. 

differs in different quar- 

I ters, Ijl, 
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Mortality of Bombay compared 
with that of London, Bom. Bee. 
No. 2 d., 20. 

its high annual rate very 

expensive, 22. 

Morung Sikhim, Ben. Bee. No, 
xvii., 1. 

Dr. A. Campbell on, Ben. 

Bee, No. v. and see Sikliim. 

Morwara State, see Thu rad State. 

talooka, report submitted 

to Government in 1854, Bom. 
Bee. No. XXV., lit). 

Mountains, the height of Pegu 
range of, In. Bee. No. iv., 23. 

Mowamarias, see Morans. 

Mowrosees in Cuttack, Ben. Bee. 

No. iii, 19. 

Mozempore, report on the river 
})reakworks at, N. W. P. Bee. 
vol. ii,, 222. 

Muohooapoor, proprietary rights in 
the mowzah, N. W. P. Bee. vol. 

•i„ 97. 

Muddan Sagur lake, N. W. P. Bee. 
Part xix., 419, 420. 

Muddhee village, proprietary rights 
in, 102. 

Muggra and Burdwan, road traffic 
between, In. Bee. No. i., 29. 

Mulial Moora, proprietary riglits in, 

N. W. P. Bee. vol. i., 87. 

Mulbeny tree, notes on fibre of tJie, 
Mad. Bee. No. xxiii., 6, 

cultivation on banks of 

Damoodah, Ben. Bee. No. xii., 

15. 

Mule between a monkey and a wo- 
man, Bom. Bee. No. xvi., 181. 

Mules of Sind, Bom. Bee. No. 
xvii. vol. ii., 426. 

Mulkapoor, description of. Bom. 
Bee, No. xvi., 123. 

Mullanee Sot, iron bed found in the, 

In. Bee. No. xvii,, 38. 

MulUcks of Shahjohanpore, N. W. 

P. Bee. vol. i, 10, 14. 

Mull Sawun, see Sawun Mull. 

iiuUu^poody channel, report and^ 

X 2 


estimate for 1 854, Mad, Bee. 
No. X 2 CV., 56. 

Muluks, habits of tiibe of, Bom. 
Boc. No. xxiii., 108, 113. 

government of the, 110. 

capital of the, 110 

language of, 117. 

Mundee iron mines, report on the, 
Sel. Cor. of Punjab Admn. vol. 
ii. Part vii., 9. 

Mundelapore, report on the river 
breakworks at, N. W. P. Bee. 
vol. ii., 222. 

Mundil, iron stone found at, In. 

Bee. No. xvii., 40. 

Muiidlaisir, report on certain works 
constriict<;d for irrigation in the 
neighbourhood of, N. W. P. Bee. 
vol. ii., 18. 

map of, 18. 

tank, section of weirs, 18. 

Mundote, Lord DaUiOusio on the 
administration of the territory 
by Indian Covernment, In. Bee. 
No. xiv., 13. 

chief why deprived of ju- 
risdiction, In. Bcc. No. xviii,, 
89. 

Muudul chiefs, consultations with 
the, N. W. P. Boc. vol. i., 132. 

present state of the family, 

133. 

family in Kurnaul, tenures 

of the, 118. 

chiefs, adjustment of the 

claims of, 131 — 136. 

Muiiduls,. former collections in 
Kumaul, 124, 

— ■ - ' '■ mode of collections, 124. 
Municipal improvements of Lon- 
don, how paid for, Bom. Bee. No. 
xi., 27. 

■ arrangements in Bombay, 

Sind and Sattara, Bom. Bee, N^. 
xxvii,, passim. 

enquiries by Government 

of India into, 5. 

official history up to 1844, 

6-^L 
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Municipal history of dogo, Bom. 
Kec. No. xxvii., 1(5. 

history of Ahmedabad, 17. 

liistoiy of Dhollera, 18. 

histoiy of Nassick, 19. 

history of Bclgamn, 1 9. 

history of Surat, 20. 

Act of 1850 introduced in- 
to how many towns of Bombay, 
37, Appendix C. 

establishment of Bombay, 

particulars of tlie, Bom. llec. N o. 
xi., 48. 

work people employed by 

the contractors for the repairing 
and scavenging of the 130 miles | 
of streets, 50. 

list of new works in- ‘ 

stituted since the establishment j 
of the Board of Conservancy, i 
52, 63, I 

mode in wliieh the works | 

are let to contract, 63. ! 

rates at vvhicli they arc es- | 

timated and have been executed, j 
64—74. 

conservancy in the Punjab, 

In. liec. No. ii., 148. 

Municipality of Bombay, it.s expense. 
Bom. Hoc. No. xi., 31. 

]\Iuiimar to Mirzapore, survey for 
railway from, Bom. llec. No. 
xix., 1. 

sketch of the country from, 

1 . 

Munro, Sir Thomas, disastrous ef- 
fect of his policy regarding the 
Malabar teak forests, Ben. Rec. 
No. ix., 33. 

Muratha claimants of Penth, their 
statement and argument, Bom. 
liec. No. xxvi, 123. 

Murathas an<i the Arabs, wars be- 
^ tween th^ Bom. Rec. No. xxiv., 
169, , ' 

^ thdr incursions into Baria, 
Im Rec. No. xxiii., 119. 
Murbuggette copper mines, In. Rec. 
No. xvil, 63. ♦ 


Miirchnv lake, report, on, Bom. Rec. 
No. xvii., 391. 

Murree to Rawul Pindee, report on 
road from, In. Rec. No. vii., 34. 

report on the mountains, 

. S(d. Cor of Punjab Admn. voJ. 
iii. Part iii., 203. 

routes into the mountains, 

2iy. 

rc])ort on the tribe of the 

mountains of, 220, 230. 

Mun'oes described. Bom. Rec. No. 
xvii., 132. 

their historj% 134. 

and Boogteos, tribes of the, 

In. Rec. No. ii., 26. 

strength of the, 27. 

their incursions into the 

Punjab, In. Rec. No, vi., 9. 

report on them and their 

connection with the British, In. 
Rec. No. xii., 44. 

Muitow plain, report on the, Scl. 
Cor of Punjab Admu. vol. iii. 
Part iii., 209. 

Murwut, situation and area, In. 
llec. No. ii., 20. 

revenue from, 87. 

influential mcji of, In. Rcc, 

No. xii,, 124. 

pension of the Mullicks of 

>5ikunder Kliail, 125. 

Byuds ami religious classes 

of, 128. 

the settlement of, 1 28 — 1 3 1 . 

Music in Kolliapore, Bom. Rcc. 
No. viii., 177. 

Muskat and the adjoining country, 
descri 2 >tion of, Bom. Rec. No. 
xxiv., 9. 

description of Burka, 10. 

ditto of Khurfakhan, 11. 

ditto of the Interior, 11. 

ditto of Sohar, 12. 

-notice of Oman, 12. 

= — Musseldom, account of, 13. 

the tribe Shihiyyin, 14. 

an account of the Arabs of, 


56 . 
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M iLskat, clirouolog Leal t al )le of events 
prepared in 1644 by Lieutenant 
A. B. Kembali connected willi, 
Bom. Bee. No. xxiv., 122. 
sketch of the rise and pro- 
gress of the Govenimeiit from 
the year Id 1/4 to the close of 
1853, 157. 

notice of Muskai, its situa- 
tion, <tc.> 108. 

date of the ascendancy of 

the Arab tribes in the Gulf of 
Persia, 1G8. 

wars between the Arabs 

and Murathas, 101/. 

Bahrein taken from the 

Arabs in the reign of Nadir 
Shah, by the Governor of Pars, 
IGD. 

— * the Persians driven out of 

Oman by Ahmed bin 8aeed, the 
Ciovernor of Sohar, who is elect- 
ed Imaum, 109. 

hostilities between the Per- 
sians and Miiskatees, 170. 

Syud hJuitau, second sou of 

Syud Ahmed, 171. 

diiierenc(\s between the Pa- 
cha of Bagdad and the imaum, 
172. 

Syud Sultan reduces the 

island of Bahrein, 174. 

■ • the W ahabees prepare for 

the invasion of Oman, 175. 

murder of the Wahabeo 

Shaikh, and death of the 
Imaum, 175. 

the administration devolves 

on the Imaum’s two sons, 175. 

— notice of the Joasmee 

Pirates, 175. 

Syud Beder, cousin of the 

sons of the late Imaum, 170. 

the management of affairs 

entrusted to Byud Beder, 170. 

state of a^^airs iu the Per« 

Sian Gulf, 177. 

notice of the Government 

of Muskat at this time, 178, 


Miiskat, ascendancy and influence 
<.»f the Wahabees iu the Persi- 
an Gulf, Bom, Bee, No. xxiv., 
179. 

expedition against the pi- 
rates of Uio Gulf determined on, 
181. 

cuiitiuuation of hostilities 

on the part of the Wahabees, 
181. 

expedition of the Imaum’s 

brotJiers against Bahrein and 
Zobara, 182. 

Mr. Bruce requested to call 

at M iiskat on his way to Bushirc, 
18.4. 

the Imaum requests Mr. 

Bruce to accuiupauy him to wit- 
ness a Treaty with Bultau bin 
Huggur, 183. 

Mr. Bruce requested by 

Goveriiiiicnt to renew the trea- 
ty with the Joasmee Chief, for 
putting down piracy, and to con- 
tract vsiiuilar engagements with 
the other Chieftains of tlie Gulf, 
183. 

failure of the Imaum’s ex- 
pedition, 184. 

■ second exjiGditiou against 

Bci.s-ool-Khyma, 184, 

continuation of distur- 
bances iu the Gulf, and failure 
of the iinauni’s expeditions, 
185. 

coutinuation of the fore- 
going sketch, by Lieutenant S. 
llcnnell, 187. 

expedition despatched from 

Bombay to punish the insults 
offered by the pirates to the 
British flag, and to jjut an end 
to piracy, 188. 

disastrous expedition a- 
gaiust the Beni Boo Ali Tribe, 
189. 

despatch and success of a 

second expedition, 190. 

correspondence . betwx'cn 
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rii)Vonnnent and the Iniaum, 
regardinig Mombassa, Bom. Ilec. 
No xxiv., 191. 

Muskat, bctrotlial of His Highness 
to one of the daughters of the 
Prince of Shiraz, 19<). 

renewed expedition against 

Bahrein, 190. 

failure of the expedition, 

and return of His Highness to 
Muskat, 197. 

— - — attack and plunder of Mr. 
Shipton’s vessel by some dei;)cn- 
dents of the Inituim ; satisfac- 
tion afforded by His Highness, 
198. 

plunder of the Oscar ^ by 

the Beni Boo Ali and Beni Boo 
Hussain Tribes, on her way to 
Bushirc, 198. 

peace between Bahrein and 

the linaum, concluded in Decem- 
ber 1829, 199. 

continuation of disturbances 

in the Gulf, 201 

■ — vrar again declared by His 

Highness against Sohar; attack 
on the town of Sliinas, and de- 
feat of His Highness, 202. 

return of the Imaum to 

Muskat, 203. 

early in 1832 the Imaum 

repairs to Zanzibar, confiding to 
his son and nephew the direction 
of affairs at Muskat, ^07. 

continuation of distur- 
bances in the Gulf, 203. 

- ci-uel and aggravated case 

of piracy, 207, 

— — — differences between the 
Imaum and the Cliief of Bohar, 
207. 

recovery of IMombassa by 

His Highness the Imaum, 208. 

continued disturbances .in 

the Gulf, and return to Muskat 
of His Higlmess in September 
*1839, 209. 

* a British llesident appoint- 


ed to Muskat in April 1840, 
Bom. Rec. No. xxiv., 211. 
Muskat, temporary arrangement be- 
tween the Iniaum and Chiefs, 
and return of the former to Zan- 
zibar, 211, 

conclusion of narrative to 

tlie year 1853, by Lieutenant F. 
H.^Disbrowe, 215. 

expedition of the Imaum 

against Bevee, 215. 

conclusion of a Treaty (a. 

1). 1844) with tiie King of the 
French, by the Imaum, 215. 

state of affairs at Muskat 

during the Imaum’s absence at 
Zanzibar, 210. 

conclusion of a treaty be- 
tween Her Majesty and tlie 
Imaum, for the suppression of 
the exportation of slaves (a. d, 
1845), 219. 

— case of infraction of tliis 

treaty, 220. 

disturbed state of affairs 

in tlie Imaum’s rented posses- 
sions on the Persian Coast, 221. 

relation of a case of piracy 

(September 1840), 225. 

treaty for the suppression 

of the slave trade between the 
British Government and the 
Bohar Chief, a. i>. 1849, 220. 

misunderstanding between 

the Muskat authorities and the 
Bohar Chief, 227. 

the Imaum retui*ns to 

Muskat, 231. 

hostilities between the 

Imaum and Chief of Sohar, 
231. 

loss of the British ship (7m- 

taur off Ras-ool-Hud, in May 
1852, 232. 

ihe Imaum .repairs to 

Zanzibar, and fresh disturbances 
arise in the Gulf, 232. 

the British Resident in^ 

terfercs, 233. 
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Muskat, offensive and defensive 
treaty concluded with, Bom. 
Kec. No. xxiv,, 234. 

■ brief notes by Lieutenant 

Colonel Hamei-ton, Besident at 
Zanzibar, on points connected 
with HLs Higlniess the Imaum 
of, 23o. 

description of the Indium, 

his family, relations, find prin- 
cipal * persons of his Court, 
237. 

resources of His Highness’ 

country, 238. 

routes, climate, itc., 230. 

tlie various tiibes of Oman, 

240. 

■ mode of administering jus- 

tice, 241. 

• nature of the relations of 

the J imiiim with the British Go- 
vernment, 2.42. 

treaties, engagements, &c. 

concluded between His Highness 
the Imaum of Aluskat find the 
British Government, between A. 
1 ). 1708 and 1840, 247. » 

treaty betw^eeii the United 

States of America and His High- 
ness'^the Imaum in September, 
1833, 262. • 

treaty between the King 

of the Brench and His Highness 
the Imaum in November, 1844, 
26G. 

the Imaum’s revenue, 270. 

the Imauuis Hect in 1 834, 

270, 282. 

statistical and miscellane- 
ous information prepared in 
1854, 285. 

name of chief, 287. 

to whom trilnitary, 288. 

estimated gross annual re- 
venue, 288. 

boundaries of, 280. 

nature of soil and means 

of irrigation, 280. 

natural and industrial re- 


sources, Bom. Rec. No. xxiv., 
280. 

Aluskat, climate, average range of 
the thermometer, 280, 

estimated population, 280. 

the towm of, 631. 

]K)pulation of, 631. 

trade of, 632 

the Jmaum of, 632. 

naval force of, 632. 

military force and revenue, 

633. 

treaty between the British 

Goveinment proposed on 20tli 
August 1822 with the Imaum 
for the suppression of the slave- 
trade, 653. 

translation of an Arabic 

paper prepared by His Highness 
the Imaum of Aluskat, end sign- 
ed and sealed by lli.s Highness 
on the 7th September 1822, 
imrporting to contain, on the 
one side the substance of each 
rccpiisition in the foregoing 
Treaty made by Captain Alores- 
by, and on tlie other liis High- 
ness’ Assent, 654. 

additional requisition 

made by Captain Aloresby on 
His Highness the Imaum, on the 
8th Septcmljcr 1822, and agreed 
to by His liiglmcss on the 10th 
of the same month, 657. 

translation of a letter with- 
out date, but addressed in Sep- 
tember 1822, by His Highness 
the Imaum of Muskat, to His 
Excellency vSir B. Farquhar, Go- 
vernor of the Isle of France, 
658. 

translation of a letter ad- 
dressed on the same occasion 
by His Highness tlie Imaum to 
the Governor of Zanzibar, &c., 
658. 

three additional articles to 

the Treaty concluded in Septem- 
ber 1822, 658. 
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Miiska^, memorandum by HLs High- 
ness the linaum, dated 1 8th Au- 
gust 184G, relative to an omis- 
sion in Article IV, of tlie Arabic 
version of the Treaty concluded 
in September 1822, Bom. Kec. 
No. xxiv., G59. 

further agreement conclud- 
ed at Zanzibar, with His High- 
ness the Imaum, on the 2nd 
October 1845, for the suppres- 
sion of the exportation of Slaves, 
6C0. 

an Act for carrying into 

effect the agreeiuout lietween Her 
Majesty and the Imaum of Mus- ! 
kat, for the more effectual sup- j 
prossion of the Slave Trade. — ! 
5th September 1848, 002. 

Mussoldom, aceount of, Bom. ilec. 
No. xxiv., 13. 

Mussulman claimants of Pontli 
Estate, tlicir statement and argu- 
ments, Bom. Bee. No. xxvi., 
IIG. 

Mustard extensively cultivated 
throughout the districts of Sum- 
bulporc, Sonepore, lliiigiirh and 
Sarumgurh, Ben. Bee. No. xxiii,, 
185. 

Mutations of land, registry essen- 
tial, Ben. Bee. No. xvl, 2. 

Mutlah river, papers relating to the 
opening of a communication 
with the sea by the, Ben. Bee. 
No. xix„ 90 — 109. 

— report of the Bengal Cham- 

ber of Commerce on the filling 
up of the Hooghly -with sugges- 
tion for opening the, 90. 

— correspondence upon the 

report, 92 — 97. 

* — report from Major Baker 

dated the 26th of August 1853 
with project for a railway, 
99. 

construction of wet docks 

in connection with the railway, 
Ben. Bee. No. xix.,102. 


Mutlah, Lord Dalhousic on the, In. 

Bee. No, xiv., 47, 48. 

Muttra, report on the frequent 
transfer of proprietary title in 
N. W. P. Bee. Part xxiv., 
200 . 

note regarding the popula- 
tion of the Ziilah, N. W. P. 
Bee. vol. i., 183. 

abstract return of the per- 
sons present on the night of De- 
cember 3ist 1849 in the per- 
gunnahs of Ziilah, 183, 184. 
returns relative to the de- 
crease of wells in, N. W. P. Bee. 
l*art xviii., 340. 

reasons for the decrease of 

wells, 340. 

Muzarecs, report on tlie tribe and 
tlicir connection witli the Bri- 
tish, In. Bee. No. xii., 52. 

described. Bom. Bee. No. 

xvii., 153. 

Muzubee Hikhs, sketch of the, 8el. 
Cor. of Punjab Aclmn. vol. i. Part 
iv., 272. 

Mynpoorie district, returns relative 
to the Burecah gangs in the, N. 
W. P. Bee. Part xxv. 254, 
255. . ^ 

district, statistical memo- 
randum on the resources of, 
N. W. P. Bee. vol. i., 193— 
195. 

district, pecuniary resources 

of the agricultural population 
of, 193. 

produce sold for exporta- 
tion and for distiict consump- 
tion, 193, 194. 

cash receipts of agricultu- 
ral population of, 194. 

after paying the land reve- 
nue what reiniiins in the hands 
of the pi’oducing classes, 195. 

average amount of gross 

annual produce, 195. 

money, value of the pro- 
duce of land, 196. 
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H^'^pooric district produce sold at 
New at Sirsu in, N. W. P. 

lice. vol. i., IDG. 

returns relative to wclLs in, 

N. W. P. liec. Part xviii., 341. 

reason.s for tlie decrease of 

wells in, 34 L 

Myolila forests, rewrt on, In. Hcc. 
No. ix., 104. 

IVlysore, its situation and bounda- 
ries, In. Pec. No. xi., '37. 

— : old jurisdiction of, 37. 

its revenue in 1^00, 38. 

the mode of its Govcrii- 

men t from J 80 0 to 1 8 3 1 , 38 — t < K 

letter of Lord William 

P<:Uitinck to the Pajah <»f Mysore 
aimouiicing the annexation of 
bis territories 40 — 14. 

appointment of Commis- 
sioners, 44, 

four European Superin- 

teiidonts substituted for tbo na- 
tive Fou7.dars of divisions, 4d. 

the revenue system has 

been the ryotwari, 45, 

Pattayce system lias wlien 

possible been commuted into 
money payment, 4G. 

*— seven hundred and sixty- 

nine items of taxation liave been 
swept away, 4G. . 

ridiculous nature of its 

taxation under the Pajalis, 4G, 

: system of Piuieliayets, 47. 

difficulty apprehended in 

the management of Foligars, 47. 
formation of roads, culti- 
vation of the mulberry, 48. 

Mysore sayer, 48. 

Mysore sheep, 4D. 

cultivation of coflee, 49. 

— revenue derived from coffee 

from 1831 to 1854, 59. 

B*mdal wood and its reve- 
nue from 1831 to 1854, 50, GO. 

schools, hospitals, police, 

Silladars, 50, 51. 

^ — its revenue for each year 

Y 


" since the annexation to 1854,^51, 
In. Pec. No. xi., 52. 

Mysore its population in 1840, and 
in 1851-52, 02. 

population of Bangalore 

and Seringai>atam, 52, G2. 

debt cancelled, 52. 

total amount of the PstjahV 

recei])ts with subsidy paid into 
the Madras territory since the 
institution of the Co in mission, 5 2, 

European portion of the 

Commission how constituted, 
52, 53. 

statement of the names of 

eacli talooka of the Bangalore 
division, the population cand col- 
lection of the revenue for 1853, 
1854, 54. 

statement of the name of 

each talooka of the Bangalore 
division, tJic population and eol- 
loctioii for 1853-54, 54. 

— ; revenue derived from tobac- 

co from 1831 to 1854, 60. 

abstract statement of the 

taxes abolished for each division 
since the assumption of the coun- 
try, G3. 

memo, shewing tlic system 

of judicature in, G4. 

courts, G4. 

civil justice, report on the 

system of, G4 — 70. 

report on the system of 

criminal justice, 7G — 82. 

jails and their management, 

83— 8G. 

fees and fines from 1834 

to 1854, 87. 

criminal cases from 1834 

to 1854, 88. 

report on the laud tenure 

and cultivation of, 90 — 104. 

its superficial area, 90. 

— — village lands how divided, 

90. 

the land m^sures now in 

use in, 91. 
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Mysoro, corponition of every village 
how composed, In, llec. No. xL, 
Dl. 

village system, 91 — 93. 

soils how divided, 94. 

cultivation how pur sued, 95. 

principal land tenures and 

their nature in, 96. 

• revenue duties of Amildar 

and Superintendent in, 100, 101 
—104. 

memorandum on the sayer 

system in, 105 — 119. 

— statement of the taxes and 

their amounts, which have been 
remitted between 1831 and 1854 
ill the districts of, 120 — 213. 

— - ' abstract of the foregoing 
statement, 214. 

statement of tlie receipts 

and disbursements of the Uo- 
vemment of Mysore from the as- 
sumption of the country in 1 83 1 
to October 1855, 116, 217. 

to Iluntwall, report for 

1854-55 oil road, from In. llec. 
No. xiii., 6. 

— frontier to Oannanoro, re- 
port for 1854-55 on road from, 7. 

N. 

Nadir Khan, life of, In. lice. No. 
vii., 25. 

Nagaiiah lloni, liistory of his in- 
surrection, Mad. llec. No. xxiv. 
vol. i., G. 

Nagpore, notice and expenditure 
on public works canied on dur- 
ing 1854-55 in the province of, 
In. llec. No. xiii., 26. 

tabular view of expendi- 
ture on public works, 44. 

Lord Dalhousie on the 
method of its annexation, In. 
llec. No. xiv., 6. 

• — Loni Dalhousie on the sa- 

tisfiictiou of the people with the 
British rule, 10* 


Nagpore marbles of, Mad, llec. No. 
ii., 25. 

Chota, Mr. J. H. Craw- 
ford on, Ben. Kec. No xi., 1 — 8. 
Naikra countiy, its settlement in 
1838, Bom. llec. No. xxiii., 190. 
Naikras, their habits, 6, 98 — 100. 

sketch of their chiefs, 138. 

map of their country, 198. 

their agreement with Bri- 
tish G o vcnim ent , 194. 

correspondence relating to, 

214—221. 

settlement in 1822-23 for 

their reclamation, 699. 

settlement effected from 

1822 to 1826 with the, 759 — 

7 86 . 

Nakhceloo, account of, Bom. Bee. 
No. xxiv., 21. 

Nal, description of, Bom. Bee.' 
No, xxvi ,177. 

notes on, 194. 

Naiuklio river, Ben. llec. No. 
xxiii., 46. 

Namlang river, 107. 

Nandood, perguniiah, its assessment 
in 1822, Bom. llec. No. xxiii., 
533, 556. 

its customs in 1822, 555. 

statement of the quantity 

of laud in each of its villages 
whicli belong to Government, 

I 558. 

Napier, Sir Charles J,, G. C. B., 
papers relating to the resignation 
of. In. Kec. No. hi., passim. 

minute by Lord Daliiousie 

on Sir Charles Napier’s work 
entitled Defects Civil and Mi- 
litary of the Indian Govern- 
ment,” with reasons for publish- 
ing the papers relative to the 
resignation of Sir Charles Na- 
pier, Preface. 

difference between the com- 
pensation rates for clearness 
of rations to the native troops 
contained in the pay, regula- 
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tions for 1845 and thoTie speci- 
lied ill tlie coilo puldislied in 
1849, In. Kec. No. iii., 1. 

Napier, Sir Charles J., order issu- 
ed by Sir Charles Napier tliat 
the compensation allowances be 
granted according to the regula- 
tions of 1845, 2. 

history of tlie compensa- 
tion allowances, 3. 

the cliangc in tJic com- 

2 )eiisation rates made in August 
J845 and explained in the ge- 
neral Order of 1847 was not 
made liastily or unadvisedly, 4. 

■ dissatisfaction of Lord 

Dalhousio with the order relative 
to compensation allowances pro- 
mulgated by Sir Cdiarles iS'apier, 
5. 

reasons for such dissatis- 
faction, 0. 

nioino. by 8ir Charles Na- 

pic# giving a history of the 
compensation allowances to na- 
tive troops, 7, 8, 9. 

a statement of ^the muti- 
nous spirit of the troops in tJie 
Punjab with necessity foriuomj.)! 
action, 9, 10. 

grounds of his resignation, 

10 , 

resignation, 10, 

Lcu’d Gough only consider- 
ed the ration compensation ques- 
tion with reference to its bear- 
ing on Sciiide, 11. 

remarks by Lord Dalhousie 

on Sir Charles Napier’s letter 
contiiining his resignation, 11. 

Lord Dalhousie’s denial of 

the grounds upon which the or- 
der of the Cunimander-in-Chief 
was founded, 12. 

1 reiteration of the history of 

the compeusation question shew- 
ing that the order in the Code of 
1849 was not a new regulation, 
13. 

Y 


I Napien Sir Charles J., occasions on 
whicli the comj)cnsation ration 
allowance had been paid to the 
native troops in tljo Pui\jab, In. 
Bee. No, iii., 15. 

that the rule for tlic com- 
pensation of rations of 1845 is 
neither unjust nor hiipolitic, 16, 
17, 18. 

that the statement of the 

Commandor-in-Chief to the ef- 
fect that the Government of the 
Punjab \vas 2 )laced in great 2 )eril 
at ilio time of the coming into 
o 2 )crati(ni of the rules jaiblished 
in the Code of 1849 was not 
true, 18 — 22. 

tliat the Commandcr-in- 

Chief exceeded his authority in 
issuing an order that the com- 
2 )eiisation issued to the troops 
serving in the Punjab shall be in 
aeeorclancc with the old regula- 
tion, 22 — 24. 

— — record of 8ir Charles Na- 
I)ie2^ that he had received ample 
support from Lord llalhousic, 
25, 26. 

oocasioais on winch Sir 

Charles Na])ier had exceeded his 
authority, 26. 

^ suj)port received by Sir 

Charles Is’ajjier from Lox’d Dal- 
housio, 27, 28. 

oxtiact from a despatch 

from tlio Hon’ble the Secret 
Committee of tlie Court of Direc- 
tors, 28. 

extract from a despatch from 

the Hon’ble the Secret Committee 
of the Court of Directors, 29. 

reply of the Court of Direc- 
tors to paragraidts 22, 25 of the 
military letter from the Oovem- 
incnt of Bengal dated 26th of 
May 1850, and to the letter 
from the Governor Generjil to 
the Secret Committee ^tc4 14tli 
June 1850, 29. 
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Napior, Sir Cliarles J., papers relat- 
ing to his resignation^ the histo- 
ry of the coinpenbiition question 
hy the Oourt of Directors, In. 
Rec. No. iii., 29, 30. 

opinion of Lord Ooiigh 

npon the orders relating to the 
revision of the Sciude allowjinces, 
hutting money, S:o , 30 — 31. 

remarks hy the Hon’hJc' 

Court of I)irect«>rs oii the iguo- 
ranoe of Brigadier Hear.S(‘y rela- 
tive to the regulations of tlie 
service, 31, 32. 

— resolution of the Council of 

India expressive of regret at the 
promulgation of ord<‘r by the 
Commander-iii-Ch ief cancel ling 
the rule relative to c(im[)eiLsa- 
tiou for native troops, 32, 33. 

remarks by the (knrt of 

Directors on the minute of 
Lord Dalhonsie dat(3d Kith 
April 1850, 33. 

memo, by the Court of 

Directoi's on the atteiiij>l of the 
Cominander-in-Cliicf to justify 
his proceedings, 33. 

obser\'ation of Coui*t of 

Directors on Lord Dalhonsie's 
minute dated 14th of June 
1850, 34, 35. 

the soundness of^thc views 

of the Cxovcnior (Jenoral relative 
to the i)(mer of the Comuiander- 
in-Chief, 35, 30. 

• memo, by His Excellency 

the Commandor-in-Chief in re- 
ply to the Goveriu)!’ Oencrars 
minute of 14th June 1850, 30. 

that it asserts that he 

did not cancel the order, 30, 

— affirms that he was justi- 

fied in his actions by the circum- 
stances of the case, 37. 

says he merely suspended 

the order, 37. 

: ' says that paras. 5 and 6 of 
t)alhou$ie*s minutes con- 


tain nothing to the purpose, Tn, 
Roc. No. iii., 37. 

Napier, iSir Charles J . says that pa- 
ragraph seven of Lord Dalhousie’s 
minute contains an offensive 
sneer, 37. 

says that he put a stop to tJic 

most dangerous mutiny that ever 
existed in the Bengal Army, 39. 

thinks the rule of eompeii- 

sation established in 1815 im- 
politic and unjust, 39, 40. 

states that paras. ^9 to 59 

of Tjord Dalhousie's miimlo go to 
prove there was no mutiny in the 
army the veiy reverse of which 
was the case, 40. 

— aflhaus that the Cfovcrnor 

OeiuTal had been aequairited 
witli the mutiny before going to 
sea, 40. 

attempts to establish the 

truth of tli(3 statement that the 
army wais in mutiny aSd the 
Em]>ire in danger, 41 — 45. 
ailiriiis that tlio submis- 
sive state of the army was ow- 
ing entinJy to his exertions, 45. 
denies that lie ever cast in- 
jurious aspersions on the Ben- 
gal Army, 4(). 

— affirms that paragraph 37 

of Lord Dalliousie’s minute is 
untrue, 50. • 

thinks the (hmunor Gene- 
ral on one occasion lost his tem- 
per, 4(). 

■ states that Lord Dalhonsie 

intcntiimally omits a paragi*aph 
disproving the crime of defying 
the Government, 46. 

affirms that lie was willing 

to have enforced the regulations 
of 1845, 47. 

paras. 43^ — 48 of Lord Dal- 

housie’s minute display merely 
a vast number of truisms, 47. 

paras. 49 — 54 of LordDal- 

hoiisio’s minute assume without 
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tjie .slightest fouiidatuai that Sir 
Charle.s Napier wanted to alter 
the pay and allowances of tlie 
troops at his own discrotion, In. 
liec. No hi,, 48. 

Napiej*, ►'^ir Charles J. affirms that 
the ‘‘ misa})prehensioii” involved 
in the supposition tliat tlic Com- 
inandcr-in- Chief laid only acted 
up to certain powers entru-sted to I 
him by the Governor General was 
reasonable, 49. 

coinpLiius alnjHi of the un- 
just reprimand and iJiot of want j 
of support, 02. i 

considers the minute of 1 

liOi-(l Dalhoirsie t<» be mo.st ex- I 
traordluary allirmiiig that to be j 
said and done by the Ooiuinan- . 
der-in-Chief which he neither | 
did nor said, 02, 03. | 

minute by Lord l)a.lhousie ; 

on Sir Charles J. Napier’s de- 
fence, 04 — 92. 

Lord Dalhousie give.s his • 

reaKSuns f(»r rejdying to Sir j 
Charles Napier’s minute, 04. | 

in Lord Dalhousie’s pro- ! 

vious minute the several pleas j 
of Sir Charles Napier iu justili- j 
cation of the course lie liad adojit- | 
cd were considered luider separate i 
and succc.s.sive heads, the burden ■ 
of these paragrajihs, 00. 

tlmt the term “ cancelling” 

was used correctly by Lord Dal- 
housie, 00, 06. 

Lord Dalhousie affirms 

that hi.s previous minute dis- 
cussed fully the question as to 
the right of Sir Cffiarlos Napier 
as Commander-in- Chief to u.se 
his own discretion in the way 
he thought most effectual for 
the preservation of India, 00. 
— Lord Dalhousie affirms that 
no such perilous crisis did exist 
so as to justify the terms in which 
Sir Charles Napier described it 


in hi.s memo, of 22ud of May, 
in, Kec. No. iii., 08—69, 69— 
72. 

Napier, Sir Charles J., Lord Dal- 
housie exprc.sses his regret that 
Sir (.^harle.s Napier should have 
til ought lit to violate the right 
of i>rivate correspondence, 69. 

J^oid Dalhousie does not 

think the results of .such viola- 
tion to be regretted, 69. 

general summary of the 

reasons on which the Governor 
General ha.s ba.sod the conclusion 
that has been inaiiitainod, 73. 

sngge.stion for the apjioint* 

meiil of a Commis.sion to iiisti- 
tiitc .searching enquiry whether 
10,009 moil were or were not in 
such a state of mutiny in tlio 
Punjab as to j>lace the Govern- 
ment of l idia in a critical posi- 
tion, 74. 

that no regiment was ig- 
norant the intentions of tho 
(government and therefore be- 
ii’ayed into acts of violence, 75 . 

til at the insinuation of 

Sir Charle.s Napier to the effect 
that Lord Dalhousie would not 
have followed that line of policy 
best calculated to have enforced 
obedience in the Bengal Anny is 
unfou^cd, 79. 

that there wa.s no necessi- 
ty to publish the despatch rela- 
tive to the expedition to Kohat, 
79. 

that the power claimed by 

the Commander-in- Chief waa un- 
precedented and unusual, 80 — 
83. 

that the reprimand ad- 
ministered to the Commander- 
in-Chief was neither inteinpe- 
rate nor offensive, 83. 

that full support was giv- 
en by Lord Dalhou&ie to Sir 

. Charles Napier during his com- 
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Jii.aiifl, and lliat he liad no Fuffi- i 
eioiit ground for intimating an I 
fipinion tJiat su[)port would be | 
witiiheld in future difficulties, 
In. llec. No. iii., 85 — 87. 

Napier, Sir Charles J., ])apers relat- 
ing to his resignation, that Sir 
Charles Napier from certain pri- 
vate letters from Lord ])alhousie 1 
was jwaiTanled to su])poso thnt i 
ho would receive ample support j 
but not warranted to proclaim ■ 
discretionary ] lowers, 87. i 

that the Governor General i 

lias never depreciated the merit 
of any of the acts of Sir (Jharlcs 
Napier by whicliihe public safe- 
ty was ])rornotcd, 81). 

that the official papers of 

Sir (diaries Napier to the Gover- 
nor General were habitually dis- 
courteous, 9 1 . 

Lord Ihilhousie expresses 

a hope tliat every possible infor- 
mation will be given to the pub- 
lic in England if this case bo 
broacdied by Sir Charles N<apior, 
91, 92. 

letter from tlic Assistant 

Secretary to the Government of 
India desiring Major W. Maync 
to answer certain questions re- 
lative to the mutiny at Govind- | 
ghur, 92. 

the reply to the foregoing 

letter by Major May no, 93. 
his memo, on tlie dnift or- 
der of the Governor General, 95. 

tliinka tliat ten regiments 

- should have been enrolled and not 
placed under the Coinmander-in- 
Chief evinces a want of confi- 
dence on the part of the Gover- 
nor General, 95. 

affirms that the nomina- 
tion of European officers to na- 
tive irregular troops recently 
enrolled should belong to the 
Conunauder-in- Chief, 95. 


Napier, Sir Charles J. considers 
that the Sowars should be allo^\ - 
ed more pay than 20 Ks. a 
month. In. Kcc. No. iii., 9G. 

favourable report on the 

discipline of the Punjab irregu- 
lar force, great defects in their 
equipment, 90, 97. 

says that before raising any 

corps the Governor General not 
being a military man, tlio (yom- 
- maiidcr-in-Chicf should be con- 
sulted, 97. 

thinks the system now 

piir.sucd in India is to render 
tlie Comm ander-i 11 -Chief poT\ cr- 
less, 97. 

the Commandcr-iii-Chief 

will obey the orders of the Go- 
vernor (hmeral, 98. 

fiwonrablc repoi’t on Lieu- 
tenant Cohjiiol Hodgson, 98. 

minute by the Most Noble 

the Governor General of India 
on a memo, by His Excellency 
Sir (Charles Najiier relative to 
the Puiijaub Irregular Force, 

99. 

Lord DaUiousie esteems 

the spirit which His Excellen- 
cy Sir Charles Napier has ex- 
hibited towards the Govern- 
ment under wliieh lie acts i.s 
so gTavely reprehensible, that 
llis ^Excellency’s proceedings 
should be brought to the notice 
of the Hon'blc Court of Directors 
and of Her Majesty’s Govern- 
ment, 99. 

minute by the Most Noble 

the Governor General upon 
memo, by Sir Charles Napier, 

100 . 

that the Irregular Regi- 
ments were placed immediately 
at the disposal of the Commander- 
in-Chief, 101 — 103. 

that in retaining the ap- 
pointment of the officers of the 
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Punjab Irregular Force the Go- 
vernor General . did not . commit 
a breach of precedent, In. Ilec. 
No. iii., 103 — lOG. 

Nara river described, Bom. Ecc. 
No. xvii., 392. 

Narakot, statement of its towns 
and villages, their owners and 
revenues. Bom. llec. No. xxiii., 
09, GO. 

ore, its description, 113. 

Narnianagarum to Wiijjyagudda., 
report on the route from. Mad. 
•llec. No. xxiv. voJ. i. App. xiii. 

Narra, official correspondence on 
the assessment of, Boai. Kec. 
No. xxi., passim. 

Mr. Frere’s’ observations 

on the assessment of, 1. 

memo, by JMr. Frere on the 

assessment of the desert lands of, 
3G. 

flood, memo, by Lieute- 
nant Fife in 1834 on the, 39. 

remarks upon JMr. Fivre’s 

memo., 40. 

its animal revenue from 

1813 to 1854, 41. 

resolution pavSsed by Go- 
vernment on tlio 10th of May 
‘ 1855 on the assessment of, 42. 

Narsipoi'o, report on the town and 
the fctream upon whicli it is si- 
tuated, Mad. Kec. No. xix., 
11 . 

ship building carried on at, 

11 . 

considerable trade once 

corned on at, 11. 

Nassick, history of. Bom. Kec. No. 
xxvii., 19. 

Native printing presses of, the 
North West, N. W. 1^ Kec. Part 
xvi., passim, 

— —— Judges, good character of, 
Bom. Kec. No. xvi., 22, 58. 

Natives of Bengal have no power 
to combine, Ben. Kec. No. xvi., 
32. 


Natmoo timber yard, Ben. Kec. 
No. ix., 97. 

Navigable capabilities of the In- 
dus, Bom. Kcc. No. xvii. voL ii., 
548. 

Navigation of the Persian Gulf, 
Boni. Kec No. xxiv., 534 — G34. 

— and coimnerce of India, 

Lord Lalhousie on, In. Kcc. No. 
xiv,, 33. 

and Commerce, Lord 

Dalliousie on internal works for, 
44—17. 

Lord Dalliousie on the im- 
provement of Polls, 47, 48, 49, 
50. 

Lord Dalliousie on the 

improvement of Boni]»j.y Har- 
bour, 4 8. 

Lord Dalhoiisie on the 

improvement of the Harbour of 
Kurrachcc, 48. 

of Nuddea rivers, Captain 

J. Lang’s report on the, Ben. Kec, 
No. ii., passim, 

A— of Nerbudda, summary 

of possibilities. Bom. Kec. No. 
xiv., 12. 

Nawab Nazim of Bengal, Lord 
DaLhousie on the punishment of^ 
In. Kec. No. xiv,, 14. 

of the Carnatic, Lord Dal- 

liousic on the lapse of pension 
of the, 14. 

of Cambay, Ids genealogy, 

Bom. Kec. No. xxvi., 82, 

Nawabs of Cambay, their history, 
Bom. Kec. No. iv. Part ii., 2. 

Nawing forests, report on, In. Kec. 
No. ix., 103. 

Nazarum talook, report and esti- 
mate in 1854 of the channels 
in the. Mad. Kcc. No. xxv., 
53. 

Neamutpoor or Oomurpoor, re- 
port on proprietary rights in, N. 
W. P. Kec. vol. i., 103. 

Neelcoond road traffic during 1852, 
1853, Mad. Kcc. No. xv., 88. 
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Krer^^'uiity, his ofllce in Mysore, 
111 . h*cc. No xi., 02, 03. 
No,^^upatam Seluhil, rcj;)ort on, Mad 
lice. No. xvii., 30. 

industrial school, report of 

the Oollcotor for 1854-53, Appi 
J. cxliiL 

plan of studies, cxlvi. 

statonient ot pupils learn- 
ing trades, oxlvii. 

abstract of reet'ipts and j 

disbiu'seiuents, exlviii. j 

Neilgiici-ry nettle, its libiu^. Mad. i 
Jlec. No. xxiii., G4, 133. | 

Nellore dispensary, rcjiort for 1853, . 
Mad. Jlec. A^o. vii., 13. 

report for 185 1., Mad. Kec. 

No. xxi., 12. 

vaccination, report for 

18o3, lylad. ivcC'. No, I,, 1. j 

vacciiKithai, report for 185 1, 

Mad. Uce No. xx., 8. \ 

repoi’t for 1853 on the! 

rials of, Mad. licit. No, viii., 11. | 

estimate for tlie roads of, 00. 

division, statement of the 

iiicrc.ase of Uarix in 1852 from 
Avorlvs of irrigation in the. Mad. 
Hoc. No. X., 37. 

report and estimate for 

the extension of the h!)a.stern 
Coast canal for 1855-5G, J\[ad. 
llec. N^o. xxviii., 24, 42. 

report for 185d upon the ; 

roads of, Mad. llitc. No. v., 15. | 

report for 1851 on the ^ 

public works of, Mad, Hee. No. ! 
ix., 12. j 

— — statement of the revenue | 
realised for five years before and j 
five yours after the const laiet ion ; 
of the Kuudlairoo aiiicut, 13. | 

report on the iibres found i 

in, Mad. Rec. No. xxiii., 10. j 

iuformatiou regarding tlio | 

fibres of, 20, 21. ! 

estimate of public works j 

for 1854;r55 of, Mad. Iveo, No. | 
xxyii, 16. I 


Acliorc dispensary, progi’css repoi*t 
of 1854-55 of public works of. 
Mad. Hoe. No. xxvii. 04, 110, 
IIG. 

; report on the swinging 

I fe.stival and the ceremony of 
! ])assiiig through lire; !Mad Kec. 
j No. vii , 12, 30. 

Yeomialis, report on, Mad. 

Jlec. No. xvii., 31. 

Nolumboor teak plantations in 
Malabar, Ren. Rec. N'o. ix., 51. 
Noj)aj, Lin'd ] )alljousic Oil the lit- 
tle probaluiity of wjir with, In. 
Rec. No. xiv., 4. 

— Lej'd Dalhousic on the 

honorable (conduct of the Indian 
(lovenunent towards, 13. 
Nerbuilda. rivej', rejiort on the de- 
sign of a bridge over the, N. W. 
1*. Rec. vul. ii,, 102. 

— the cro.ssing of tlie. (1. 1. 

Renitisular Rjiilway, Rom. Rec. 
N(‘. xix ,11, 12. 

■ mai'bJes, Alad, Rec, Ao, 

ii., 27. 

valley, })ap(‘rs ridaliug to 

' tlie coal of the, In. Rec. No. x., 

! pas.sim. 

; noliss on tlie iron deposits 

; of the, 21—29. 

i re})ort on the, Bom. Rec. 

No. xiv., passim 

desrrijition of, 1 — 12. 

• deidivity of, 5, 9, 

calin acts of, G. 

dillie.ultios of, 5 — 7. 

■ basins of the, 7, 8. 

expedition up tlio, 10, 11. 

summary of investigation 

into, 12. 

valley, mineral resources of, 

15. 

the po.sition of mineral de- 

po.sits described, 15, 17. 

character of coal in, 16 — 

39 . 

probable cost of raising 

coal ill; 22. 
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!Rorbn(.]da, importance of eominuni- 
catiou witli Bombay, Bom. Bee. 
No. xiv., 24. 

aiialysivS of correspondcnco 

on coal bods, 2G — ^37. 

experiment of 1838 on tbe 

coal of tile, 2(). 

experiment of 1841 on the 

coal of the, 28. 

Cajitain Feinviek on the 

navigation of the, 3] — 34. 

valiey, Colonel Kennedy 

on, 3o — 38. 

coal described in 1838, 4K 

Mr. dolinstono’.s report in 

1848 on the coal of tlie, 58, 

G2. 

summary of olficial effort 

to obtain coal, 72 — 73. 

described mile by mile, 70. 

Mr. Berkeley on, 120. 

notes on the, Bom. llcc. 

No. xxiii, 108. 

Nettle of the Neilghcrries, fibre 
obtained from the. Mad. Bee. 
No. xxiii., G4, 133. 

Ncwspapei’s and periodicals in 
Bengali, list of, Ben. Bee. No. 
xxiL, 145 — 148. 

established in Beliar, 221. 

Nilgbiir, Bajali of, Ben. Bee. No. 
iii., 92. 

Nimar, report on the establishment 
of vcrnacuhir libraries at, N. W. 
P. Bee. vol. i,, 203, 

Nizainpatam, exports and imports 
for ten years from 1843 to 1854 
at th(! poj't of, Mad. Bee. No. 
XV., 70. 

Nizam’s dominions and Nagporc 
territory, operations for opening 
the navigation of the Upper Go- 
clavcry for 185 5-5 G, Mad, B,ec. 
No. xxviii., 2G, 43. 

Nobllcui^ account of. Bom. Bee. 
No. xxiv., 20. 

Nokur coolies or milemen, sum- 
mary of rules for working, N. 
W. r. Boc, vol. ii., 138. 


Noor[)oor forts maintained, In. 
Bee. No. vi., 31. 

Normal school, Mr. Beid’s report 
on, Pen. Bcc. No, xxii„ 11. 
suggestions for the im- 
provement of, 11. 

North Areot and Ohinglepiit, re- 
port on the public works execut- 
ed in 1851 in the district (»f, 
Mad. Bee. No. ix., 34. 

public works, report for 

1853, Mad. Bee. No. xv., 9, 98. 

the results of cei'tain works 

of ijTigatiou in, 1 94. 

rc'port on the swinging fes- 
tival and the ceremony f)f run- 
ning through iin;. Mad. Bee. No, 
vii.; 4, 22.^ 

n^port for 1853 on the 

roads of, Mad. Boc. No. viiL, 

• 41. 

estimate for the roads of, 

'98. 

minute on the reimrt, 112, 

1 1 G. 

public works executed, and 

in progress in 1852, Mad. Bee. 
No. x.,^ 82. 

progress report of the (3ie- 

yaur aniciTt for 1852, 83. 

roads constructed and un- 
der process of construction in 
1852 in, 89, 94. 

map of, 102. 

Northern Circars, report oA the 
hai bours and port.s of the. Mad. 
Bcc. No. xix , passim. 

the Marine Board upon the 

ports of Coringa, Cocanada, Nar- 
sapoor and Masulipatarn, 1 — 4. 
Captain Bi den’s report up- 
on the port of Coringa in 1855, 
5-~ll. 

Captain Biden on the an- 
chorage oil Cocanada, 5. 

the certainty of obtaining 

lascar seamen at Coringa, 8. 

Captain Biden upon the^ 

port of Narsiporc, 11, 12. 
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North (irn Circars, Captain Biden 
upon tJie port at Masulipatain, 
Mad. ilec. No. xix., 12 — 15. 

• particulara of the survey of 

the Bay of Coringa, 22 — 74. 

— extract from the minutes 
of consultation upon Caiitaiu 
liiden’s report, 75. 

Northern tunnel, Madras, memo, by 
C’olonel Cotton on rebuilding the, 
Mad. Itcc. No. xxxii., 25. 

North W. Jhovinces, Judicial Re- 
cords of Covernment of, Sol. Rec. 
N. W. V. vol. i., l—(i7. 

fiscal, G‘J — 148. 

— statistical and miscellane- 
ous, 1G5 — 212. 

i*eviow of history of Chow- 

kecdaroo system in, 2. 

()}»positLon to Chowkecda- 

rce .system in, 8. 

former state of tlie pun- 

chayets in, 3. 

former state of llic Chow- 

keedaree system in, 3, 10. 

— rate of impost in Bareilly, 4. 

-notes by Mr. Henry Lush- 

ington on trial by jury in, 18. 

the criminal statistics for 

1844 compared "with those of 
England mid Wales, 37. 

census talccn in the year j 

1837, 37. I 

- table shewing the number 

of persons under trial in 1844 
and the offences alleged against 
them, 41. 

memo, on the Grand Trunk 

Road, 4G. 

statement shewing the ac- 
tual loss of Bunnoeahs in fur- 
nisliing supplies to detachments 
and regiments stiitioned in, 48. 

■ Burdasht Khanahs in, 49, 

— plan of a Burdasht Klianali 

in, 48. 

measures and weights in, 50. 

crime of thuggee iii^ 5 3 — G 1 . 

* reporis of the Oothaeegee- 


rahsor professional thieves of the, 
N. W. P. Rec. vol. i., G2— G8. 

North W. Provinces, revenue ma- 
nagement of the Ajmere district 
of the, G9. 

■ revenue administration in 

the Ziilah Bareilly, 74. 

.settlement with detailed 

report on the proprietary rights 
in each village of peigunnah 
Hukrawah in, 7 1). 

topography, area, value of 

annual prodiujo, ])Opiilatien of 
pcrgiinnali »Sukrawah in, 84. 

proprietary .settlement in 

tlie pergunnah of Kurnaul in 
the Ziilah of Paneepiit in, 107. 

report on Jvhadir land in 

Kiirnaiil, 111. 

report on Bangui* land in, 

114. 

tenu]*es in the pergunnah 

Kurnaul, 118. 

survey of Kurnaul in order 

to fix the boundaries, 121. 

assessment of pei*gunnali 

Kurnaul in, 123. 

I'cport on the cxpcnces, by 

i tiic Secretary of the Sudder 
Board of Revenue, of the settle- 
ment and survey of the, 137. 

survey charges of, 137. 

percentage of survey charges 

in the several divisions, 138. 

setilomcnt charges, 138. 

percentage of settlement 

charges in each division, 139. 

percentage of settlement 

charges in each district, 138. 

districts in wliich expences 

have fallen heavie.st, 1 38. 

districts in which expell- 
ees have fallen lowest, 139. 

tabular view of cxpcnces 

incurred in the settlejnent and 
survey oiierations in, 140. 

financial result of revision 

of settlement in, 142. 

— — abstract shewing the year- 
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ly demand and ci)llcctioiis by 
division N. W. l\ Roc. vol. 
i, 143. 

Kortli W. Piv)vinces, tabular view 
of tlic financial rcenlt of the re- 
visions of settlement in, 144. 

records of amendment of 

settlement in, 14G. 

statement exhibiting the 

area and Jumina of the Melials 
; in inowzali Oooindee, pergnnnah 
Jelalpore, 14G, 147. 

re[)ort on the Bhej Burrar 

teiujres in, 148. 

settlement proceedings in 

niowzah Toora, pergunnah Bu- 
doiisa, In 8. 

• history of settlement pro- 

ceedings ill inowzah Biimblietc, 
pergunnah Olielioo, IGO. 

Idstory of settlement i>ro- 

ceedings in mowzah Kliujoorca, 
pergunnali Clieboo. Kil. 

history of settlements iu 

inowzah Omree Behiit, IG:^. 

history of settlements in 

mowzali Bagahee, })erguimali Tc- 
roiian, 1G3. i 

rough statistical return of 

land revenue, area and popula- 
tion ill tlic districts of the, 
1G8. 

population of Dehlie and 

its suburbs, 171. 

census returns for city of 

Dehlie in 18io-4G, 175 — 178. 

census retuj'iis for suburbs 

of Dehlie, 1 7 V — 1 88. 

— birtlis, deaths and mar- 
riages ill city of Dehlie fi-oni 
1840-4G, 178. 

statistical memo, on the 

resources of the Mynpoorie dis- 
trict, 193— DJG. 

■ — on the branch dis- 

pensaries recently oiieiied in the 
Bareilly district in, 197. 

rcjport on establishment of 

vcniaculur libraries in, 203. 


North W. Provinces, report on the 
graphite deposits in, N, W. P. 
Rec. vol. i., 207t 

re[)ort on the tea planta- 
tions in, 212 

extract from report by 

Lieuteuaut Keatinge regarding 
certciin works constructed for 
the purpose of irrigation in the 
vicinity of MundlaLsir, N. W. P. 
Rec. vol. ii., 18. 

irrigation of the Turrai 

lands of the, 20. 

character of Bhawber or 

forest tract, 21. 

rejKirt on the Ininds in the, 

3G. 

project for cutting a canal 

from the left bank of tlio Sutlej, 
iiearTihara below Loodiauah, 44, 

canal irrigation of the val- 
leys of the, 52. 

etleet of closing the Jumna 

canals, 57 — 59. 

report upon the pontoon 

bridges of the, 07. 

the ollice and emolument of 

a Koolee iu the, 54. 

rei>()rt on the construction 

of roads, 108. 

rejiort dated 1845 on the 

stone quarries and roads of the, 
14G. 

— ^ report dated 184G on the 

vstone quarries, 178. 

expenditure and notice of 

principal public works carried on 
during 1^4-55 in the, In. Rec, 
No. xiii., 14. 

financial results of canals 

of irrigation in the, 31. 

report on the native print- 
ing presses of the, N. W. P. Rec, 
Part xvi., passim. 

statement shewing the num- 
ber and description of deeds re- 
gistered from 1843 to 1852 in 
the, N. W. P. Rec. Part xv., 233 
--235, 
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X(n tl] \V. I’ruviiices, ro[)ort dated 
outlie fretjuciicy of trials 
for oustei*, N. W. r, ilec. Part 

XXV., 18:i. 

Nowgoiig, Assam, Ben. Bee. No. 
xi., 48. 

Noyel river, the irrigation and re- 
venue it aliurds, Mad. ilec. No 
X., 142. 

Nuddea rivers, roj^ort on tJieir na- 
vigation by Major Laing, Ben. 
Bee. No. xix., 110. 

what mode can ])e devised 

for inereasing their ilow ot water, 
HI. 

dredging, spiked roller, 

112 . 

• tubes, screw piles, pile 

driving, 113. 

memo, on the (hinges and 

the entrance of the, 1 I o. 

— — cliange sinee 1848 in tlie 
(hinges near the hcad.s ot the, 
IVX 

sketch of tlie Gauge's 

v.hcre the (4 oral branches oif, 
122 . 

breadth, depth and vidocity 

of tlie Ganges where the Gorai 
branches oil', 122. 

probable eflcct of a weir 

on the Llooghly, 130. 

• miimte by Mr. E. Garstin 

on Major Luiiig’s report, ioO — 
142. 

Captain Lang's rojiort on, 

Ben. Ilec. No. ii., passim. 

Major Beiinel on, 3. 

history of operations for 

their improvement, . 1 . 

J failure of steam dredging 

machine, 11, 

description of the, 27. 

cut from Ganges into the 

Bhaugirutty, 3G. 

.statistics of tolls on the, 

4G. 

— and sec Bhaugirutty, Jcl- 

linghec and Matalrangah. 


Nuddea, Zillah, its dacoity re- 
tiirn.s, Ben. Bee. No. xxL, 5 
Ap).. -2. 

dacoit gang,s, 13. Api>. F. 

G. 

dacoities cojiimitted be- 
tween I8n2 — on, App. A. 

dac.oities committed since 

1841, Apii. A. No. 2. 

Nugecuah canal, report on the, N. 
W. P. Bee. vol. ii., 33. 

Nuggaram aijuediu^t,. report on the, 
Mad. Bee. No. x., UJ. 

Nuggur, report for 1853 on the 
voad.s of, Mad. Bee. No. viii., 
11 , 

estimate for the roads of, 

h(J. 

division, the sayor depart- 
ment how divided under the 
Bajah’s a<l ministration. In. Bee. 
No. xi., 1 08. 

— the sayer collections how 

clas.seil, 110. 

number of the sayer du- 
ties wliieh have been abolisJi- 
ed .since the assumption, 110 — 
112 

statement of the taxes abo- 

lisJied or reduced from 1831 to 
1852, 120— 213. 

abstract of the foregoing, 

214. 

divLion, statement of each 

talook with revenue and popu- 
lation for 1854, 57. 

division, jails and their 

managemenl in, 80. 
i Niiglali, Eesluim|)OOr, proprietary 
rights in, N. W. P. Bee. vol i., 
80 , 

Oomurpoor, proprietary 

rig] its in, 103- 

NujutFghur Jhcel, sketch map of 
the, N. W. P. Bee. vol. iL, 
42. 

Nulloor aqueduct, rej>ort on works 
of. Mad. Bee. No. xv., 41. 

Niinjah .cultivation in the district 



ol* Ooiiubatorc in Mad. 

lice. No. X., 151. 

Niinjay ayaciit, cultivation and 
revenue in the. district of Ooini- 
balore during l<sr>2, 152 — 157. 

Nurseries, for teak in the Teiuis 
serini, Hen. Rec. No. ix., i>a.ssim. 

Niirsingpore Division, the districts 
and (knirts of tlje, N. W. T. llec. 
l^irt XX vi., 292. 

Ihijah of, Ben. Rec. No. 

iii., 70. 

Nusoha’s ^\bl.r<;e in Kollnuxmr, des- 
erij)tion of, Boni. Rec. No. viii., 
520. 

Nutowa Khan Agni’, mines of, In. 
Rec. No. xvii., 217. 

means of conm^cting them 

with those of Bliabur, 2. 

Nuts, teak, proper mode of <;olleet- 
iiig for seed, Ben. Rec. No. ix., 
42. 

Nyaghur, Rajali of, Ben. Rec. No. 
iii., 74. 

Kyewal rivei’, its descvij>tiou 
througliout its course, N. W. R. 
Rec. vol. ii., 49. 

O 

Oakk an forests, rc.'port on, In. Rec. 
No. ix., 15, R). 

Oai’ts of Bombay described, Bom. 
Rec. No. xi., 39. 

Oaths, why abolished, Ben. Ree. 
No. xvi., 30. 

useless in India, Ben. Rec 

No. xvii., 15. 

O’Brien, Captain, on Tcna.sserim 
teak, Ben. Rec. No. ix., lOJ, 

Octroi of Surat, Btun. Rec. No. 
xxvii., 28. 

of Ahmedabad, 17. 

Offences against the person, Indian 
statistics of, N. W. B. Rec. vol. 
i, 38. 

against pro]‘erty commit- 
ted wuth violence, statistics of, 39, 
40. 


Offences against properly commit- 
ted witliout violence, N. W. P. 
Rec. vol L, 40. 

— against the currency, sta- 
tistics of, 40. 

— , peijury in India quite dis- 

tinct from crime of same name in 
England, 41. 

against the customs and 

excise duties, statistics of, 42. 

of gambling, 42. 

inisconduct and neglect of 

public duty by servants, 42, 

convictions for Govern- 
ment in India as compared with 
those in England, 42. 

in the Punjab, tbeir epi- 
tome in the years 1852, 1853, 
In. Rec. No. vi., 67 . 

against the perst>Ji in tlie 

Punjab, in. Ree. No. ii., 50, 

00 . 

against property in the 

Punjab, 00, 07. 

social, in ilie Punjab, 07. 

fraudulent in the Punjiib, 

08. 

resistance of public process, 

08. 

Ollicers, native, in CutUick, Ben. 
Rec. No. iii , 38. 

Oil plants t)f Kolhapoor, Bom. 
Rec. No. viii., 20. 

prices ol; seeds in Kolha- 

})oor whicli yield, 54. 

how made in Kolhapoor, 

221 — 223. 

makers, value of dead 

stock requisite in, 255. 

seeds in fcJiiid, Bom. Roc. 

No. xvii. vol. ii., 022. 

Oils and oil seeds of Pegu, report 
on, In. Rec. No. ix,, 142. 

sweet or fatty oils of Pegu, 

142. 

essential oils of Pegu, 

143. 

of India, list of, Bom. Rec, 

No, xi. App. K., 19. 
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Ojair, {iccouiit of, Bom. Eec. No. 
xxiv., 17. 

its situation, 111. 

- — most direct route to Lalisa 

and the interior of Nujd, 111. 

route from llooibof to, 

111 . 

Oldham, Mr. T., on coal and iron i 
f)f Damooda valley, Ben. Ecc. 
No. viii., passim. 

on Parisiiath hill, i)assiirt. 

on direction of railway, 

1 ?. 

geological maps of Becr- 

])ho<)in and Ihiniooda valley, Ap- 
pended. 

ma]) shewing various pro- 

t)oscd lines of direction for E. 

L Uailway, A[)pended. 

on tin in the Tonasserim i 

ju'ovinces, Ben. Eec. Ni>. vL, 
t)assim. 

on coal in the Jyutcah hills, 

Ben. Eec. No. xiii., 4d. 

on gold and gold dust from 

Sliooay Oycen, o9. 

Oliver, Sir Eoboi't, on Ou;ie rat teak, : 

Ben. Eec, No. ix., 2(M. 

Oman, niiscidlaneous information : 
concerning, Boni. Eec. No. xxiv., ' 

: 

the two Arab Tribes Hina- 

vi and Uhafiri, 3. 

— historical jjaragraplhs, from ; 

autiientic stnm^es of Arabian ! 
tradition regarding these Trihc.s, | 
3. 

Malik bin Fakham, of the j 

province of Nujd, the hrst Na- 
tive Arabian who entered Oman, 
3. 

- — overcomes the Persian 

troops, and fortifies the ancient 
city of Eastag, 3. 

eventually expels the Per- 
sians altogether, 3. 

death of Malik, 3. 

tlic sons and descendants j 

of ]\lalik continue in power until : 


the birth of jMahoined ( a . D'^ 
571,) Bom. Ecc. No. xxiv., 4. 
Oman, feuds between the families 
of llinavi and Ghafiri, until, in 
the end of the .seventeenth cen- 
tury, Imaum Malik, of tlio house 
of ^'arabi, a branch of the Tiibo 
llinavi, was master of all Oman, 
5. 

continuation of family fends 

between tlic various branches un- 
til the acccs.>ion of Bid tan bin 
Bacod, the resent Imaum, 8. 

extent of the province of 

Oman, 8. 

the disti'ict of Dahirah, 9. 

ditt(» of Hajar, 9. 

ditto of Batinah, 9. 

the tribes of Oman, 9. 

notice of, 12. 

brief notes in the ])i‘ovincc 

i.>rc]>ared in August 1819 by Mr. 
F. Warden, 41. 

brief notes relative to tlie 

province of Oman, i>r(‘pared, in 
August 181‘), by Mr. F. War- 
den, ]\1 ember of Council at Bom- 
bay, 41. 

situation and extent, 42. 

division into two principa- 
lities, 42. 

the two capitals of the 

principalities, 42. 

the t\vo seaports, 42. 

division of the country 

from the earliest ages between 
two families, 42. 

• — families of the llinavi 

tribe, 42. 

families of tlic Beni Gafreo 

tribe, 42. 

appearance of the country, 

43. 

notice of the possession of 

the country at different periods 
by the Portuguese, Arabs, and 
Persians, 43. 

notice of different Arab 

Tribes and Chiefs, 44. 
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Oiiiaii, t]io Porsians driven out by 
tlie Arabs, Bom, Heo. No. xxiv., 

. 16 i). 

the various tribes of, 240. 

— - — names of the Shaiks in 
18*^4, their territories, population 
and revenue, 203 — 207. 

Onicrcotc, olheial correspondence 
on the assessiucnt of. Bum. llec. 
No. xxi., passim. 

abstract of the corres- 
pondence on the records of tlie 
kSIikI Ooinmissioner’s ollice re- 
garding, 10. 

Mr. I^Vere’s observations on | 

the assessment of 18.05, 1. 

numio. by Mr. Frcrc on 

the assessment of tlje dcseil lands 
of, 33. 

- — iHunarks upon Mr. I'Vere’s 

memorandum, 40. 

— its annual revenue from 

1843 to 185-1, 41. 

— — eo 2 )y of resolution passed 
by (iovernment on the assess- 
ment of, 42. 

Omcr/ye tribe, report (»n • the, In. 
Bee. No. xii., 91. 

Omettah, its towns and villages, 
their owners and revenue. Bom. 
Hoc. No. xxiii., 80, 81. 

Omla in Cuttack, Ben. Bee. No. 
iii., 37. 

Ongole vaccination, report for 1 854, 
Mad. Bee. No. xx., S. 

vac(.* illation, report for 

1853 for. Mad. Bee. No. i., 7. 

to the Hyderabad frontier, 

report for 1854-55 on the roads j 
from, 15. 

Oodbntecs perfume, how made, 
Bom. Bee. No. viii,, 230. 
Oodepore, Chota, sketch in 1854 
of. Bom. Bee. No. xxiiL, 7. 

its boundaries, 7. 

the fomidcr of the family, 

7. 

amount of tribute, charac- 
ter of the country, 7. 


Oodeimre, Chota, productions of the 
country, Bom. Bcc. No. xxiii., 

7. 

amount of force maintain- 
ed, 7. 

the Bajah in 1854, 7. 

notes on, IG. 

its towns and villages, their 

owners and revenue, 83 — 92. 

geological notes on land 

about, 105. 

Oodeypore, the Bajah of, Ben. Bee. 
No. xh, G. 

-Uen. Bee. No. xx. Fait 

i iii., 3, 4. 

Oojoulee, iron mines of, In. Bcc. 
No. xvii., 28. 

Ooltadangah and llhappa, papers on 
the proposed canal between, Ben. 
Bee. No. xix., 1 — 34. 

Oomree Bchut, mowzab, pergunnah 
Ciicboo, history of sett lenient in, 
N. W. i\ Bcc. Yol. i., 1G2. 

Oomurpoor Nuglali, proprietary 
rights in, N. W. F. Bcc. vol. 
io b8. 

Oondee high level channel and 
calingulah, leport and estimate 
in 1854, Mad. 'Bee. No, xxv., 
51. 

Oopiadah to Jcringhec, route round 
the Narrainpore hill, Mad. Bee. 
No. xxiv., App. D. xvi. 

Ooruckzaios bordering the Kohat 
district, report on the, >Sc]. Cor. 
of Punjab Admn. No. iii. vol. iii., 
24G- 257. 

report on the, In. Bee. No» 

ii., 24. 

their history in 1855, In. 

Bee. No. xviii., 92. 

reiiort on the British con- 
nection with, In. Bcc. No. xii., 
24. 

Ooshteranees, report on the British 
connection with the, In. Kec. 
No. xii., 35. 

report on the tribe of the, 

In. Bcc. No. ii., 2G, 
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0 <)t]iaco! 4 ecro('ulis or profesKioiuil 
thieves of the Tehrec, Diitteah, 
Shaligurh, (.Jiiinideyrce or Ban- 
|)f)or ISt:il(‘s, N. W. P. Hoc. vol. 
i., 02— 08. 

report of Major Harrison, 

03. 

■ — list of villages inhabited by, 

03. 

— perpetrators of the Calcutta 

robberies, 03. 

extensive robberies coni- 

inittcd by the, 03. 

organization of their vil- 
lages, 04. 

presents to the Tehrcc go- 

vcrrniient given by, 01. 

how their wives and lam i lies 

arc supiwrted during tlieir preda- 
tory excursions, 03. 

tlu^y have a slang of tlieir 

own, 03. 

for Calcutta., tlie Seracc of 

th(.‘ llajah of ihirdwau is their 
Cliounce, (>3. 

‘^cliounees” of the, 00. 

^ translation of tlie Kliaree- ^ 

ta from the llajah of l>ani)oor i 
in, 07. * ! 

speeinien of the holoe or | 

slang language used by the, 08. 
O])iniou, public, regarding judiiMal i 
procedure, Ben. Bee. No. xvi., 
24. i 

Opium and Salt, L«)rd Dal bon si e 
on the abolition of Board of Cus- 
toms, In. Bee. No. xiv., 17. 

cultivation in the Aziiii-. 

gurli district in 1837, N. W. P. 
llec. Part xiv., 130. 

treaty prohibiting its pas- 
sage tlirohgli the Pabluniiore 
State, Bom. Bee. No. xxv., 23. 
— — of the Punjab, report on 
cultivation and revenue from 
the, In. Bee. No, xviii., 32 — 33. 

• its use in Sind has decreas- 

ed under British rule, Pom. Bee. 
No. xvii. vol. ii., 023. 


Opium of Kurraehoo, Bom. Bec. No, 
xvii., 217. 

1 ‘ultnre and manufacture 

of, Ben. Picc. No. i., passim. 

Ageneies, 3. 

Board, 3. 

system of maiuifactiirc in 

Behar and Benares desej ilxal, 11. 

adulteration of, 10. 

Bengal, clicmical analyses 

of, 10. 

elb'cts on human system of, 

! 28. 

I al>kare(', 22. 

stamhii’d, 74, 

Ordnance artiticors on staff em])loy 
in tlie Madras ih*esidciicy, Mad. 
Bee.. No. iv., 38. 

O’Bcilly, Mr., on Mouhnelii timber 
trade, Ben. Bee. No. ix., 173, 

O’Biley, Mr. B., on tlie mineral re- 
.sources of Teuasscrim, Ben. Bec, 
No. vi., 21. 

Orissa, human sacrifice and female 
infanticide amongst Hill tribes 
of, Sel. In. Bee. Home Dept. 
No, V., passim. 

— oi)erations of M.adras Oo- 

v(‘niment for su[>prcssion of’, 1 — 

72. 

operations in Bengal Presi- 
dency, 72 — 90. 

operations under Indian 

fb>YernnuMit, 00. 

manners and customs of 

liill tri])es of, 1. 

ceremonies attending, 3, 10, 

20,73, 81, 103, 117, 123, 130. 

best means for suppression 

of, 3, IG, 21, 23,27, 31, 37, 38, 
62, 63, 74, 83, 99. 

resolution of Madras Co- 

vernment with regard to, 9, 12, 
20, 29, 63, 63. 

^ — reasons for human sacrifice, 

11, 72. 

force as means of suppres- 
sion of the rite, 11, 28, 39, 62, 

73, 82, 90. 
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Orissa, expeditions for suppression 
of human sacritiee and female 
infanticide in, In. Hoc. No, v,, 
14, 25, :30, 78, 80, 121, 125. 

rescue of victims from, 14, 

27, 04, 72, 75, 79, 80, 97, 109, 

113, no. 

despatch from the llon'ble 

Court of directors for snppj-c.s- 
sion of the rite in, 1 0, 38, 97. 

report froiii Magistrate at 

Ganjam on hiiinau sacrifice, 17, 
18. 

report frojn Mr. llanncrnian, 

19. 

impractical,)ility of siim- 

mon’uig wiiiiesses, 19. 

districts over whicii rite 

prevails, 20. 

nature of the liill (country 

of, 23. 

Lord .j^'JphinstonCs nuin.itcs 

on Imman sacriheo, 38, OO. 

d(;.sj)atch from Goveiaiment 

of India on, 30. 

— — — orders of ^ladras Govern- 
ment with regard to,* 39. 

vicUtiis pi-ovi<lc<l by pan- 

was or J)on]baiig!)s, 40 . | 

• religious views of the sa- 

erilicing hill tribes, -lO. i 

religious views of the nun- 

saeriticing tribes, 43, 

belief of these tribes lliat 

the Indian ( Joverninent luivo not 
the right to interfc a*, 15. 

j)ractice oi‘ infanticide j 

amongst tlie Khonds of, 40. 

reasons foi* fee u ale infanti- I 

cide, 47, 00, 107. 

marriage <‘ust(?iiis amongst 

hill tribes of, 47, 

GoviM’iiment of, 52, 57. 

tracts of country >vhorc 

rite of human sacrifice is most 
previd(*nt, 54. 

tracts of country vdiere 

female iiilanticidc is most pre- 
valent, 54, 00. 


I Orissa, piirchaso of victims for 
I human sacrilice, In. Roc. No. v., 
72, 81, 114. 

(Icspatcli from Bengal Go- 
vernment upon riti' of, 74. 
resolution of fSiiprcmc Go- 
vernment on, 90, 94, 107. 

formation of agency for 

suppression of, 91. 

appointment of officers for 

sii2)pression of, 93. 

salaries to be allotted to, 

94 

origin of female iiifanticido 

amongst hill tribes of, 108, 

extent of female infanticide 

in, 107, 

female cbildren now gene- 
rally preserved in, 121. 

tracts in which Mcriah sa- 
crifice exists, 128. 

tabulai* view of Meriahs 

re.scued, 135. 

tabular view slicwing how 

Meriahs rescued have been dis- 
posed of, 13G. 

MaJianuddy river in, Ben. 

.Rec No. xxii., 17 3. 

barometrical observations 

in, 189. 

— daily range of thermome- 
ter in, 190, Li)L 

Ormuz island, an account of, Bom. 
Rcc. No. xxiv., 2i). 

description of island of, 

G05. 

(>’*Shaiighncssy, Sir W., on tolcgrapli 
between C’aJeutta and KedgCi'cig 
Ben. Ren;. No. vii., passim, and 
see Telegrapli. 

Ouster in tlie North-West Bro- 
viiiccs, report dated 1855 on the 
frequency of suits for, N. W. P. 
Rec. Part xxv., 237. 

pergurinahwar statement 

of summary suits for Ouster 
from 1850 to 1855, 238. 

return of summary suits 

iustitiitcd in the Cawupore dis- 


•A a 
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trir.t from 1841 to 1855, N. W. 
r, Hoc Piii't XXV., 240. 

Outrani, Captain, (now Sir James) 
eilbrts fur tlio 1 Wheels, Bom. Bee. 
No. XXV i., 215. 

Majur, liis treaty with Klic- j 

lat, Born. Bee. No. xvii., 142. ' 

Over.socr.s, European, hotter than ' 
native.s, Ben. Bee. No. xv., JO. j 


Pacekashts of Goojranwala anil tlioiv 
earnin^.'^, report on, Sol. Cor. of 
Punjab Adjiin. voJ. iii. Part iii., 
129. 

Pahleo, molalliforous formation at. 
In. Bee. No. viii., 21. 
Pahlunpoor, map of district.^ .subor- 
dinate lo J\>Iitieal SujKjrinten- 
deiit of, Bom. Bee. No. xxv., 
Prontispieee. 

narrative of Britisli rela.- 

tions as they stood at the close 
of 1855 with the Native States 
of the Siiperinteiideney, 

— number of the districts, 5. 

extent and boundary, 5. 

general features, 5. 

soil and produce, 4. 

rivers, 4. 

elimite, 5, 

roads, 5. 

- ='■--> revenue and tribute, 5. 

native foreo and police, G. 

- nature of policy adopted, G. 

mdilai’y foi-ee, 7. 

a, history of the leading 

events that have oecurri'd in the 
State since its eoniioctiou with 
the British Government ; the po- 
licy piir.sued towxuvis it and the 
result ; together wdth an account 
of subsisting treaties, 9, 

extent and boundaries with 

an outline sketch of the same, 
and the other districts subordi- 
ijiate to this Super iutondcncy ; a 


brief account of the climate, and 
general features of the country ; 
proclnidions of the State ; as also 
the rivers and roads wliich pass 
through it, tfee.", Bom. llec. No. 
XXV., IG. 

Paiiliiiipoor, extent and boundary, 
IG. 

general features, soil and 

produce, 17. 

climate, 17. 

rivers arid road.s, 1 7. 

luini-ipal towms, 18. 

poi)ulatiou and language, 1 8. 

the riiveiiues and dlsbiirse- 

meiits of the Pahlunpoor Estate, 
its engagements with neighbour- 
ing State.s, e\rc., 19. 

contingent Corps ; their ob- 
ject, formation, and eonstitutioii ; 
Avlii'ii I'aised ; from what source 
paid ; the limits within which 
they arc bound to serve, 19. 

— the strength, organization, 

and chai^actiu* ot the native force 
not under British control ; the 
systiun of Puliite, witli referi'iice 
to the preservatiuji of j»cacc and 
.security of jn-opcj'ty on the bor- 
j ders of tlie neighbouring Statc.s, 

I 20 . 

j treaties, agrcement.s, 

! with the, 20. 

I articles of agroenieiit oti- 

j tered into by Eutteh Kliaii, 

! Dewaii of PaliJunpuor and Dec- 
sa, of his own free wdll, for the 
better government and security 
of the abovemcTitioned Principa- 
litie.s, .signed and delivered to 
CJaptain William Miles, Political 
Agent on the part of the British 
Government at Pahlunjmor, on 
the 28th November 1817, 20. 

^ prohibition for the transit 

of opium, 23. 

engagement entered into, 

j in September 1822, by Eutteh 
; Khan, Dewan of I'ahluni^oor and 
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Dcesa, lur proliibiting the transit 
of opium tbrough his territory, 
liom. llee. iS’o. xxv., 23. 
raJiluijpoor, memoraadum by otlier 
Chiefs, 23. 

• proclaaiiition anaiast ♦Sut- 

tee, 24. 

aaiiie, title and age of the 

Chief, 0.3. 

usual jilaeo of residence, 

fJO. 

names and a.g(‘.s of legiti- 
mate male issue, 00. 

' principal [lersoiis of tlie 

Court, 00. 

annual amount of tribute, 

00 . 

estimated gross annual ]*e- 

veiuie, 00. 

boundario>; of territory, and 

• estimated area in square juiles, 

0.3. 

■ prevailing natiu’c of the 

soil, usual means (d irrigation, 
and general features of tiie coun- 
try, 00. 

natural and industrial rc- 

sourcie>;, 00. 

nudes, approaehe.s, and 

means of comiimnication by land 
and watci’, 07. 

climate and average range 

of thernioijieter, 07. 

average annual fall of rain, 

07. 


rahhinpoor, number of fortified 
} laces and their condition in 
1811, Bom. Bee. No. xxv., 123, 
121 . 

measures adopted by the 

Governiuent of Bombay during 
1843 — f(S for the pi*eveution of 
♦Suttee ill the ♦State of, 127. 

nu'asuros adoptctl by tlie 

Covernnu'iit • during 1813 — 48 
for the pi‘cv(‘iitioii of infanticide 
in the dislriids under the Political 
♦Su] erintendont of, 137. 

statistical return of Pah- 

lunpoor ami its dependencies, for 
tlie year 1812-13, 137. 

correspondcuice on the sub- 
ject, 13b. 

census f)f the Jhareeja po- 

pulaiion in the J’ahlunpoor State, 
for A. I). 1804, 112. • 

abstract of ditto, 112, 

stateniciit showing the 

number and age of the .Jhareeja 
]^o]njlatioii in tlie Pabluupoor 
♦State, for A. I). 1810, J43, 

statistu^il return of the 

Pahlnn[>oo]- distii(;ts and (h‘])en- 
deucies, fir the year a. j>. 1840- 
Ifi, ill. 

eorrcsjiondence on the sub- 
ject, 1 10. 

census of the Jhareeja po- 

})ulation, for Jlie year 181.3, 
147. 


estimated pojiulation, 57. 

religion and language, 08. 

tribes aiid ca.stes, .38, 

• civil and criminal justice, 

82. 

punisJinicnts, 82. 

oducr.tiouaj nieasure.s, 82. 

vaccination, 83. 

provident diseases, 64. 

■ list of the talookiis, per 

gunmtlis, and villages, the names 
of their chiefs, their capitals, 
revenues, submitted to Goveni- 
inent in 1804, 88, 114. 


abstract of census, 147. 

statement showing the 

number iiiid age e)f the .Jhareeja 
population, for 1848, 148. 

correspondence on the sub- 

) ject, 14 b. 

; statistical return of the 

i Paliliinpoor districts and dtqien- 
dencies, for 1848-47, 100. 
cones pondcnci? on the sub- 
ject, 101. 

census of the Jhareeja po- 
pulation, for 1849, 100 

abstract of ditto, 100. 
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T^aliliiiip(V)r State, statt'ment sliow- 
,iiig the iiuuiIkm’ and age of tlie 
Jhareeja population, for tlic year 
1819 ill the, Bom licc. No. 
xxv./liO(). 

corrcspoiideiicc on the sub- 

jeet, ]f)7. ! 

(‘.(aisus of the Jliarvcja. ])0 

pulatioii, fir the year 18 dl, Ibl. 
— abstract of ditto, KU. 


Balateviinka stniain, irrigation af- 
forded by tlie, Mad. lice. No. x., 
50. 

ralgliant and 9'riclioor road, es- 
timate for 18-^ -50, Mud. Bcc. 
No. xxviii., 45. 

Balk'.s Straits, report on, Mad. Bcc. 
No. iv., 1:^. 

Palla lisliery, deserijition of tlie, 
Bom. Jlee. No. xv., ii24. 


.statement .sliowingtlienuni- j l^alm.s as fibrous plants, rejiort 

bor and ago of tbe Jlian'oja po- ! on, Mad. Bee. No. xxiii., 14o, 


jiulation, for the ycxir 1851,; 144. 


102. 


trees, value of produce, 


correst)ondonee on tlie sub- 
ject, lO'k 

.substance of a proelamation 

issued to the Jhareeja C-hiefs of 
i5ihlun})oor, relative to the birth 
and deatli of fennde children, 

100 . 

census of the Jhareeja ]>o- 

pulation, for the year 1852, 171. 

► abstract of ditto, 171. 

sta tement .showing tlie num- 
ber and ag(i of tlie Jhareeja ]>o- 
[uilation, for tlu' year 1852, 172. 

agiauuK'ut onteroil into 


Bon. Bee. No. iv. Ai)]), F. 
Palmyra fibre, la^port on, Bon. Bee, 
Nil. iv., 10, 27, 81,415, 08, 01). 
Pandanus odoratissimus, report on 
its filins Mad. Bee. No. xxiii., 
14 7. 

I'andoo HuroJi, report on tln» Bud- 
j dhi.st oaves at, Bom. Bee. No. 
j viii., 314. 

i ground plan of the oaves, 

j 314. 

I Paiiduwa to IToAvrah, jJaii of ])or- 
I lion of line from, In. Piee No. i., 

j 08. 


with tlie fl hares ia Chiefs of San- 


lulpoor and (. harchnt for the 
supjiression of fe.niale infanli- 
eiile, 174. 

agreement entei’cd into by 

oilier Jhareej.ts for tlu' .same piir- 
]K).S0, 181. 

• statistical rotni'ii of tlu* 

Pahlunpour districts and its de- 
jiendeneies, for the year 1854- 
55, 185. 

Paiks, armed poliiai in Cuttack, 
Ben. Bcc. No. iii., 40. 

in tributary inehaLs, GG. 

Painting in Kolhapore, Bom. Bee. 
No. viii., 17G, 

Palaiiicotta dispensary, report for 
1854 on tlie, Mad. Bee. No. 
xxi., 24. 

Palar river, it.s use.s for irrigation, 
Mad. Bee. No. v., 27, 


! 


Puiieoput, settlenn'iit of ])roprietary. 
rights in perguiinah Kurnaul in 
the Zillah of, N. W. P. Bee. 
vol. i., 107. 

Khadir land in ])ergunnali 

Kurnaul in the Zillati of, 111. 

sketiJi of a Bersian water 

wheel ill, 1 1 2. 

— ground ]ilan of Per.sian 

water wheel, 113. 

ri'})ort on the frequent 

transfer of proprietary title in, 
N. W. P. Bee. Part xxiv., 187, 
189. 

Panprumpett to Combacoimm, re- 
port. on the road from, Mad. 
Bee. No. xiii., 17. 

Pantliawara Talooka, report sub- 
mitted to Covernment in 1854, 
Bom. Rec. No. xxv., 98. 

Panwa, In. Bcc. No. v., 49, 51. 
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i\*i|)er-ninki]ig ia Fiuli ), report on, 
N. W. Ik Ilec, r.u’b XXV., 251). 

pii)>i.T, 2t»l. 

wild aloe papoi', 201. 

• tiax ])aper, 2()l. 
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bility of timber preserved and 
unpreserved by, 209, 211. 

Pearl fishcrie.-i of the Persian gulf, 
an account of the, Bom. Reii. 
No. xxiv., 39, 40. 
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report on towns and mili- 
tary stations in, 40, 41. 

cultivation how carried on, 

41, 42. 

■■ ' description of rocks, 42. 

saline springs, trade and 

exports, 43. 
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Coast fj*om Aboothabee to Al 
Bidder, 561. 

Boodeshoof, Yainale, Yoss- 

fec, Khor Hassiin, he} raJia, and | 
Zobara 562. j 

general remarks on the 

Coast from Ras Reccan to Zoba- 
ra, 502. 

— Rayboraidge, Dooat al XTf- 
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Ras Allaly, Gebil Rummul, 

Ras Booally, Jezeerat Giuna, 


Ras M<x>salanie, Ras-ool-Ghar, 
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Fort, Ba.s Halilla, Jlaliila Peak, fleurc, 599. 
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Point, Dooat Shesah, Kas Kasah, 
Oiual Pheerrim, commonly call- 
ed Eillam Kock, Kas Basliine, 
and Dooat Kathrat or Bradford’s 
Cove, G19. 

- — - - Kas Dallaa, Dooat Guzze- 
rat or Malcolm’s Inlet, Kas Ser- 
kan, and Dooat Kubbal, G20, 

Kas ^eenmed, Has Merwee, 

Lima, Kas Lima, Has Sommoo- 
tec, and has Khodima, 621. 

— — — Kas Slierriat, Dooat Shcr- 


riat, Jibbul Huffar or Sulky 
Peak, JOiore Malak North Point, 
Kas Huifar, and Dooat Huffar, 
Bom. Kcc. No. xxiv., G22. 

Persian Gulf, its na\ igation at, cur- 
rents, 622. 

coast of Batinah,623. 

Dibbah, Kas Dibbah, and 

Khore Eiikauu, G23, 

Eedjeerali Khudal Kulba, 

Khore Ivulba and Port, and 
Shinas, (> 24 , 

Hoosaiine, Nabbine, Luar, 

Maggaose, and Soh:ir, 625. 

Sohar J\;ak, Suarah, May- 

kiliff, Gassbeyher, Kaderrali, 
and Snik, 626. 

Messna, Swady Islands, 

and Burka Islands, 627. 

Jazeerat Jcuiie, Damini- 

atte Kooks, Burka Fort and 
Town, and Seib, 628. 

Ealiill Island, Shaytayfee, 

Kas Muttra, Arbug, and Muttra, 
629. 

Muttarah, Kiam, Klmlboo, 

Has Muskat, Kas Seerah, I'isher- 
man’sRock, and Muskat Cove, 630. 

Muskat, 631. 

jiopulati on, 631. 

trade, (to., 632. 

the Imauin, 632. 

Naval Force, 632. 

Zanzibar, notice of, 632. 

Military Force, dT,, 633. 

revenue, G33. 

papers relative to proceed- 
ings of British Government be- 
tween 1820 and 1844 for sup- 
pression of slave trade in the, 
635— 652. 

later efforts for suppression 

I of slave trade, 653 — 687. 

Govern inent, its agreement 

with the British Government in 
the year 1851 for preventing tlie 
importation by sea of slaves in- 
to Persian Ports, Bom. Kcc. No, 
xxiv., G83 — 667. 
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Persitan publications issued from 
the presses of Bengal, Ben. Bee, 
No. xxii., 14 — 21. 

Person, Indian statistics of heinous 
otfonces against the, N. W. P. 
Jiec. vol. i., 38. 

Indian statistics of petty 

assaults against the, 39. 
Personages, ini[)orlant, in Sind, 
Boiii. JlcG. No, xvii., vol. ii., 
CG7. 

Peshawur to Delira Isinael Klian, 
survey of the country fnnn, Sol. 
Cor, of Punjab Ad inn. \oi. ii., 
Part xii., 471. 

Proper, area of, 401. 

division, iinprovemeiit re- 
port for 183*1-00, Sol Cor. of 
Punjab Adnin. vol. iii. No. ii., 
185. 

roads, improvement of, 18G, 

190, 195. 

buildings and groves, im- 
provement in 1854-55, 18(), 

191, 19G. 

ferries, 187, 102, 196. 

and liuzara road in the 

Punjab, report in l85G on. In. 
Bee, No. xviii., 50. 

and Lahore road, report 

for 1850, 49. 

census returns in 1855, 

100 . 

its population in 1855, 

In. Bee xNo. xi., 21. 

• division, statement of its 

cliicf towns with their popula- 
tion in 1855, 29. 

and Lahore road, see La- 
hore and l^oshavviir. 

- its jioimlatifm, area, vil- 
lages, land revenue according to 
census of 1855, 9.* 

police, In. Bee. No. vi., 

44. 

division, judicial returns, 

8G. 

— - — district, its revenue in 
1853, 122. 


Pesliawur valley, force in 1853, In. 
Bee. No. vi., 28. 

assessment of the district, 

123. 

valley, situation and area, 

In. Bee. No. ii., 15. 

proper, report on, 17. 

General Avitabile’s ad- 
ministration of, 17. 

last Covernor of, 17. 

regular force at, 18. 

scUlement, its heavy taxa- 
tion in former times, tlistricts 
not as.sessed prior to annexation, 
85, 8G 

police, 51. 

division, statement of dis- 
trict roads in, In. Be«\ No. vii., 
GG, G7. 

valley, roads in the, 39. 

map of, 40. 

amount expended on the 

roads, 4 1 . 

Petroleum found in tlie Punjab salt 
range, report on the, Sol. Cor. of 
Piuijab Admn. vol. ii. Part x., 
333. 


Pezoo Pass, In. Bee. No. xii., 143. 

tribes to the South of the, 

144. 

Phari in Thibet, route to Lhassa, 
from, Ben. Bee, No. xvii., Ap- 
pendix. 

Phillour to the Bceas, report on 
road from, In. Bee. No. vii , 
29. 


I'hoolghur, Puijah of, Ben. Bee. No. 
xi., 9, 

Phoungyee forests, report on. In. 

Bee. No. ix„ IG, 31 — 41. 
Phungau mountain, Ben. llec. No, 
xxiii., 123. 

Phyoo forests, report upon, In. Bee, 
No. ix., 9G 

Pier not wanted in Madras but an 
improvement of the Ports, Mad. 
Bee. No. xxxii., 81. 

Pillcebheet, description of, N, W. 
P. Bee. Part xviii., 383. 
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Pillcebheet, liistory of, N. W. P. 
R6c. Part xviii., 383. 

improvements in, 384. 

— — roads in, 384. 

trade in timber and rice, 

384. 

—boat building and hackeries, 

385. 

— manufiictur(?s, 385. 

— — dispensary established at, 
N. W. P. Pec. vol. i., JU7. 

^ — estal)lishment for dis]jen- 

sary at first insnfiicient, l!j8. 

— — and Puli(‘ree, proj)ose(l ar- 
rangement for dispensary at, 

rJ8. 

• report on the forests and 

swami)3 of, JN. W. P. lice. Part 
XV., 228. 

— survey of the forest and 

Mala swam]^, 228. 

— nui]) of tJie forest of, 230. 

Find Dadun Khan to Lahore, re- 
port on the road via Jlanimiggur 
from. In. Ptoe. No. vi., lOG. 

Piiidcalee Momuiuls, their miscon- 
duct in 1854, 1855, In. Kec. No. 
xviii., 03. 

Pirate Ports of tlie Persian Gulf, 
Bom. Ilec No. xxiv., 14 — 30. 

an account of llamse, 14. 

an account of llasool-Khy- 

ma, 15. 

— — „ Anmlgavinc and Ejman, 
15, 

„ Shargah, IG. 

„ Boo Haile,.! G. 

— „ Khor Hassan, 16. 

— - „ the Beiiiyas, 1 G. 

— — — „ Huailah, Zukbirah, Khor 
Hassan, Zobara and Ogair, 17. 
— — „ Kateef, 18. 

an acount of Inderabia, 1 9, 

21 . 

- „ Congoon, Bomosa, Surdy, 

Polior, Nobfleur and Kenn or 
Kass, 20. 

Buaheab, Shitwar and i 

Nakheeloo, 21. 


Pkatc Ports of the Persian Gulf, 
Cheeroo, Bom, Rec. No. xxiv., 22. 
account of island of Bah- 
rein, 22. 

account of Ormus, 20. 

„ Bunder Abbas, 31. 

island of Karrack, 31. 

„ Ivishni, 33. 

„ Luft, 3-1. 

„ Angar, 35. 

„ tlie Great and Little 

Tombs, 3G. 

„ BassadoreandLingah, 37. 

„ Si li lias and Bostanah, 37. 

„ Mogoo, 37. 

„ Larrack island, 38. 

Pirates of the Persian CJulf, an ac- 
count of, 38. 

Plan of Collieries on Damoodah, 
Ben. Rec. No. viii., A 2 )pended. 

to acc()in 2 >aii 3 ^ a report on 

water works for Calcutta, Ben. 
Rec. No. ix., Atj^jcndcd. 

of irrigation sluice from Red 

Hill Lake, Mad. Rec. So. xi., 1 1 6. 
* of sluice for Wobain Nul- 

lah, 117. 

of line of railway to accom- 

})any Mr. Simms’ reijort, In. Rec. 
JNo. i., 17. 

accom 2 >anying s 2 )Qpification 

for railway contracts, G4. 

of })(>rtion of line of rail- 
way bel ween Howrah and Pan- 
duwa, 08. 

shewing the junction of 

Bombay and Bengal lines, 72. 
shewing reservoirs of Mad- 
ras, Mad. Rec. No. xi., 10. 

shewing drainage of Black 

Town, 1 1. 

of calingula for Pommel 

tank, 76. 

of sluice for Pommel tank, 

78. . 

of triidc lock for Pommel 

tank, 79. 

of anicut across the Adi- 

yar river, 81. 
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Plan of single luck opposite St. 
Thomas Mount, Mad. Ilec. No. 
xi., 82. 

— - of double lock at end of 

long tank, 81. 

plan of an anicut across 

the Cortilliaur river, 104, 

of a calingula in Seuji 

tank, 10/}. 

of ahi(ait to bo built a- 

cross the su]>plying ciianncl <->f 
Tripasore tank, lOO. 

of a. calingula to be built 

in Pudumvaling tank, 107. 

of a calingula to be built 

in Kudambatoor tank, 108. 

of head sluice, 109. 

of anicut across the Coouin 

river, 110. 

■ - of anicut across the Polaxee 

channel. 111. 

of head sluice in Red hill 

lake, 112. 

of drainage sluice, 115. 

Plans of Poras lands. Bom. Ilec. 
No. iii,, GO. 

Plans for tank bunds. Bom. Rec. 
No. vi., IG, 20, 22. 

forSerwaleo tank bunds, 28. 

Plantain fibre. Mad. Kcc No. xxiii., 
6, 16, 24, 31, 34, 39, 45. 

mode of its preparation, 

122 . 

Plantations tea, vide tea planta- 
tions.^ 

teak, proper system for, 

Ben. liec. No. ix., 44, and see 
teak. 

Planters, indigo, great usefulness of, 
Ben. Ilec. No. xvi., 14. 

should sometimes be made 

Magistrates, 37,* 

Plants of Sind, Bom. Rec. No. xvii. 
vol. ii., 592. 

list of, 592. 

that might be cultivated in 

Sind, 609. 

of Tatta, Bom, Rec. No. 

xvii., 277. 


Pleaders, native, examination of, 
Bom. Rec. No. xvii., 15 

Plumbago deposits near Alinorah, 
report on. In. Rec. No. xvii., 
5, 7. 

Poetry, Muratliec, specimens with 
translations, Bom. Roe. No, viii„ 
17IK_184. 

Polaree channel, estimate and plan 
for anicut across the. Mad. Rec, 
No. xi., 111. 

Polcoiida Zemindarec, a map of, 
^lad. Ilec. No. x.xiv , vol. i,, 
cover. 

Police reform in the Bombay Pre- 
sidency, report on the, Bom. Rec. 
vol. i., 101 — 114. 

of the Siimpgaon talooka, 

memo, on the reorganisation of 
the, 23. 

of the Chiekada talooka, 

memo, on the rcoi‘ganisatiou of 
the, 10. 

report on the result of the 

Police reform of the Belgaum 
Magistracy, 38. 

Government letter on the 

subject of converting the several 
Police Cor[»s into dheient bodies 
of Police, 74. 

— Lord IMhousic bn the. 
Acts passed during his adminis- 
tration relating to. In. Rec. No, 
xiv., 72. 

force guarding the boun- 
dary of Dchra Ismael Khan, re- 
port prepared in 1852 on, In. 
Rec, No. xii., 165. 

force for Bunno in 1852, 

166. 

in Dehra in 1852, 167. 

of the Punjab, report from 

1853 to 1856 on the, In. Rec, 
No. xviii., 15 — 18. 

— ■ in Mysore, the Superinten- 
dent of, In. Rec. No. xi., 76, 
81. 

— arrangements of Pahltin- 

pore. Bom, Rec. No, xxv., 20. 
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Police reform of lladhunpoor, Horn. 
Hoc. No. XXV., 29. 

■ of Warye, 34. 

• of Terwiira, 34. 

of Thurad and Morwara, 

39. 

Battalion raised and di^ci- 

plined by Licutciraiit Yomigtms- 
band, In. lice. No. vi., 39. 

of tlic Pujijab, report on, 

41—57. 

force in the Punjab, their 

strength in lcS53, 41. 

- their distribution, 42. 

general duty of the mili- 
tary, 43. 

- — — — detective of the Punjab, 
report on, 43. 

of Peshawur, 44. 

of Huzara, 45. 

of Bunnoo and Kohat, 45. 

on the banks of the Indus 

in the Ptawul Piiidee district, 45. 

municij)al of the Punjab, 

46. 

municij)al of the Punjab 

paid by town duties, 4G. 

reason why town duties are 

popular, 47. 

stations at Shahjehanpore, 

N. W. P. Bee. vol. i., 15. 

■ — regiments in Trans-Sutlej 

States, In. Bee. No. ii., 172. 

— of the Punjab, report for 

1849 to 1853 on, In. Bee. No. 
ii., 49—73. 

■ had to be instituted in the 

Punjab, at introduction of Bri- 
tish rule. In. Bee. No, ii, 30, 
33. 

of the Punjab, preventive, 

horse and foot, their respective 
duties, 49. 

regular, of the Punjab, city 

watchmen, rural police, 49, 50. 

of the Punjab, jurisdiction 
and establishments, 50. 

of the Punjab, control of 

Tehseeldars, 50. 


Police divisions subordinate to fis- 
cal divisions. In. Bee No. ii, 50. 

duties of Punjab, 51. 

PeshawuK, 51. 

posts in the Punjab, loca- 
tion of, 51. 

Trans-Indus, 52. 

heads of tribes and villages 

rcspoiibible, 52. 

in the Punjab that are 

paid by the people, report on, 53 
— 55. 

city watchmen, 53. 

by what taxes the city 

watchmen are supported, 53. 
cinploymeiit in the Pun- 
jab of professional trackers, 57. 

in the Punjab, remaiks on 

tlic general management of the, 
59. 

force of the Cis-Sutlej 

States, 169. 

diliicultics peculiar to Ben- 
gal, Ben. Bee. No. xvi, 31. 
river, 35. 

officers should be chosen 

by qualiiicatious not by grada- 
tion, 39. 

in Dhulbhooin, 90. 

of Darjeeling, Ben. Bee. 

No. xvii., 19. 

in Cambay, Bom. Bee. No. 

iv. Part ii., 11. 

of Kolhapoor, Bom. Bcc. 

No. viii., 214. 

in Cuttack, Ben. Rcc. No. 

iii, 45. 

of Manbhoom, Ben. Bee. 

No. XX. Part i., 20. 

of Chota Nagpore, report 

on, Ben. Bee. No. xx. Part ii,25, 

of Haiareebaugh, report 

on, Ben. Bee. No. xx. Part iv., 
31. 

of the Colaba Agency, their 

number, remuneration and effi- 
ciency, Bom. Bee. No. vii., 86. 
Polior, account of, Bom. Bee. No, 
xxiv., 20; 599. 



I\)]itical ivlatioiifi of the I’uiijab in 
]8oG, In. Kec. No. xviii., 81 — 

of states of S. W. Frontier 

Agency, Ben. Itec. No. xi., pias- 
sim. 

economy nearly fatal to 

tlie teak forests of Malabar, Ben. 
Bee. No. ix., 38. 

l^>Inmel tank for the supply of 
Marlras with water, ref)ort on, 
Mad. lleti. No. xi., 

liow imieh water it will 

contain, 30. 

■ how iniK^h will be lost in 

evaporation and absorption, o3. 

its water tVoin wlienec to 

be obtained, 3d. 

■ how many month.s the w^a- 

ter will last if all Madras be sup- 
plied, 00. 

— liow much land may be 

c\iltivatod on its borders, G(). 

how many villages it will 

inundate, GO. 

[)lan of surplus, caliiigula 

to be built in thts 7(). 

estimate for calingula, 77. 

plan of sluice for, 78. 

estimates for sluice for, 

78. 

])lan aiid estimates of tii- 

1)1 e lock for, 72. 

Ft Hi any groynes. Mad. ilec. No. x., 
132. 

river, bridge over the, Mad. 

Itail. Kept, for 1853, 27. 

Piiiigar river, estimate and report 
for 1 853-5 G on the bridge over 
the, Mad. Rec. No. xxviii., 27, 
47. 

■ effects little for imgation, 

27. 

Ponota, perguimah Rajpecpla, its 
settlement in 1822, Bom. Rec. 
No. xxiii., 53G. 

Pontoon Bridges, report by Captain 
J. N. Sharpe upon, N. W. P. 
R(v*. vol. ii., Gl. 

C 


Pontt)on Bridge.s, the shape of tl 
pontoons, N. W. P. Rec. ^*ol. i 
61. 

the material from wdiic 

pontoons are luade, Gl. 

the roadw^ay how suiJpoii 

ed, Gl. 

— distance between tlie ceu 

-tres of two coiitiguoas poiitooiif 
Gl. 

the beams supporting road 

wa}^ how made, 62. 

the causeway in wliat wa> 

constructed, G2. 

estimate of cost of a poll 

toon bridge, G3. 

at Agra, report of Com- 
mittee appointed by Govern- 
ment, G4. 

at Agra, principle of con- 
struction, G4. 

steadiness under passing 

traffic, G4. 

buoyancy, G5. 

durability and* method of 

moving the pontoons about and 
adapting the bridge to the difler- 
ing states of the river, 03. 

opeming for the passage of 

boats, GO. 

suggestions for improve- 
ment in the eoiistructioii of the 
bridge at Agra, §6. 

the actual cost of the pre- 
sent bridge at Agra, 08. 

suggestions for reducing 

cost, 68. 

the cost of maintaining the 

Agra bridge and the establish- 
ment necessary for keeping it in 
repair and working it, 68. 

the probable average an- 
nual expense of renewing the 
materials of Agra pontoon bridge, 
G8. 

suggestions for reducing 

the probable cost of maintenance 
of bridge at Agra, 68. 

the compavatiYc advantages 



of an iron pontoon bridge over 
an ordinary bridge of boats, as 
to ease of passage, economy, &c., 
N. W. r. iiec. vol. ii., 68, 

69. 

Pontoon Bridges, descrijAion of a 
pontoon, 70. 

weight of water displaced 

'by a pontoon of a certain con- 
struction, 70. 

weight of pontoons, how it 

may be determined, 70. 

— — — plan and sections of pon- 
toons proposed for a bridge over 
the Jumna at Agra, 7 0. 

plan shewing the details of 

the iron pontoon bridge at Agra, 

70. 

■ — plan of the Koolfoc or 

moveable pontoon of the Agra 
pontoon bridge, 70. 

part elevation part section 

of the Koolfcc, lengthwise, 70. 

at . Agra, its comparative 

advantages over the bridge of 
boats Delhi, 74. 

design of a bridge, 74. 

alf<jrd a better thoroughfare 

than bridges of boats, 75. 

at Agra, its original cost 

of construction, 77 

its dumbility, 77. 

the cost of its yearly main- 
tenance, 78. 

. estimate of yearly cost of 

one pontoon complete with road- 
way, 83. 

at Agra, rough statement 

of receipts and disbursements 
from 1848 to 18J1 inclusive, 
So. 

mcmoraiida by Mr. A. F. 

Mackenzie on the, 86. 

its durability, 87. 

its wear and tear chiefly 

confined to the roadway, 88. 

number of pontoons in the 

bridge and their moorings, 88 
— - only one serious stoppage 


has liai>pencd since the bridge at 
Agra was thrown across, N. W. 
P. Iiec. vol. ii., 89. 

Pontoon Bridge, oval pontoons 
might be used with advantage in- 
stead of the cylindrical ones, 89. 

suggestions for an improv- 
ed roadway, 89. 

great risk attending the 

use of chain cable moorings, 90. 

Pooga valley, report by Mr. Mar- 
cadieu upon the productions of 
the, Sel. Cor. of Punjab Admii. 
vol. ii. Part xii., 523. 

map of the, 539, 

list of elevations, 539. 

Po(vlagee, description of village, Sel, 
Cor. of Punjab Admn. vol. iii. 
Part hi., 204. 

Pooleecha fibre, re^^ort on, Mad, 
llec. No. XX iii., 35. 

Pooleemnnjee fibre, ]\lad. llec. No. 
xxiii., 62, and see Pooly Muu- 

ga- 

Poolgoomy, assessed by Mr. W. 
Bayley in 1843, Mad. Rec. No. 
viii., 42. 

Pooly Munga fibre, report on, Mad. 
Kcc. No. xxiii., 116, 121. 

Pooiidee iiar fibre, its cultivation in 
Bellary, Mad. Kec. No. xxiii,, 
22 . 

profits on its cultivation, 

23. 

Poorsa tank, statement of the re- 
venue of the villages under the. 
Mad. llec. No. x., 101. 

Poppy cultivation in the Rechna 
Doab, report on, Sel Cor. of 
Punjab Admn. vol ii. Part iii., 
72. 

stalks, their juice a com- 
mon beverage. Bom. Rec. No. 
XVL, 141. 

■ cultivation in Behar and 

Benares, Dr. Eatwell on, Ben. 
Rec. No. i, passim. 

cultivation described, 8. 

trash, 14. 
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I’opulatioji of the Punch Mahals, 
Jk)m. llec. No. xxiii., 851). 

of ll«ajpeepla, Bom-. Rec. 

No. xxiii., t319. 

of Sahaninporc in 1853, 

N. W. ^P. Rcg. Part xviii., 
3G3. 

excess per cent, of inales, 

372. . • 

— average to the square mile 

in Europe, N. W. P. liec, vol. 
i., 167. 

rules for judging of the 

accuracy of returns regarding, 
166. 

of the Noi-th West Pro- 
vinces on 1st May 1846, 168. 

• of Delhi and its subuih.s, 

171. 

— — mode of obtaining census, 
171. 

— proportion of males to fe- 

males, 171. 

average number of persons 

to a family, 172. 

house room in Delhi, 172. 

births, maniages and deaths 

in Delhi, 172. 

of suburbs of Delhi, 1 73. 

statement of the census of 

the city of Delhi in years 1845- 
46, 178. 

of Zillah Muttra, note re- 
garding the, 183. 

of the Trans-Sutlej States 

in 1849, In. Rec. No. ii,, 172. 

of the British possessions 

in the Punjab according to cen- 
sus of 1855, In. Rec. No. xviii., 
99, 100. 

of the native states of the 

Punjab according to census of 
1855, 100. 

of the Punjab, census re- 
port for 1855, In. Rec. No. xi, 
passim. 

— of the British possessions 

and Political Dependencies, 14. 

area and revenue of the * 


British possessions before 1846, 
in 1846, in 1849, In. Hec. No., 
xi., 15. 

Population, area and revenue of the 
Political Depeudencios of the 
Puiyab before 1846, in 1846 and 
in 1849, 16. 

of the Punjab as returned 

by the census of 1855, and the 
former census in proportion to 
the square mile compared, 16, 

of Umritsur in 1855, 21, 

of Lahore in 1855, 21. 

of Pcshawur in 1855, 21. 

of Loodianah in 1855, 

21 . 

of Jullundur in 1855, 21. 

of Buttala in 1855, 21. 

of Mooltan in 1855, 21. 

of Sealkote in. 1855, 2L 

of Vfu;ieerabad in 1855, 21 . 

of Find Dadun Khan in 

1855, 21. 

of Bhera in 1855, 21, 

of Mianee in 1855, 21. 

of Ferozepore in 1855, 21. 

of Jhelum in W55, 21. 

of Rawul 1‘indee in 1855,. 

21 . 

of Dehra Ismael Khan in 

1855, 22. 

of Dehra Gliazec Khan in 

1855, 22. 

of the bikhs in the Lahore 

Division in 1855, 23. 

of Hindoos and Mahome- 

flans in the Punjab in 1855, 

22 . 

of the Indt‘pendont States 

witliin the Punjab, statistical 
returns of, 27. 

of the Punjab, statistical 

returns in 1855, 32. 

o^» Mysore in 1840 and 

1851, 52, 62. 

of Bangalore and Seringa- 

patam, 52, 62. 

of Bangalore in 1853, 54. 

of Waryo submitted to Go- 
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venuncnt in 18^>4, Ban. Eec. 
JVo, XXV., J34, 68. 

ropiilation of Palilunpoor State 
•submitted to Government in 
1854, 18. 

of lladhunpoor submitted 

to Government in 1854, 29. 

of the Wao district, 43, 75. 

of Soorgaum, 44, 76, 

of Deodur, 45, 78. 

of Chorwar, 47. 

of Bhabur, 48, 82. 

of Kankruj, 50, 84. 

of rahliinpoor State, 65. 

ofTlmrad, 70. 

of Terwara, 7 3. 

of Cliarchul and Santnl- 

poor, 8(1, 

of Calcutta, see (^alcntta. 

■ its density in Bombay, 

Bom. Boo. No. xL, 2#. 

of Hydrabad, Bom. Kec. 

No. xvii, vol. ii., 455. 

of Jaikput, 500. 

of Sind by Lieutenant Bur- 
ton, 039. 

— of pergunnali Chandookah, 

723. i 

of Khyrpore, Bom. Rec. | 

No. xvii., 121. , I 

■ of Kurrachee in 1840, 212. [ 

of Tatta in 1839, 273. 

of Lus, 305. 

of Sonmeeanee, 320. 

of Penth, Nas.sick, Bom. 

Rec. No. XX vi., 102. 

■ - of Cambay, Bom. Rec. No. 

iv. Part ii., 3. 

- of Kolhapoor city, Bom. 

Rec. No. viii., 115. 

castes of Kolhapocw, 1 1 5. 

trades of Kolhapoor, 116 

—118. 

— of Kolhapoor S*ate, table 

exhibiting the, 127. 

— statement of fluctuating 

population of Kolhapoor, 1 38. 

employments of the popu- 
lation of Ihc Kolhapoor State, 1 
140—141. ‘ 


Population of the Kolliaj^oor State, 
condition of the various classes 
of the, Bom, Rec. No. viii., 160 
— 1C3. 

condition of the lower class- 
es of Kolhapoor, 166^ 

of every town and village 

throughout the Kolhapoor State, 
87—109. # 

of Sind in 1 854, Bom, Rec. 

No, xxi., 50. 

of Sikhim Morung, Ben. 

Rec. No. V , 7. 

of the Colaba Agency, their 

description, employment, condi- 
tion, languages, Bom. Bee. No. 
vii., 57 — 80. 

Porto Novo, sea Customs of, Mad. 
Rec. No. X., 11.3. 

Ports in the Godavory district, re- 
port for 1854 on tlie, Mad. Rec. 
No. XXV., 03. 

^ of Canara, returns from 

1843 to 1853 of the export trade 
from the, Mad. Rec No. ix., 34, 

of Masulipatam, ex 2 )orts 

and imports from 1843 to 1853, 
Mad. Rec. No. xv., 69. 

of Nizam patam, exports 

and imports for the ten years 
ending 1853, 70. 

Lord I lalliousie on the im- 
provement of, In. Rec. No. xiv., 
47—49, 

Jiord Dalhousic on new 

code of mles for, 49, 

Portuguese in India, statistical re- 
port by Captain Joaquim Kol, 
Bom. Rec. No. x,, 311 — 398. 

statistics of the old and 

new conquests, 313. 

classitied divisions, 315. 

census of the districts, 225 

details of the population, 

326. * • 

Raees, condition, religion, 

&c., 328. 

professions, callings, (fee., 

330. 

— "" artificers, labourers, 332. 
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Portuguese in India, productions, 
navigation and linaiice. Bom. 
llec. No. X., 334. 

state management, 330. 

table extinct convents, 

338. 

poljmietrical table of dis- | 

taiiccs, 339. 

quality of the soil in the 

Goa territory, mountains, water- 
falls and rivers, 340. 

the jjort of Goa, anchorages, 

winds, islands, ferries, fish, 341. 

■ inhabitants of Goa, lan- 

guages, religion, houses, births, 
time of marriage, agricultural 
products, 34:2. 

population of Goa, 342. 

— agricuilural charges, fruit, 

flowers, vegetables, medicinal 
plants, forests, animals of forests, 
343. 

reptiles and insects, game 

birds, manufactures, external and 
internal commerce, imports, 344. i 

treaties of the Portuguese 

with British between 23rd June 
lodl and 19th Kovember 1850, 
345. 

grant by the King of Por- 
tugal of the island of Bombay to 
His Majesty Oliarles II., 347. 

Iloyal Charter dated 27th 

March 1008 by His Majesty 
Charles tlie II., transferring port 
and island of Bombay to Hon’ble 
l^ast India Coinj)any, 348. 

' Tr(;aty between Great Bri- 


tannic Majesty and Queen of 
Portugal ft>r suppression of Slave 
Trade, 3d July 1842, Bom. Bee. 
No. X., 376. 

Portuguese in India, annex A. to 
the foregoing, 377. 

annex B. to ib., 379. 

— annex C. to ib., 380. 

Protocol of a Conference 
hold at foreign office dated 12th 
August 1847 between the Pleni- 
potentiaries of Great Britain and 
Portugal, 390. 

Protocol of a Conference 

relating to the Slave Trade on 
Hast Coast of Afri(;a held at 
foreign office on 19tJi November 
1850, 398. 

their arrival at ( 'ambay, 

Bom. Kec. No. xxvi., 55. 

Post Office, Punjab, report in 1856 
on, In. Bee. No. xviii,, 67 — 69. 

office in Dhulbhoom, Ben. 

Pec. No. xvi., 108. 

1 ostage, best inode of obviating 
difficulties of Indian, Bom. Bee. 
No. xvii. vol. ii., 423. 

Postal communi(;ations in the Pun- 
jab, In. Bcc. No. ii., 149, 150. 

arrangements throughout 

the Kolhapore State, Bom. Bee. . 
No. viii., 280. 

arrangemonts in tlie Cola- 

ba Agency, Bom. Bcc. No. vii., 
109. ' 

system of India, Lord Dal- 

housie on the, In. Bcc. No. xiv., 

26, 27. 


tain and Portugal for the aboli- Postranees, jToport on the, Sel. Cor. 
tioii of the Slave Trade, 22dJaim- of Punjab Admn. vol. hi. Part 
ary 1815, 351. hi., 273. 

Treaty of Commerce and Potah or Gowdali, Ids office, In. 

Navigation dated 3d July 1842, Bee. No. xi., 92. 

364. Potash, arsenite, how used, Mad. 

translation of regulations Ihih. Bept. for 1853, 204, 205. 

in regard to commerce passed . Potdaree, his business, Bom. Bee. 
by the Court of Lisbon in con- i No. xxhi, 180. 
nection with the foregoing, 365. j Pott, Captain S., on Damooda 
Treaty between Her Bri* I Bund^^, Bcu, Ivcc, Ko. xh., 40. 
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Potters, value of dead stock re- 
quisite in Kolhapoor for, Ben. 
Bee, No. viii., 256 , 

Pottery, mode of its manufacture 
in Kolhapore, 233. 

Pouth tenure in Bhej Burrar, N. 
W. P. Hec. vol. i., 153. 

* — villages in Bliej Burrar 

holdings by, 153. 

Powagur hill fort, report on, Bom. 

Bee. No. xxiii., 37. 

Powiiiduh Merchants, report on the. 
In. Bee. No. xiL, 150. 

Pracrit works, a list of. Bom. Bee. 
No. viii., 197. 

Presses in the N. W. Provinces, 
notes on the native, N. W. P. 
Bee. Part xix., 387. 

number at work in 1853, 

387. 

— number of books published 

at the native, 387. 

newspapers issued by the 

native, 388. 

— the Soodhakur press, 

387. 

the Chusmah-i-Faiz press, 

389. 

the Noor-ool-Absar press, 

389. 

the Kohinoor press, 389. 

the Musder-oon-Nuwadir 

press, 389. 

• the Moostufaee press, 390. 

books published during 

1853 at the Moostufaee press, 
391. 

- papers issued during 1853 

from the native, 391. 

papers discontinued during 

1853, 391. 

— their list for N. W. Pro- 
vinces in 1853, 392. 

— at Agra in 1859, 393 — 

397. 

■■ at Bareilly in 1853, 397. 
at Benares in 1853, 398. 

— at Bhurtporc in 1853, 

400 . 


Presses, printing, at Cawnpore in 
1853, N. W. P. Bee. Part xix., 
400. 

at Delhi in 1859, 401— 

406. ' 

at Gwalior in 1853, 406. 

at Indore in 1853, 406. 

at Meerut in 1853, 407. 

— ill the Punjab in 1853, 

408. 

in Bengal, returns of, Ben. 

Bee. No. xxii., 85 — 119. 
Presidency College of Bengal, Ben. 
Bee. No, xiv., passim. 

Lord Dallioiisie on, 31. 

Council of Education, de- 

tiiiled plan of, 44. 

proposed studies, 48. 

proposed educational .staff, 

57. 

general instmetion of the, 

Ben. Bee. No. xxii., 188. 

instruction in law depart- 
ment, 189. 

Prices of Bailway work in Bombay, 
Bom. Bee. No xi, 65. 

of Conservancy work in 

Bombay, 69. 

of gas ill chief towns of 

England, App. K. 22 

of light in Bombay, App. 

K. 11. 

of gram in Sind, Bom. 

Bee. No. xvii. vol. ii., 457. 

of carriage on the Indus, 

489. 

ill Cambay, Bom. Bee. No. 

iv. Part ii., 3. 

paid by Indian Navy for 

coal. Bom. Bee. No. xiv., 106. 

of articles imported from 

Central Asia into Shikarpore, 
Bom. Bee. No. xvii., 96. 

of silk in Shikarpore, 100. 

^ of indigo in Indus provin- 
ces, 398. 

Pringle, Mr. B, K„ on municipal 
amingeraeiits in Bombay, Bom. 
Bee. No. xxvii., 7. 
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Pringkpamii copper mines, report 
on, in. Rec* ^o. xvii., 63. 
Printing Presses of the North-West 
Provinces, report on the native, 
N. W. P. Rec. Part xvi., passim. 

notes on native presses for 

. the year 1848, 237. 

notes on native presses for 

the year 1849, 247. 

notes on native presses for 

the year 1850, 262. 

ib. for 1851, 274. 

ib. for 1852, 292. • 

— — " reports for 1850, 51, 52 
on the Agra Presses, 265, 277, 
295. 

ib. on the Delhi, 267, 280, 

301. 

ib. on the Punjab, 270, 

284, 304. 

ib. on the Meerut Presses, 

269, 283, 305. 

ib. on the Benares, 271, 

285, 298. 

ib. on the Cawnpore, 272, 

288, 300. 

ib. on the Bareilly, 272, 

288, 298. 

report for 1852 on the 

Bhurtpore Presses, 300. 

reports for 1850-51 on Sim- 
la Presses, 272, 289. 

reports for 1850, 51, 52 on 

Indore Presses, 273, 290, 304. 

in Bengal, returns of, Ben. 

Rec. No xxii., 85 — 119. 

Prison discipline. Lord Dalhousie 
oil. In. Rec. No. xiv,, 19. 

Prison employment in Punjab, In. 
Rec. No. vi., 77 — 79. 

discipline in the Punjab, 

report on, 74 — 79, and In. liec. 
No. ii., 69. 

discipline in Bengal, Ben. 

Red^ No. xvi., 40. 

discipline, disadvantages of 

out-door labour, 7 1 . 

of the Punjab, in-door la- 
bour, its advantages, 72. 


Prisons solitary confinement, stocks 
and rd^ht chains abolished in 
the Punjab, In. Rec. No. ii., 
72. 

contingent guards for pri- 
soners and central control, 73. 
Prisoners, their employments in 
1854-55 in the Punjab, In. Rec. 
No. xviii., 20. 

Procedure, Judicial, re(piire8 simpli- 
fication, Ben. Rec. No. xvi., 26. 
Produce, table shewing for the Di- 
visions of the Punjab during the 
years 1844.-— 1852, the average 
prices of the agricultural. In. 
Rec. No. ii., App. A. 179. 
Progress, administrative. Lord Dal- 
housio on, In. Roc. No. xiv., 9. 
administrative in the Pun- 
jab, Lord Dalhousie on, 9. 

administrative in Pegu, 

Lord Dalhousie on, 9. 

administrative in Berar, 

Lord Dalhousie on, 10. 

of Christianity in India, 

Lord Dallunisie on, 15. 

of education in India, Lord 

Dalhousie on, 19, 20. 

of public works, report in 

1856 on, In. Rcc. No. xiii., pas- 
sim. 

analysis of report on, 3 — 

39. 

extract from proceedings of 

Indian Government, 1. 

institution of annual pro- 
gress reports, 3. 

statements ordered to ac- 
company these, 4. 

actual date of receipt of 

reports from the different Go- 
vernments, 4. 

defects of the reports subx 

mitted, 5. 

varieties in classification, 

7. 

bomparison of progress re- 
ports with preceding budgets, 8. 
- ■ expenditure and notice of 
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* ])rincipa1 worlds carried oi) in the 
Lower Provinces of j^ngal, In. 
Kec. No. xiii., 12. 

Progress of Public Works report in 
185(5, names of officers who have 
distinguished themselves, 1 4. 

— expenditure and notice of 

]»rincipal works carried on in the 
North-Western l^rovinces, 14. 

ditto ditto ditto in the 

Punjab, 17. 

names of officers brought 

forward with conimeiidatiou, 2(J. 

expenditure and notice of 

]>rincipal works carried on in tlie 
iVJadras Hresidency, 20. 

ditto ditto ditto in the 

Bombay ditto, 23. 

ditto ditto ditto in the Sau- 

gor and Nerbudda Territory, 25. 

ditto ditto ditto in the 

Province of Nagpore, 2G 
— — ditto ditto ditto in tlie 

Assigned Districts of Hyderabad, 

2G. 

ditto ditto ditto in the 

Province of Pegu, 27. 

ditto ditto ditto in the 

Tenasserim and ^Martaban Pro- 
vinces, 29, 

financial results of direct- 
ly remunerative works of Calcut- 
ta Canals, 30. 

I ditto ditto Tolls on ftie 

Grand Trunk Uoad, 30. 

ditto ditto Canals of Ir- 
rigation ill the N. W. R, 31. 

ditto ditto Tolls on Bliore 

and Thul Ghdts (Bombay,) 33. 
~-r — ditto ditto Irrigation works 
in Ahmeijabad, 33. ' 

expenditure on land and 

Government control, 34. 

‘ progress of East India 

Railway, 34. 

— ditto Madras, 34. 

— remarks on the results 
shown by the reports, 36. 

points ill form of progress 


reports in which improvement 
is desirable, In. Rec. No. xiii., 
37. 

Progress of Public Works report iu 
1856, Table A. — Statistics of ex- 
penditure on several of the great- 
e.st works still in progress dur- 
ing 1846 in India, 40. 

Tabic B. — Synopsis of cx- 

jienditure on public works iu 
India, as classified under the 
different branches of the public 
' Service, 42. 

Table C. — Tabular view of 

expenditure on public works by 
tlie different Indian administra- 
tions, in more detailed classifica- 
tion of objects, 44. 

Table D. — Abstract of clas- 
sified expenditure from the fore- 
going tables, 50. 

letter from R. Temple, Esq., 

Secretary to the Cliiof Commis- 
sioner of the Punjab, to Lieut.- 
(jol. W. E. Baker, Secretary to 
the Government of India in the 
Public Works Department, 53. 

letter from Lieutenant-Cb- 

loncl Napier, Chief Engineer in 
tlie Punjab, to Major J, D. 
Maepherson, Military Secretary 
to the Chief Conirnissioner, 57. 

ditto ditto ditto to 11. 

Temple, Esq., Secrctaiy to tlie 
Chief Commis.sioner [on ci\'il 
works,] 61. 

reports of the names of 

officers who have distinguished 
themselves in the department ; 
from Madras, 69. 

ditto from Bombay, 77, 

ditto from N. W. Pro- 
vinces, (canal department,) 78. 

— ditto from ditto, (Chief 

Engineer’s department,) 79. 
ditto from Saugor and Ner- 
budda, 80. 

progress of the Great In- 
dian Peninsular Railway, 81. 
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Prome forests, staleiiicnt of the ' 
quantity of seasoned tiniber con- 
tained in the, In. Hoc. No. ix., 
204. 

statement of the quantity 

of green timber contained in the, 

200 . 

Pi operty, Indian statistics of offen- 
ces committed with violence 
against, N. W, P. Kec. vol. i., 

. d / , 

cases connected with land- 
ed, may be transferred in cer- 
tain cases from Settlement Courts 
to ordinary Civil tribunals, In. 
lice. No. ii., 74. 

Proprietary rights in each village of 
pergunnah Sukrawah, N. W. P. 
ilec. vul. i, 77. 

- — . memo, by Marquis of Has- 

tings on, 77. 

letter from Mr. Thornton ] 

to Sudder Board of ilevenue, i 
dated 11th July 1845 on, 78. 

rent free grants in Sukra wall, 

78. 

should not be strained to 

an undue extent, 79. ’ 

thrc{3 classes of villages in 

pergunnah Sukrawah Jiaving 
different, 79, 

rule by which mouzahs 

should fall into each class, 79. 

peculiar in Kusbah Suhra- 

neli, 80, 

existing arrangements con- 
cerning Chowkeedars and Put- 
warees should be maintained in 
the pergunnah of Sukrawah, 80. 

report on the measures 

taken in Sukrawah for their set- 
tlement, 81. 

case of mouzah Aloopoor 

otherwise Hassimpoor, 85. 

case of mouzah Bebeepoor, 

85. 

rights in Deenarpoor, 85. 
ib. in Nuglah Eeshumpoor, 

P 


Proprietary rights in Muhal Moora, 
N. W, P. Ilec. vol. i., 87. 

ib. in Nuglah Oomurp«)or, 

88 . 

ib. in Suddurpoor, 89. 

ib. ill Qusbali Sukrawah, 

90. 

ib. in mouzah Bhekhoo- 

poor, 92. 

ib. in mouzah Beelumpore, 

93. 

ib. in Bijehree, 94. 

ib. ill Bliygowan, 94. 

ib. in Botuin, 95. 

ib. in Bliubootociioor, 9G. 

ib. in Muchooapoor, 92. 

ib. in Dhuudhownee, 97. 

ib. in mouzah Shurreefpoov, 

101 . 

ib. in Kootubpoor, 101. 

ib. in Muddhee, 102. 

ib. in Neanuitpoor,oorfOo- 

murpoor, 103. 

ib. in liussoolpoor, 103. 

ib. in Deyoopoor, 103. 

ib. ill ilughooaatbpoor, 

104. 

ib. in Secunderpoor, 104. 

ib. in Shureefabad, 104. 

ib. in Doulatabad, 105. 

ib. in MirzajiGor, 105. 

ib. in Bcerpoor, 106. 

ib. in Kcm Kurn, 106. 

their settlement in perguu- 

nah Kurnaul, 107. 

rights in the North West 

Provinces, report on their fre- 
quent transfer, N. W. P. Rcc. 
Part xxiv., 183. 

report on transfers in Delhi 

division, 183, 187. 

ib. in Meerut division, 183, 

192. 

ib. in Agra division, 185, 

199. ^ 

ib. in Bohilcund division, 

185, 209. 

: — ib. in Allahabad division, 

185, 218. - 


86 . 
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Proprietary rightsi, report on their 
frequent transfer in Benares di- 
vision, N. W. V. Rec. Part xxiv., 
185, 225. 

Prosecutors, protection required 
for, Ben. Rec. No. xvi., 28. 

public recommended, 40. 

Provinces, Nortli Western, expen- 
diture on Public Works in 1854- 
55, 111. Rec. No. xiii., 15. 
Judicial records of Govern- 
ment of, N. W. P. Rec. vol. i., 
1—67. 

fiscal records, 69 — 148. 

statistical and misceRane- 

ous records, 165 — 212. 

" - - review of history of Chow- 

keedarec system of, 2. 

— opposition of natives to 

Chowkeedaree system in, 3. 

former state of punchayets 

in, 3. 

former state of Chowkee- 

dareo system in, 3, 

imposts on inhabitants of 

Bareilly, 4. 

— notes on trial by jury, by 

Mr. H Lushington, 18. 

the criminal statistics for 

1844 compared with those of 
England and Wales by Mr, St. 
George Tucker, 37. 

table shewing the num- 
ber of persons under trial and 
the offences alleged against them, 
44. 

memo, on the Grand Trunk 

Road, 46, 

statement shewing the ac- 
tual loss of Bunneeaiis in fur- 
nishing supplies to detachments 
and regiments in, 47,^48. 

Burdasht Khanas, 49. 

plan of a Burdasht Khana, 

^8. 

— — memo, on weight and mea- 
sures in, 50. 

crime of thuggee in, 53 


Provinces, North Western, crime 
of Tusma Bazee, N. W. P. Rec. 
vol. i., 53 — 62. 

reports of the Oothaeegee- 

rabs or professional thieves in, 
62—68. 

revenue management of 

the Ajmere district, 69. 

revenue administration of 

the Zillah Bareilly district in, 74. 

history of pergunnah Suk- 

rawah, 81. 

report on the Khadir land 

in pergunnah Kurnaul, Zillah 
Paueeput, 111. 

report on Bangur land in 

pergimnah Kurnaul, 114. 

teuuies in pergunnali Kur- 
naul, 118. 

survey of Kurnaul in or- 
der to fix the boundaries, repoi't 
on, 121. 

assessment of Kurnaul, 

123. 

expences of the survey and 

settlement, report by Secretary 
to Sudder Board of Revenue, 
137. 

survey charges, 137, 138. 

districts in which the ex- 
pences have been heaviest, 138. 
districts in which the ex- 
pences have been least, 139. 

abstract of the percentage 

charge upon each division for 
survey, 138. 

percentage on settlement 

expences for each district, 138. 

abstract of the percentage 

charge of settlement expences 
upon each division, 139. 

—— — tabular view of the ex- 
pences in survey and settlement 
operations in the, 140* 

r- financial result of revision 

of settlement in, 142. 

abstract shewing the yearly 

demand and collections by divi- 
sious in, 143. 
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Provinces, North Western, tabular 
view of the financial results of 
the revisions of settlement in the, 
N. W. P. Eec. vol. i., 144. 

amendment of settlement j 

records, 14G. i 

statement exhibiting the 

area and Jumuia of the mehals 
in mouzah Gooindee, perguiinah 
Jelalpore, 147, . 

report oii the Bhej Burrar 

tenures in the, 148, 

- history of settlement pro- 

ceedings in mouza Toora, per- 
guniiiih Budousa, 158. 

history of settlement in 

rnouzah Bumbheto, perguiinali 
Cheboo, 160. 

history of settlement in 

mouzah Khujooreea, pergunnah 
Cheboo, 161. 

history of settlement in 

mouzah Oomree Behut, pergun- 
iiah Cheboo, 162. 

— history of settlements in 

mouzah Bfigahee, pergunnah Te- 
rohaii, 163. 

rough statistical returns of 

the area, land revenue and po- 
pulation in the, 1 68. 

census returns for city of 

Delhi for years 1845-1846, 
178. 

census retiuus for suburbs 

of Delhi, 179—182. 

marriages, births, deaths in 

city of Delhi during 1845-1846, 
178. 

note regarding the popula- 
tion of the Zillah Muttra, 183. 

statistical memo, on the 

resources of the Mynpoorie dis- 
trict, 193—196. 

report on the branch dis- 
pensaries opened before the re- 
bellion in the Bareilly district, 
197—202. 

report on the establishment 

of vernacular libraries in, 203. 


Provinces, North Western, report 
on the graphite deposits in, N, 
W. P. Kec. vol. i., 207. 

report on the tea planta- 
tions in, 212. 

crime in Mangha compar- 
ed with that in the, In. Kec. No. 
ih, 62. 

works for irrigation. — Ex- 
tract from a riepoi-t by Lieute- 
nant Keatiiige, Assistant to Su- 
perintendent in Nimar, dated 
17th March 1848, regarding cer- 
tain works constructed lor pur- 
l)oses of irrigation in the vicinity 
of Muiidhiisur, N. W. P. Kec. 
vol. ii., 18. 

■ irrigation of Turrai Lands, 

report by Captain W. Jones, 
Engineer, on his first operations 
for improving irrigation vdthin 
the Turrai lands of Zillah Bareil- 
ly, to Mr, J. Tboriiton, Secre- 
tary to Government, North West- 
ern Provinces, Agra, dated 1st 
August 1847, 23. 

reports in 1848 ])y Mr. 

Battle and Major Cautlcy on the 
Kliirkec and Chutturpoor Bunds 
near Delhi, 36, 38. 

Tihara Canal. — Project for 

cutting a Canal from the left 
bank of the Sutlej, near Tihara, 
below Loodiaiiah, 44, 

Major W. E. Baker on the 

Tihara Canal, 45. 

letter from Lieutenant 

C. J, Hodgson, Executive En- 
gineer, on the Tihara Canal, 
47. 

Canal Irrigation of Val- 
leys. — Notes on the system of 
irrigation prevailing in the uj^per 
valleys of the Kangra district ; 
by Mr, G. C. Barnes, 52. 

— the Jumna Canals. — Re- 

port on the infiuence of the Jum- 
na Canals on the Jumna River ; 
by Lieut. -Col. P, T. Cautley, 
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Superintendent of Canals, N. I 
W. r. Kec. vol. ii., 57. 

Provinces, Northwestern, Pontoon \ 
Bridge, remarks by Captain J. 
N, Siiarpe, Executive Engineer, 
Oil a pontoon bridge, constructing 
at Agra, under the Superiuten- 
dence of Mr. C. C. Jackson, the 
Magistrate, (with estimate and 
plan,) 61. 

report of the Committee 

appointed by CTOvernmoiit on the 
iron pontoon bridge, on the river 
Jumna at Agra, 61. 

Eloating Bridges. — Com- 
parative advantages of the Bridge 
of Boats at Dehli, and of 
the Pontoon Bridge at Agra. — 
74. 

report dated 23rd July 

1852, by Mr. M. 11. Clubbins, 
Magistrate of Agra, on the float- 
ing bridges, 74. 

bridge over the lliver Ku- 

nout at Bhahjehanpore, construct- 
ed for the ilanee of Powaiuc, 
under the superintendence of 
tiie District Itoad Eund Com- 
mittee, on a design supplied by 
Colonel Abbott. — Jl, 

report by ^Ir. C. B. Thorn- 
hill, (^Hecretary Boad Eund 
Committee,) on the building 
of tlie Bailee’s Bridge at fcJin- 
dhowlee Uhaut, bhahjehanpore, 
Jl. 

Elliptical Tunnel Bridge at 

beonee. — ileport by Major A. H. 
E. Boileaii, Superintending En- 
gineer, Central Provinces, in 
1841), 99. 

extract- of a u6te, from 

Captain J. R. Oldfield, Execu- 
tive Engineer, 5 th Division, 
Agra, on Major A. H. K Boiloau’s 
U’unnel Bridge for small spans, 
99. 

— : — Construction of Wooden 
Bridge. — Letter in 1 849 from Cap- ; 


tain E. W. S. Scott, Secretary Mi- 
litary Board, Fort William, to the 
Superintending Engineer, North 
Western Provinces, respecting tlio 
proposed Bridge over the River 
Surjoo at Bageshcr in Kumaon, 
N. W. P. Rcc. vol. ii., 100. 
Piwinces, North Western, des- 
cription of the Wooden Bridge 
referred to in the preceding let- 
ter, 101. 

design for a bridge over 

the Nerbudda near Jubbulpoor. 
By Lieut. David BriggS; Survey- 
or, Jubbulpoor and Kamptco 
Road. — Specification, for the con- 
struction of a I’imbcr Bridge, 
with stone jiiors and abutments, 
aci'o.^s the river Nerbudda, at 
Gaw’arie Chat, 3 -^ miles distant 
from the station of Jubbulpoor, 
on the ( Treat Deccan Road, 102. 
durability of Timbers us- 
ed in forming Bridges, 107. 

report, dated 3rd May 

1850, addressed to Government, 
North Western Provinces, by 
Mr. Henry Pidcock, Commis- 
sioner of the Rohilcund Divi- 
sion, on durability of timber for 
bridges, 107. 

letter from Mr. J. R. Barnes, 

Secretary to tlie Road Eund 
Committee of the Shahjeharj 2 >ore 
District, on the durability c)f 
timber for bridges, 108. 

Circular Order by Military 

Board on the Construction of 
Public Roads, 109. 

Construction of Metalled 

Roads and Bridges, by Local 
Committees. — Extract of a let- 
ter from Lieut. -Col. A. H. E. 
Boileau, Superintending Engi- 
neer; Central Provinces, 114. 

— — memorandum of experi- 
ments on, and analysis of spe- 
cihiens of Kunkur, from about 
the 393rcl mile-stono on the 
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Grand Trunk Road, nearNaubut- 
pore. By Lieut. C. H. Dickens, 
Artillery, N. W. P. Rec. vol. ii., 
118 . 

Provinces, North Western, Grand 
'J'ruiik Hoad. — Selections from 
Major F. Abbott’s Report of 
the Grand Trunk Road from 
Goorsahai Gunye to Delhi, 
120 . 

extract of a letter from 

Major f’. Abbott, Superiii tend- 
ing Engineer, North Western 
1‘roviiices, on Grand Trunk Road, 
120 . 

extract A)f a letter from 

Major P. W. Willis, Engineers, 
Superintendent of the Grand 
Trunk Road, on Formation and 
Maintenance of the Grand Trunk 
Road, 135. 

extract of a letter from the 

Siipcriutendent Grand Trunk 
Road, addressed to the Secretary 
Militiiry Board, Calcutta, dated 
5th November 1850, 130. 

summary of Rules for work- 
ing Nokur Coolies, 138. 

■ ■ " ■■■■* extract d9 a letter of the 
Post Master General, North 
W estern Provinces, to the Hon’ble 
the Lieutenant-Governor, dated 
30th jfeptember 1850, on com- 
parative cost of carriage on me- 
talled and unmetalled Roads, 
141. 

Mi , ■ Reid’s Report on 

Tram Road at Agra, dated ] 5th 
December 1840, 143, 

note by Mr. C. C. Jack- 

son, Magistrate and Collector of 
Agra, on Tram Road, 145. 

note by Captain J. H. 

Oldfield, Executive Engineer, 
on Tram Road, 145. 

Mr. F. H, Robinson on 

Stone Quarries and Roads^ 146. 

Road-making in the Hills, 

« — principles laid down by 


Major J. P. Kennedy, for the 
guidance of all persons engaged 
in constructing the road from 
Kalka, tlirougli Simla, to Kuna- 
wur and Thibet, N. W. P. Rec. 
vol ii., 150. 

Provinces, North Western, Hin- 
doostan and Thibet Road, rules 
for Suiierintcndents, Overseers, 
&c. &c., ITm). 

Labor Works department, 

160. 

Cowree-ram Bund, and 

lload.s in Gonickporc, letter from 
Mr. H. C. Tucker, J62. 

miimte by Mr. E. A. 

Reade, Commissioner of the 
Benares Division, on the subject 
of the roads in the Goruckpore 
District, dated 23rd February 
1850, 166. 

memoranda on the mode of 

Surveying adopted in the Re- 
venue Surveys, furnished to 
Lieutenant Ochtcrlony, Madras 
l!]nginecrs, by Major Wrough- 
toii. Deputy Surveyor General, 
171. 

report on the Stone Quar- 
ries in the District of Agra, by 
Mr. P. B. Reid, Deputy Collec- 
tor, dated 17th November 1846, 
178. 

report by Mr. W. E. Mo- 
ney, Collector of Zillah Mirza- 
porc, upon the Stone Quarries 
in that District, 183. 

extract of a report from 

Mr. E, H, C. Moucktou, Offici- 
ating Deputy Collector of Alla- 
habad, 187. 

extract from a Report of 

Mr. H. Rose, ^Collector of Ban- 
da, on stone quarries, 190. 

description of the speci- 
mens of stone common in Agra, 
Allahabad, Banda, andMirzapore, 
by Mr. J. Middleton, 104. 

report on the River Jumna, 
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between Agra and Ooreah, by 
Lieutenant C. Douglas, Artil- 
lery. Dated Agra, 6th May 
1840, N. W. P. Kec. vol. ii., 
201 . 

Provinces, North Western, letter 
regarding the above report from 
Major E, tSmith, Superintend- 
ing Engineer, Central Provinces, ! 
Allahabad, 211. I 

■ memorandum upon the ! 

improvement of the Navigation 1 
of the Ganges between Allalia- I 
bad and Revelguiige, by Mr. E. 
A. Peade, Commissioner of the 
Benares Division, 214. 

— ■ llivcr Break-water, re- 
ports by Major B. Tickel], Su- 
perintending Engineer, Lower 
Provinces, 222. 

— Break- water in the Jumna, 

at Agra, letters from Captain 
J, li. Oldfield, Executive En- 
gineer, 224, 225. 


derick Ransomc, Ipswich, N. W* 
P. Rec. vol. ii., 233. 

Provinces, North Western, season- 
ing of wood, report on the Arti- 
ficial Seasoning of Babool Wood 
for Carriage Wheels, &c., by 
Mr. G. Paton, Post Master, 
Allygurh, dated 22nd October 
1849, 236. 

report on the different 

kinds of wood, procurable on 
the lines of the Agra and Bom- 
bay Road, and the Great Deccan 
Road, 238. 

Public Works, Lord Dalhousie on 
expenditure in. In. Rec. No. xiv., 
55. 

Lord Dalhousie on reform 

in department of, 57. 

Lord Dalhousie on annual 

I budget, 57, 58. 

Lord Dalhousie on Secreta- 
ry in department of, 58. 
i Lord Dalhousie on Secre- 


Brick-making Machines at 

Roorkee, memoranda on Hall’s 
and Ainslie’s Brick-making Ma- 
chines, as used in the Roorkee 
Brick Fields, by Lieutenant 
Colonel P, T. Cautley, Director 
Ganges Canal Works, dated ; 
Mussoorie, the 29th April 1850, i 
227. I 

reports by Mr. James Finn, ! 

Executive Officer on Brick-mak- 
ing Machines, 230, 232. 


j tary’s establishment, 58. 

Lord Dalhousie on College 

at Roorkee for training officers, 
50. 

progress riport for 1854-55, 

In. Rec. P. W, D. No. xiii., pas- 
sim. 

institution of annual pro- 
gress reports, 3. • 

reports received from dif- 
ferent Governments, 4. 

defects of the submitted 


— abstract of the work-people 

employed, and of the number of 
bricks made monthly at Roor- 
kee, by Hall’s Patent Machine, 
231. 

— extract from the descrip- 

tion of Ainslic’s Brick-making 
Machine, by Mr. Wm. Gordon, 
Secretary of the Company of 
Patentees, 232. 

extract from the description 
of Hall’s Patent Brick-making 
Machine, manufactured by Fre- 


reports, 5. 

varieties in classification, 

7. 

comparison of reports with 

preceding budgets, 8. 

expenditure and notice of 
principal works carried on in 
Lower Bengal, 12. 

names of officers who 

have distinguished themselves, 
14.. 

expenditure and notice of 

principal works carried on in 
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the N. W. Provinces, In. Eec. 
No, xiiL, 14. 

Public Works, expenditure and no- 
tice of principal works carried on 
during 1854-5o in Punjab, 17. 

officers commended, 20- 

expenditure and notice of 

principal works carried on in 
Madras Presidency, 20. 

ib. ib. in Bombay, 23. 

ib. ib. in Saugor and Ner- 

budda Territory, 25. 

ib. ib. in the Assignedtlis- 

tricts of Hyderabad, 26. 

ib. ib. in Province of Nag- 

pore, 26. 

■ ib. ib. in Province of Pe- 
gu, 27. 

ib. ib. in the Tenasserim 

and Martaban Provinces, 29. 

financial results of Calcutta 

canals, 30. 

ib. tolls on the G. T, Road, 

30. 

canals of irrigation in N, 

W. Provinces, 31. 

tolls on Bhore and Thul 

Ghiti (Bombay), 33. 

inigatiou works in Ahme- 

dabad, 33. 

progress reports of Railway 

Department, 34 — 37. 

statistics of expenditure on 

several of the greateist works 
still in progress in India, in 
1855, 40. 

synopsis of expenditure on 

public works, as classified un- 
der the different branches of 
the public service for 1854-55, 
42. 

tabular view of expendi- 
ture for 1854-55 hj the different 
Indian administrations, 44. 

• abstract of foregoing tables, 

50. 

fetter from Mr. R. Temple, 
to Colonel Baker, dated 14th 
September 1855, 53. 


Public Works, letter from Lieut. - 
Colonel Napier remarking on 
progress report of the Punjab for 
1854-55, In. Rec. No. xiii., 57, 
61. 

names of officers who have 

distinguished themselves in Pub- 
lic Works Department from 
Madras, 69. 

ib. from Bombay, 77. 

ib. from N. W. Province, 

78. 

ib. Chief Engineer’s De- 
partment, 79. 

ib. from Saugor and Nerbud- 

da, 79. 

progress of Great Indian 

Peninsular Railway, 80. 

of the Madras Presidency, 

reports for 1853, Mad. Rec. No. 
XV., passim. 

report and estimate for the 

Godavery division, 2, 22. 

ib. for the Kistnah divi- 
sion, 5, 59. 

w— — ib. ib. for Cuddapah and 
Nellorc, 6, 71. 

ib. ib. for Canara district, 

Bellary, and Kurnool, 7, 77. 

ib. ib. North Arcot and 

Chingleput, 9, 98. 

- - statement of the result of 

works of irrigation in North 
Arcot, 104. 

report and estimate of the 

public works of Salem, and South 
Arcot district, 10, 105. 

general statement of money 

expended in works on Salem and 
South Arcot districts from 1844 
to 1853 inclusive. 111. 

principal works and em- 
ployments inspected by the ci^ 
Engineers Department during 
1853 in Salem and South Arcot 
district, 112. 

- report and estimate of im- 

portant pubUc works executed in 
the Tanjore District, 11, 117. 
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Public Work.s, list of tlio snbordi- 
nate3 employed in TanjoVe in 
1853, Mad. Roc. No. xv., 128. 

report on the important 

public work.s executed in the Ma- 
dura and Tiniievelly districts, 12, 
129. 

statement of expenditure in 

1853 in the district of Tinnevel- 
ly and Madura, 141. 

' — ■ .statement and estimate of 

the works executed in the Coim- 
batore and Malabar districts, 140. 

tlio result obtained in 

1854 from the anicut and the 
channel to Poorisay, 152. 

— — ill the Madras Territ<^ry 
reports for 1851, Mad. liec. No. 
ix., passim. 

— — statement shewing the 

number of the works inspected 
by the officers of the Civil En- 
gineer’s department in Salem and 
South Arcot, 44. 

report on the public woi'ks 

of the Tanjore district, 45. 

in the Coimbatore district, 

report for 1851, 54. 

ill the Malabar district, re 

port for 1851, 01. 

■ — employment of Surveyors 

in 1851 in the Malabar district, 

67. 

- statement shewing the 

works under execution and the 
amount expended at the begin- 
ning and ending of 1851 in the 
Coimbatore district, 68. 

• statement of the expendi- 

ture on works of irrigation and 
the results obtained in 1851 in 
the districts Coimbatore, 69. 

staten^t shewing the ex- 
penditure on roads, in the Coim- 
batore district and the results, 
70. 

— - statement of the expendi- 

ture of public works in the dis- 
trict of Malabar for 10 years 


from 1841 to 1850 inclusive, 
Mad. llec. No. ix., 71. 

Public Works, returns of trade for 
10 years from 1841 — 1851, ex- 
ported from and imported into 
Malabar, 72. 

report on the i)rogress and 

expenditure for 1851 in the dis- 
tricts of Madura and Tinnevelly, 
72. 

statement shewing the 

number of oflicers employed in 
f85 1 in Aladura and Tinnevelly, 
the work and salary of each, 8(.). 

statement of the amount 

expended in 1857 in Tinnevelly 
and Madura, 81. 

budget for 1 855-5 G in the 

Madras Presidency, Mad, llec. 
No. xxviii. 

bridge over the river Pan- 

nior, 27, 47, 93. 

comparison of the totals 

in the budget shewing discre- 
pancies, 94. 

list of estimates for 1855- 

56, with the orders of the Go- 
vernment of India upon, 95. 
minutes of considtation up- 
on the submitted budget, 99 — 
103. 

in the Madras Territory, 

Collective Memorandum on. Mad. 
llec. No. V., passim. 

map of roads in 1854 in 

Madras Territory, 33. 

map of Cusbahs in 1854 

in Madras Territory, 35. 

object of the collective 

memorandum, 1. 

the functions of the Re- 
venue Board with regard to, 3. 
the functions of the Mili- 
tary Board with regard to, 3, 4. 
the functions of the Su- 
perintendent of Roads, 4. 

the functions of4he Chief 

Engineer, 4. 

improvements which the 
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Mad ms Government might have 
made inl854, Mad. Reo. No. v.,4. 
Public Works of the Madras Ter- 
, ritory, estimate drawn up in 
18o4 by a Committee appointed 
by Lord Harris, Mad. llec. No. 
V., 30. 

of the Madras Territory, re- 
port for 1851 on the, Mad. Rec. 
No. ix., passim. 

works executed during 

1851, 1. 

Vizianagram road, its cost 

and object, 1. 

• report on the bridge over 

the Bimlipatam river, 3. 

■ — report on the works exe- 

cuted in the Kistnah division and 
their expenditure, 7, 

report upon the wdrks ex- 
ecuted in the Godavory division 
and the expenditure, 10, 

report upon the works exe- 
cuted in the Nellore district and 
the expenditure, 12. 

report upon the works exe- 
cuted in the Bellarj district and 
the expenditure, 1 5. 

report upon the works exe- 
cuted in the Cauara district and 
the expenditure, 22. 

list of important works ex- 
ecuted in the Canara district, 27. 

return of the export trade 

of the several ports of Canara, 
28->34. 

report upon the works exe- 
cuted in North Arcot and Chin- 
gleput and the expenditure, 34 — 
39. 

report on the progress of 

public works in the district of 
South Arcot and the expenditure, 
39. 

report for the Salem dis- 
trict, 42. 

of the Madras Presidency 

executed in 1852, report on. 
Mad. Rec, No. x., passim. 


Public Works, instituted or sanc- 
tioned in tlie Bellary district in 
1852, Mad. Rec. No. x., 38. 
executed in the Canara dis- 
trict in 1852, 70. 

in progress in the Canara 

district in 1852, 75. 

— executed and in progress in 
1852 in -North Arcot, 82. 

of fcJoutli Arcot, report for 

1852, 103. 

of Salem, progress report 

for 1852, 110. 

executed in 1852 in the 

Tanjore district, 119. 

■ ■ - in Tinnevelly and Madura, 
progress report on, 159. 

statement shewing the a- 

mount expended during 1 85 2, 1 7 1 . 

■ statement shewing the num- 

ber of officers employed during 
1852 and the amount of salary 
drawn, 172. 

statement shewing the a- 

mount expended during the 10 
years ending with 1851, 173. 

statement shewing the pay 

drawn by the Civil Engineer’s de- 
partment during the 10 years end- 
ing 1851, 174. 

statement shewing the a- 

mount of pay drawn by the Mara- 
mut establishment, 175. 

^ — in the Madras Presidency, 

replies to the collective memo- 
I randa of. Mad. Rec. No. xxi., 

I passim. 

letter from Mr. H. Stokes, 

Acting Collector of Madras, dated 
5th October 1854, 1. 

letter from Mr. F. N. Malt- 

by, Collector of Canara, dated 
28th October 1854, 5. 

letter from Mr. H, Forbes, 

Collector of Tanjore, dated Otli 
November 1854, ,14. 

letter from Mr. B, D. Par- 
ker, Collector of Madura, dated 
8th December 1854, 22. 


t: - 
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Public Works, Madras, letter from 
Captain A. Boileau, Civil Engi- 
neer, dated lOth November 185 4, 
Mad. Kec. No. xxi., 26. 

notice by Lieut. Walker, 

Civil Engineer, 34. 

letter from Captain Col- 

lyer, Civil Engineer, dated 5th 
January 1855, 55. 

letter frum Captain W. H. 

Horsley, Civil Engineer, 8th 
Division, dated 9th May 1855, 
61. 

letter from Captain F. H. 

Rundull, Civil Engineer, 9th Di- 
vision, dated 4tli January 1855, 
70. 

of the Madras Presidency, 

progress report for 1854, Mad. 
Kec. No. XXV., passim. 

progress report for the Ra- 

jahmundry District, 1, 47. 

ib. ib, Kistnah division, 

6—65. 

progress report for Cudda- 

pah and Nellorc, 9, 78. 

progress report for Canara, 

Beliary and Kurnool, 13, 90. 

improvement of the Port 

at Tranquebar, 24. 

statement of men, women, 

and children employed upon the 
famine roads of Bellary, 94. 

progress report of a line of 

Electric Telegraph through the 
district of Bellary, 1 05, 

statement of important 

works under execution in Bel- 
lary, 108—111. 

report upon the works of 

North Arcot and Chiiigleput, 17, 

112 . 

report upon the progress of 

the public works of balem and 
{South Arcot, 20, 117. 

general statement of money 

expended in 8alem and South 
Arcot Districts, 125. 

cost of Civil Engineer’s 


and Collector’s maramut estar 
blishment, Mad. Rec, No. xxv., 
126. 

Public Works, Madras, statement of 
the works visited and inspected 
by oiheers in Salem and South 
Arcot, 127. 

principal employments and 

number of works inspected 
by Civil Engineer officers in 
Salem and South Arcot, 128. 

progress report of the 

Tanjore district, 22, 132. 

progress report in the Tri- 

cliinopoly district, 24, 141. 

memo, on the plans for 

the improvement of Porto Novo 
and Cuddalore Ports, 148. 

progress report for Coim- 
batore, 20, 151. 

progress report for Tinne- 

veUy and Madura, 27, 107. 

progress report for Mala- 
bar, 27. 

— items of expenditure in 

Madura and Tinnevelly, 176, 
182. 

number of officers employ- 
ed in Madura and Tinnevelly, 
the number of works examined 
and the amount of salary of each 
individual, 181. 

principal works executed 

in Gaiijam, 183. 

of the Madras Presidency 

for 1854-55, papers relating to 
the budget of, Mad. Rec. No. 
xxvii., passim. 

for Trichinopoly, extend- 
ing the upper anicut channels, 
2 . 

- — a new chaxmel from the 

Coleroon, 2. 

road from Trichinopoly to 

Dindigul, 3. 

estimate for Trichinopoly 

and Tanjore, 3. 

— ' ■■■ extending the Wycondan 
channel, 3. 
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Public Works, Madras, estimate for 
North Arcot, Mad. Rec. No. 
3txvii , 5. 

road from Vencatagherri- 

cotah, 5. 

road from Vellore to 

Asnee, 5 . 

— an aiiicut on the Poona- 

gur, C. 

bridge over the Palar at 

Vellore, 7. 

■ estimate for Maaulipatam, 

8 . 

■ ■ ■ a navigable canal toEllore, 

8 . 

estimate for Rajahmuii- 

dry, 9, 

widening and extending 

the Paloole cliaiiuel, 9. 

■ — Uijper Godavery naviga- 

tion, 11. 

Weyairoo project, 11. 

— steam dredge for deepen- 

ing the Coringa bar, 11. 

estimates for Canara, 12. 

road from Garsappah to 

Scercy, 12. 

construction and repair of 

roads in Canara, 13. 

estimate for Chinglcput, 

14. 

road from Trivallore to 

Coratoor, 14. 

estimate for Bellaiy and 

Kurnool, 15. 

completion of roads, 15. 

estimate for Nellore, 16, 

completion of Pennar ani- 
ent, 16. 

water communication be- 
tween Kistnapatam and Goodoor, 
17. 

— ^ estimate for Nellore and 
Cuddapah, 18. 

roads, 1 8. 

- estimate for Soutii Arcot, 
19. 

— teak wood bridge across 

the Sdliq^lar, 19, 


Public Works, road from Trinoma- 
lay to Tindevanum, Mad. llec. 
No. xxvii., 19. 

between Cullacoorchy and 

Oolooudoorpett, 19. 

— — estimate for Taiyore and 
South Arcot, 20. 

canals, 20. 

roads, 20, 21. 

irrigation, 22. 

navigation of Miinnyar ri- 
ver, 23. 

bridges, 24. 

estimate for South Arcot, 

24. 

roads, 24. 

list of estimates for the 

sanction of the Govern luont of 
India for 1854-55, 26 — 29. 

statement of expenditure 

proposed to be made in 1854-55 
on the, 30 — 71. 

letter from Mr. Cecil Pea- 

don to Secretary of Fort St. 
George, 72 — 81, 

minutes of consultation on 

Feb. 10th, 1855, 81. 

r ib. Feb. 23, 1855, 83. 

letter from SecreUry to 

Government of Fort St. George 
to Lieut. Colonel Baker, Mardi 
1856, 86. 

progress report of 1854- 

55, 90—185. 

abstract of the foregoing, 

186. 

progress report of works 

under the Superintendent of 
Trunk roads, 172. 

budget for 1855-56 of the 

Madras Presidency, Mad. Rec, 
No. xxviii. 

— — of tlje Madras Presidency 
for 1855-56, papers relating to 
the, Mad. Rec. No. xpcviii., passim. 

estimate, 1. 

Samulcottah and Toonee 

Canal, estimate for and report on, 

1, 35. 
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Public Works, Madras, Samulcottah 
and Cocanada Canal, estimate 
and report on, Mad. Rec. No. 
xxviii., 3, 34. 

junction Canal across the 

delta from Mogulto(ir to Cc». 
Canada, estimate for its design 
and report on, 4, 3G. 

• estimate and reports upon 

works of irrigation in the 
central delta of Eajahmundry, 6, 
36. 

estimate for the improve- 
ment of and report upon Coringa 
harbour, 9. 

report upon and estimate 

for the improvement of Coca- 
nada harbour, 10, 40, 

report and estimate for i 

the bridge over the anicut , 
across the Kistnah river at Bc- 
zoarah, 14, 41. 

report and estimate for ^ 

tliG high level channel from the 
Boodemair to Dendaloor, 15, 37. | 

report and estimate for the 

high level channel from the 
Poolairoo near Wezoor to the 
canal basin at Masuiipatam, 17, 
38. 

— report and estimate for the 

high level channel from the 
Toongabuddra near the Kistnah 
anicut to the Southern part of 
the Guntoor district, 18, o 8. 

— - report and estimate for the 

road . between Cuddapah and 
Madras, 20. 

report and estimate for 

improving the Palghaut and Tri- 
choor road, 21, 45. ^ 

— ^ report and estimate for the 

road from Calicut to Murdoor, 
22, 45. 

— report and estimate for the 

extension of the East Coast 
canal from Doogoorazpatam to 
the Kistnapatam ]l^kwater, 
24, 42.^ 


j Public Works, Madras, report and 
I estimate for the Yellapoor, 8eer- 
cee and Halandee Boad Cir- 
cuits, Mad. liec. No. xxviii., 25, 
46. 

operations for opening the 

navigation of the Upper Goda- 
very, 26, 43. 

report and estimate for the 

bridge over the Pongar river, 29. 

report and estimate for the 

bridge across the Hindree at 
Kuruool, 28, 47^ 

report and estimate for the 

bridge over the Coleroou on the 
southern road, 29, 47. 

report and estimate for the 

anicut across the Huggr)’, 30, 
43. 

letter from the Secretary 

to the Government of Port St. 
George in the P, W. Department 
to the Secretary of the Govern- 
ment of India relative to the re- 
port by the Board of Revenue 
upon the, 33. 

report and estimate for 

strengthening the flooring of the 
Naggarum aqueduct, 48. 

report and estimate for the 

construction of stone Groynes 
near Clive’s batteiy, 49. 

list of estimates requiring 

the sanction of the Government 
of India for 1855-56, 53. 
letter from Lieutenant Co- 
lonel Baker upon the foregoing 
budget, 86. 

letter from Colonel Ba- 
ker upon the attempt to com- 
bine irrigation and navigation, 
92. 

of the Punjab, report from 

1853 — 56, In. Rec. No. xviii., 
45, 46, 62—66. 

expenditure from 1854 to 

1856 in Punjab on, 65. 

PabHc Buildings and works in the 
Punjab, their improvement be- 
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tween 1851 and 1854, In. Rec. 
JVo. vi., UD— 157. 

Public Buildings and works and ci- 
vil buildings of the Trans-Sutlej 
States, In. Rec. No. ii., 173. 

— - of unusual magnitude in 
llohilcund, suggestions for, N. 
W. P. Rec. Part xxii., 37, 5(1. 

— - ■— buildings of Kolliapoor, 
their number, cost, <tc., Bom. 
Rec. No. viii., 114 — 115. 

buildings of the Kolhapoor 

State, 290 — 293. 

amount of expenditure in- 
curred by Government ifi con- 
structing at Kolhapoor, 293. 

• buildings of Madras, state- 

ment of the height, Mai Rec. 
Mo. xi., 73. 

works report for Godra 

Punchmahals, Bom. llec. No. 
xxiii., 6, 85. 

Pudumvalingei tank, estimate and 
plan of CaUngula for. Mad. Rec. 
No. xi., 107. 

Pulavella channel, report and esti- 
mate for 1854 for the works of 
the, 52. 

Punjab, report on the administra- 
tion for the years 1849-50 and 
1850-51, In. Rec. No. ii., 
passim. 

geographical outline, 2. 

the four Doabs, 2. 

their physical aspect ; cul- 
tivated tracts, 2. 

wastes, their peculiar fea- 
tures, and practical value, 3. 

— — " — the salt range, 4. 

population — composed of 
Jats, Gujurs, Rajpoots, Puthans, 
Dogros, Khuttries, 4 — 6. 

— relative proportions of the 

chief tribes, 6. 

— elements of social antago- 

» nism, 6, 

agriculture, 7. 

manufactures and com- 
merce, 7. 


Punjab merchants, militant. In. 
Rec. No. ii., 7. 

system of Government 

adopted by Kunjeet Singh, 8. 
fiscal department para- 
mount ; Provincial Governors, 8. 

local tax-gatherers, 8. 

two classes of functiona- 
ries — military and fiscal ; no spe- 
cial Minister of Justice, 9. 

detached Military Colii- 

maiiders, 9. 

salaried officials, how paid ; 

laxity and confusion of accounts, 

9. 

justice how dispensed, 10. 

criminal penalties, how in- . 

flicted ; fine, mutilation, and cii- 
pital punishment, 10. 

fiscal system, 11. 

general results of Runjeet 

Singh’s Government ; its fame 
and popularity, 1 1. 

constitution of the regen- 
cy ; conservative policy ; never- 
theless numerous reforms effect- 
ed, 12. 

deputation of European 

officers ; legislative arrangements, 
12,13. 

Huzara ; mountain of Gund- 

gurh ; Khagan ; Puthan conque- 
rors of Huzara, 13, 14. 

^Seikh rule, 14. * 

British acquire Huzara by 

exchange, 14. 

elements of disturbance,. 

15. 

Peshawur valley, 15. 

Esufsgre ; Seikh method of 

collecting revenue, 15, 16. 

Mehra,” 16. 

Hushtnuggur, 16. 

Doaba, 17. 

Peshawur Proper, 17, 

General Avitabile’s admi- 
nistration, 17. 

regular force at Peshawur, 

18. 
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Punjab, Koliat, In. Rec. No. iL,18. 

the Khuttuks and their 

chiefs, 19. 

Meeranzye, 19. 

Bunuoo ; condition of Bun- 

noochces, 19, 20. 

Murwut, 20. 

Esa Kheyl, 20. 

Tank, 20. 

delilos of the Sulinianee 

Tango ; base and skirts of tlic 
hills, 21. 

champaign of the Deraj at, 

21 . 

course and banks of the 

Indus, 22. 

inhabitants of the frontier, 

22 . 

classification of the Hill 

tribes ; 1st, mixed tribes of Af- 
ghan and Turkish descent ; 2nd, 
Belooch tribes, 22. 

Turnowlios, 22. 

AlFrcedees ; their martial 

qualities, 23. 

Momuuds, 23. 

Eusufzye Puthans, 24. 

Khuttuks, 24. 

character of the four great 

tribes, 24. 

Orakzyes ; Bungush ; Wu- 

zeerees, 24, 25 , 

Mithanees of the Gubber 

Mount, 25 , ^ 

Bheeranees ; their depre- 
dations, 25. 

— " Ooflhteranees ; Kusrauees ; 
Bozdars ; Ghoorchanees ; Boog- 
tees and Murrees, 26. 

■ estimated strength of these 

tribes, 27. . 

their power for mischief, 

27. 

reason why the condition 

of these tribes has been detailed; 
British policy towards them ; 
pacific efforts to be tried ; but, if 
they fail, offensive as well as de- 
fensive measures necessary, 28, 


Punjab, Board of Administration, 
Civil staff ; detail of official 
grades ; functions and powers. 
In. Ilec. No. ii., 29. 

investigation of rent-free 

tenures ; fiscal system, 30. 

penal code, 30. 

police, 30. 

development of resources, 

30. 

formation of divisions, or 

Cominissionersliips ; allotment of 
districts, 31. 

assembling of officers at La- 

horfe, 31. 

preliminary proceedings in 

the districts, 32. 

settlement of political af- 
fairs ; disarming proclamation 
promulgated ; forts dismantled, 
32. 

Seikh soldiery disbanded, 

32. 

investigation into rent-free 

tenui'es commenced, 33. 

police organized, 33. 

sale of state property ; 

•young Maharajah’s departure, 

33. 

foundation laid for civil 

administration, 33. 

miscellaneous improve- 
ments ; survey and settlements ; 
conservancy ; roads, 34. 

— withdrawal of dead curren- 
cies, 34. 

Baree Doab canal project- 
ed, , excise arrangements effect- 
ed, frontier posts organized, 
public buildings commenced, 

34. 

summary of 2 years* ad- 
ministration, 34. 

Punjab regiments ; method 

of recruiting, 35. 

5 regiments of cavaliy, 

35. 36. 

— 5 ditto of infantry, 36 — • 

38. 
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Pui\jab, artillery, 3 liorse field bat- 
teries ; sappers and miners ; camel 
corps, ill. Kec. JNo. ii., 36 — 40. 

-- qualities of guide corps ; 

raising of corps, its ottiters, 30. 
1:^ unjab irregular force in- 
spected by President of tiie Board, 
40. 

- " equipment of cavalry arm ; 

their duties compared witli those 
of the iSindh horse, 40. 

duties of infantry ; their 

arms, dress and equipment, 41. 

posts and stations, Baroo- 

kote in Hazara, 41. 

the 1st regiment of Seikh 

local infantry, 4*4. 

Kohat ; Bahadoor Kheyl ; 

Bunnoo ; Khoomm post ; Mui- 
lezye and Pyzoo passes ; Lukhee, 
4 . 2 , 43. 

Dera Ismael Khan, 43. 

a good base in the Derajat 

necessary, two regiments re- 
quired, 44. 

fi-ontier posts, strengthened 

by second-class forU ; fortifica- 
tion ^f the posts ; Military roads, 
44, 45. 

cantonments of Dera Gha- 

zee Khan and Asnee, 45. 

frontier held the first year 

by police battalions and Mooltan 
levies, 45. 

military diflSiCulties on the 

frontier ; fiature of the ground 
in the Derajat plains. The moun- 
taineers, tfieir rajiidity in attack 
and flight ; their present atti- 
tude, 45 — 47. 

— peace on the frontier, 47. 

distribution of the force, 

47. 

resum4 of Government or- 
ders, 48. 

police ; preventive, mili- 
tary ; detective ; civil, 49. 

preventive ; horse and foot ; 

their respective duties, 49. 


Puiyab, detective ; 1st, regular po- 
lice ; 2nd, city watchmen ; 3rd, 
rural constabulary, tlicii* juris- 
dictions and establishments, In. 
iiec. No. ii., 49, 50. 

Tehaildai*’s control ; rules 

for their guidance, 50, 

— — — police divisions subordi- 
nate to fiscal divisions ; detached 
police poats, 50, 51. 

— • duties of police ; Peshawur 

police ; location of police posts. 
Heads of tribes and villages res- 
ponsible ; additional precautions, 
vagrancy, 51, 52. 

Trans-Indus police, 52. 

city watchmen ; house-tax 

and town duties ; their relative 
merits ; reason why town duties 
are popular, 53. 

town duties introduced, 

known as Dhurut, Wuzurikushee, 
and Choongee ; the three cesses 
how to be regulated, 54, 55. 
rural constabulary ; princi- 
ples regarding village watchmen, 
55. 

other police measures be- 
sides the formation of establish- 
ments, disarming of the people, 
execution and effects of the 
measure, 56. 

employment of professional 

trackers ; their instinct, 57,. 
co-operation of the popu- 
lace, suppression of dacoitee, 57, 
58. 

thuggee, as practised in the 

Punjab, arrangements for its 
suppression, 58. 

general results of police 

management, preservation of in- 
ternal peace, 59. 

criminal statistics, 60. 

crime in the Mangha com* 

pared with crime in the North 
Western Provinces, 62. 

principles of criminal law; 

remarkable crimes ; gang rob- 
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bory, reason why it w’as preva- 
lent in the Punjab, In. Rec. No. 
ii., G3, G4. 

Punjab, higliway robbery, G4. 

offences against the person ; 

murder, homicide, wounding, 

64, G5. 

infanticide, its prevention, 

65, 6G. 

offences against property ; 

theft, cattle- stealing, burgl^y, 
arson, GG, 67. 

social offences ; child-steal- 
ing, adultery, 67. 

fraudulent offences ; coin- 
ing, forgery, perjury, G8. 

resistance of public pro- 
cess, 68. 

jjrison discipline ; disad- 
vantages enumerated, 69. 

. construction of new jails ; 

principles of construction ; Cen- 
tral Jail, its advantages, mortali- 
ty, diet, clothing and hospital 
management ; mortidity in La- 
hore Jails, its real causes, 69 — 
71. 

.out- door labour, its disad- 
vantages ; in-door labour, its 
advantages, 7 1 — 7 2. 

classification of prisoners — 

solitary confmement ; stocks and 
night chains abolished ; contin- 
gent guards, economy, central 
control; 72, 73. 

• services of Dr. Hathaway, 

in medical charge of Lahore jail, 

73. 

. cases connected with land- 

ed property referred to Settle- 
ment Courts, but under certain 
conditions may be entertained 
by the ordinary Civil tribunals, 

74. 

amount of litigation ; suits 

mostly of trivial value, 74, 75. 

local revenue officers vest- 
ed with judicial powers ; pre- 
cautions against abuses ; simpli- 


fication of proceduni ; profession- 
al pleaders discouraged, but sui- 
tors at liberty to em}>loy them. 
In. Rec. No. ii., 75, 76. 

Punjab, private arbitration, its use 
and abuse, 76, 77. 

rules regarding juries and 

assessors ; necessity for systema- 
tic control, method of supervi- 
sion, 77, 78. 

civil justice difficult to 

popularize, 79. 

chief heads of revenue, 79. 

tribute and j)ost office re- 
venue summarily disposed of, 79. 

present section comprizes 

land-tax, excise, and grants in 
land and cash, 80. 

land tax, and its accesso- 
ries ; grazing-tax, method of rea- 
lization ; forest dues, 80, 81. 

land-tax under the Seikhs, 

collections in kind ; (Govern- 
ment share of the produce ; mo- 
ney rates, 81, 82. 

contracts for the payment 

of the revenue, 82. 

abstract of Pnnjat> reve- 
nue prior to annexation, sum- 
mary setthnnent of revenue un- 
der the regeJicy, 82, 83. 

reduction of assessment in 

the Barec and Rechiia Doabs, 
83. 

— — settlement of Jliizara ; 
Peshawuir partially settled ; these 
summary settlements sometimes 
modified, districts not assessed 
prior to annexation, 84, 85. 

Dera Ismael Khan ; Pesha- 

wmr settlement completed, its 
heavy taxation in former times, 
estimate of former taxation, 85, 
86 . 

— revenue from Kohat, Bun- 

noo, Murwut, Esakheyl, Tank, 
Kolachi, Drabund, Dera Ismael 
Khan, Girang, Kalabagh, 87 — 
89. 
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Punjab, province of Mooltan, Go- 
vernment of Sawun Mull and 
Moolraj, physical improvements 
effected by Sawun Mull ; general 
revenues of the province, In. 
Bee. No. ii., 89, 90. 

district of Mooltan, its sum- 
mary settlement, 90, 91. 

Khangurh district; Lcia 

district ; Dera Ghazee Khan, 91, 
92. 

general reduction of assess- 
ment in the Punjab ; neverthe- 
less, from certain causes, the 
revenue increased ; general per 
centage of reduction ; yet, in 
spite of fiscal relief, discontent 
has prevailed, 93, 94. 

causes of distress ; produc- 
tion in excess of consumption, 
and fall of prices ; agricultural 
produce not exported to any ex- 
tent ; home consumption large ; 
vast sums of money expended in 
Punjab, but employment differ- 
ently distributed, 94 — 96. 

derangement of taxation 

from sudden increase of produc- 
tion ; illustrations of this de- 
rangement, 96. 

relief afforded wherever 

distress was proved to exist, 
probable effect of revised settle- 
ments, 97. 

present range of prices ; 

future prospects of agricultur- | 
ists ; partial failure of crops, | 
98, 99. 

abstract rent-roll of Pun- 
jab for 1850-51 and 1851-52, 99. 

analysis of land tenures ; 

origin of property in land ; oc- 
cupants of the land classified; 
proprietors out of possession ; 
their position and prospects, 
101 . 

proprietors in possession ; 

village communities ; ancestral 
descent, 102. 

Ff 


Punjab, occasional re-distribution 
of land among the members of 
the co-parcenary hereditary cul- 
tivators ; peculiar tenures in Mool- 
tan ; tenants at will, In. Bee. No. 
ii., 103, 104. 

proceedings connected with 

regular settlement ; statistical 
operations, new system of mea- 
suring, 104, 105. 

census of the population ; 

judicial work; causes of litiga* 
ticn, 105, 106. 

powers of Civil Courts con- 
ferred on settlement officers ; sta- 
tute of limitation ; method of ju- 
dicial procedure ; amount of liti- 
gation, 107. 

water-rent, 108. 

excise and customs under 

Bunjeet Singh levied on all arti- 
cles, and paid by all classes, 
108, 109. 

salt, extent of salt range, 

its mineral wealth, Cis and 
Trans-Indus salt mines, the 
Common Bay and Mundee salts, 

no. 

Seikh management of salt 

revenue ; farmers and lessees ; 
special assignments to individu- 
als, effect of the general sys- 
tem on the markets ; different 
system ^for the Trans-Indus 
mines, 111, 112. 

annual yield of the excise 

and customs prior to British 
connection. — British Besident re- 
solves on remodelling the sys- 
tem ; principles of reform ; de- 
tail of the changes introduced ; 
financial effects of the change, 
112, 113. 

estimated results for the 

future. The new budget takes 
effect, 114. 

Trans-Sutlej States, how 

affected by the Seikh and Bri- 
tish customs, 114. 
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Punjab, state of Punjab excise and 
customs during last war, In. 
Rec. No. ii., 115. 

customs lines, as they 

stood at annexation ; recom- 
mendation by the Board of Ad- 
ministration ; all excise and 
Customs abolished, except a tax 
on spirits, stamps, and salt ; 
ferry-tolls ; salt only at 2 lls. 
a maund. Improvement of the 
mines, 115 — 117. 

special rules regarding 

Trans-Indus salt, on account of 
Political considerations. 111). 
stamp duty how fixed, 

119. 

Board’s recommendation 

approved by Government ; out- 
turn of revised taxes ; present 
price and consumption of salt ; 
Preventive Establishment, 117, 
118. 

- — origin of landed grants in 

the Punjab, 119. 

pensions how granted, 

120 . 

- — classification of grants, 

both' in land and in cash, 120 . 

enquiry into these grants 

how conducted ; principles enun- 
ciated by the Government ; scale 
of pensions, 121 . 

grants on account of Mili- 
tary and Civil Serviae, 1 22. 

feudal grants, 1 22 . 

state pensions, 122 . 

family provisions, 122 . 

grants to influential land- 
holders ; secular and religious 
endowments ; grants to objects 
of charity, and to religious cha- 
racters, 123. 

Pension Pay-Office esta- 
blished, 124. 

i:nles for the payment of 

pensions ; their^||ggregate value ; 
amount of^gran^ under investi- 
gation, 124, 


Punjab, Civil Engineer’s Depart- 
ment-Executive Staff, In. Rec. 
No. ii., 125. 

all public works under the 

Board entrusted to this Depart- 
ment ; classification of works ; 
Military buildings ; Civil build- 
ings ; improvement of the salt 
mines ; conservancy ; disjjensa- 
ries, 125—127. 

progress made in the erec- 
tion of buildings, 127. 

roads and bridges, 128. 

classification of roads ; 

military roads ; Grand Peslia- 
wur line, Beas and Lahore line ; 
Baree Doab, Sind Sagur, and 
Dcrajat linos, 128. 

liiK'sof external commerce ; 

lines from Dera Ismael Khan 
to Lahore and UUohur, 130. 

construction of wells along 

the lines of road, 130. 

lines for internal com- 
merce ; cross roads, 131. 

floating bridges ; iron pon-’ 

toon bridges not recommended, 
132. 

works of irrigation ; loans 

to agriculturists, their punctual 
repayment, 132, 

capabilities of the Punjab 

for canal irrigation ; numerous 
local canals, 133, 

Dcrajat canals, 133. 

Mooltan canals, 133. 

Baree Doab canal ; rea- 
sons for the project, preliminary 
enquiries, projects sanctioned ; 
surveys and levels, 134, 135. 

Huslee canal, its object, 

its defects, and merits ; reasons 
for its abandonment, 135. 

- 7 - outline of the new canal ; 

main line ; Kussoor and Sobraon 
branches ; Lahore branch, vo- 
lume of water, 136. 

4ope of the Doab, how 

counteracted, 137. 
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Punjab, navigation of the canal, 
In. Kec. No. ii., 137. 

plantations on the banks 

of the canal, 138. 

water mills, 138. 

estimated outlay and re- 
turn ; proceeds, how calculated, 
138, 139. 

progress of the work and 

cost hitherto incurred, 139. 

precautions to prevent in- 
salubrity, 139. 

— ' prospective benefits of the 

canal, 140. 

general results in this de- 
partment, 140. 

— services of Colonel Napier, 

the Civil Engineer, and of his i 
subordinates, 140, 141. 

popular education infor- 
mation how collected, extent 
of education, classification of 
schools ; quality of the educa- 
tion, 142, 143. 

■ female education, 143. 

schools how supported, 

143. 

what classes receive in- 
struction, 144. 

educational effects of the 

fiscal system, 144. 

Umritsur school ; English 

studies, oriental languages, Eu- 
ropean superintendence requir- 
ed, 144, 145. 

- — medical schools, 145. 

r— training of Civil Engi- 
neers, 146. 

employment of Punjabees, 

146. 

encouragement of the 

growth of timber ; measures 
taken to augment the growth 
of trees; capabilities of the 
country for the supply of wood, 
146, 147. 

— wheeled carriage, mea- 

sures by which it may be en- 
sured and increased, 147. 


Punjab, municipal conservancy; 
source from which funds are de- 
rived ; committee of townsmen, 
In. Rec. No. ii., M8. 

improveiiieiit of the capi- 
tal, 148. 

advancement of practical 

science, 148. 

geological survey, 148. 

sanataria. Budderooddeeu 

Mount, 149. 

district dfiks. Postal com- 
munication ; police daks thrown 
open to tlie public ; number and 
cost of couriers, 149, 150. 

dispensaries, their esta- 

blislimcnt recommended, 151. 

statistics of Lahore and 

U mritsur dispensaries , 151. 
chief items of receipt, or- 
dinary and extraordinary, 152, 
153. 

chief heads of expenditure ; 

fixed, and fluctuating items, ex- 
traordinary items, 153. 

manner in which the Pun- 
jab balance sheet is framed ; me- 
thod of distributing extraordi- 
nary expenditure ; finances con- 
sidered with reference to three 
periods, 154, 155, 

statements prepared in the 

Board’s and the Accountant’s 
offices, 155. 

finances during 1 849-1 850 . 

Surplus of 52 lakhs, 155, 156. 
— _• finances of 1850-1851. 
Surplus of 64 lakhs, 156. 

total surplus for two years 

1,160,000 £ Sterling, 157. 

estimate for the next ten 

years ; receipts, prospects of the 
land-tax, probable income of 
134 lakhs ; ordinary expendi- 
ture ; extraordinary expenditure, 
probable surplus of 22 lakhs, 
158. 

probable income and ex- 
penditure, ten years hence, 159. 


Ff 2 
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Pttnjab, annual surplus of half a 
million' sterling anticipated, In. 
Rec, No. ii., 160. 

causes which enhance the 

present expenditure, 160. 

surplus of Cis and Trans- 

Sutlej states excluded, 160. 

mode in which the surplus 

of the Punjab territory may bo 
appropriated, 161. 

finances of the Punjab un- 
der JRunjeet Singh, 161. 

difference between the 

Seikh and the British finances 
explained, 161. 

notice of statements ap- 
pended, 162. 

geographical limits of Cis- 
Sutlej states, 162. 

*■ " - the original conquerors ; 

subdivision of the Seikh confe- 
deracies ; minute partition of 
shares, 163. 

— — — Seikh chiefs distinct from 
the proprietors of the land, 
163. 

• Runjeet Singh conquers 

some states and threatens others ; 
certain states taken under Bri- 
tish protection ; political ma- 
nagement of the protected states ; 
British acquisition of territory 
by escheat, 164. 

deprivation of certain chiefs 

after the Sutlej campaign ; some 
fiefships confiscated, a Commis- 
sioner appointed to administer 
the British possessions, 164. 

position of the Cis-Sutlej 

states after annexation of the 
Punjab; formation of districts, 
165. 

jurisdiction of the chiefs 

finally settled, 166. 

- ■ chief points to which de- 

liberation has been directed ; ar- 
bitration betwein Puttiala and 
its co-partu€lw ; conduct of Put- 
tiala towards the Chaharumees ; 


two parties, one for, and the 
other against Puttiala ; principles 
on which the dispute was decid- 
ed ; partition and transfer of 
villages to Puttiala ; right of es- 
cheat in certain villages conceded 
to Puttiala, In. Rec. No. ii.,166 
—168. 

Punjab, service commutation, 168. 

law of succession, 168. 

police force, 169. 

civil administration ; re- 
gular settlement, 169. 

condition of the chiefs ; 

elements of disturbance ; delicate 
management necessary, 169. 

physical features ; Alpine 

'region of Kangra ; hill tribes, 
Rajpoots, 170, 171. 

champaign of the Jullun- 

der Doab ; its fertility, chief ci- 
ties ; Alloowala territory ; Go- 
vernors appointed by the Seikhs, 
171, 172. 

population ; districts, 172. 

police regiments, 172. 

— civil buildings and public 

works, 173. 

regular settlement, 173. 

general condition of the 

Trans-Sutlej states, 173. 

finances of the Cis and 

Trans- Sutlej states ; future sur- 
plus of 39 lakhs per annum ; 
for 1849-1850, 1850—1851, an 
aggregate surplus of £8,20,000 
sterling, 173. 

commendation of oflScers 

in civil employ : Commissioners, 
Deputy Commissioners, settle- 
ment officers. Assistant Commis- 
sioners, Extra Assistant Commis- 
sioners, Commandant and Cap- 
tains of Police, Customs’ Officers, 
174. 

— ^ table of the average prices 

of ajgricultural produce in the 
divisions of the Puiyab, for the 
period comprised within the 



[ 253 ] 


years 1844 and 1852, inclusive, 
App. A, In. Rec. No. ii., 

179 . 

Punjab, estimated revenue and ex- 
penditure in the Punjab, App. B. 

180. 

table of relative receipts 

and expenditure in the Punjab, 
for the present and future years, 
App. C. 181. 

• ditto ditto for the official 

year, 1850-51, App. D. 182. 

statement of expense of 

irregular troops, &c. in the Pun- 
jab under the Board of Adminis- 
tration, App. E 183. 

estimated revenue and ex- 
penditure in the Cis and Trans- 
Sutlej states, App. F. 184. 
Punjab, report on the administra- 
tion during the years 1851-^3, 
In. liec. No. vi., passim. 

changes in the administra- 
tion, 2. 

the abolition of the Board 

of Administration, 2. 

position and .functions of 

the Chief Commissioner, 3. 

position and functions of 

the Judicial Commissioner, 3. 

position and functions of 

the Financial Commissioner, 3. 

staff for administration of 

the districts, 4. 

political events of the years 

1851, 52, 53, 5—28. 

rebellion of the Syuds and 

murder of Messrs. Came and 
Tapp, 5, 

— : movements of the Mo- 

munds, 6 — 8, 

Arjoon Khan, 8. 

■ incursions of the Wu- 

zeerees, Sheoranees, Murrees and 
Bozdars, 9, 10. 

relations of the Bhawul- 

pore State with the British Go- 
vernment, 13. 

the Daodputras, 14. 


Punjab, British relations witli the 
Afreedee clans, In. Kec. No. vi., 
18. 

the Bajah of Mandla and 

his son Nadir Khan, 25. 

force in the Peshawur val- 
ley, 28. 

changes and improvements 

effected during 1851, 1852 and 
1853 by the Board in the mili- 
tary defences, 28 — 139. 

frontier line, its extent, 29. 

frontier line, how support- 
ed and protected, 30. 

military affairs, 6th police 

battalion raised and disciplined, 

39. 

irregular levies gradually 

reduced, 34. 

expenditure for procuring 

intelligence, 36. 

— rifles their advantage in hill 
warfare, 37. 

light field batteries, 39. 

general character of the In- 
fantry and Cavalry, 39. 

the guide corps, 40. 

first Seikh local regiment, 

40. 

2d Seikh local infantry, 40. 

distribution of the Punjab 

Irregular force and organised 
police on the frontier, 223, 224. 

statement of the expense 

of the force under the Civil Au- 
thority for 1852, 225. 

ib. ib. for 1853, 226. 

statement of saving effect- 
ed annually by converting Scinde 
camel corps into a rifle Brigade, 

227. 

abstract returns of the 

castes and countries of the men 
of the Punjab Irregular forces, 

228. 

— ^ — report on criminal justice 
of the, 41 — 79. 

report on the police of the, 

41—56. 
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Punjab, strength and distribution 
of the Military police of the, In. 
Rec. No. vi., 41. 

■ >' — general duty of the Mili- 
tary police, 43. 

- - town duties why popular 

and how levied, 47. 

suppression of dacoity and 

gang robbery in, 50. 

- - thugs how disposed of, 51. 

- anti-infanticide movement, 

53. 

- — peaceable character and 

loyal conduct of the people of 
the, 50. 

penal statistics of the, 57 

—73. 

■ — value of property stolen 

and recovered, 05. 

■ - trials before the Board of 
Administration, 66. 

- sentences passed by the 

Criminal Courts, 66. 

criminal returns for 1852, 

1853, 57, 66, 67. 

trials and convictions, 72. 

result of trials before the 

Commissioners of Division and 
the Judicial Commissioners, 72. 

abstract of sentences pass- 
ed by Magistrates, 72. 

result of appeals, 72. 

penalties inflicted by na- 
tive officials, 73. 

> " recapitulation of the main 

points of the Criminal Adminis- 
tration, 73. 

its prison discipline, report 

on, 74—79. 

dutiable articles of the, 46. 

— ' " ■■■■ " ■ duties levied in the, 47. 

why town duties are popu- 
lar, 47. 

— effects of the disarming 
proclamation on the province of 
the, 48. 

relative tendency to crime 

of the sev^Aral divisions of the, 
49. 


Punjab, report on the civil justice 
of the. In. Rec. No. vi, 79 — 91. 
: — judicial statistics, their pre- 
paration, 79. 

judicial business during 

1852-53, 81—83. 

favourable points in the 

civil justice of the, 87. 

revenue report to end of 

1853, 92, 142. 

excise, stamps, and canal 

water rent, 142, 143. 

jageers and pensions, 143 

—145. 

operations of the regular 

settlement, 137 — 138. 

interior details, 139 — 142. 

jaghires and pensions re- 
port from 1852 to 1853, 143 — 
145. 

material improvements, 

UQ^lSl, 

miscellaneous improve- 
ments, 182 — 201. 

its finance, report on, 202 

—210. 

statement of revenue and 

expenditure of the Divisions 
under the Board of Administra- 
tion and the Chief Commis- 
sioner for the years 1851-52 
and 1852-53, 229, 230. 

tabular returns of revenue 

for 1852, 1853, 127—131. 

summary suits in 1852, 

1853 in the, 136. 

abstract of excise on drugs 

and spirits, 133. 

abstract returns of stamp 

duties, 134. 

abstract returns of com- 
mutation in lieu of service, 135. 
material improvements un- 
der Sir John Lavsrence during 
the years 1853, 1854, 147— 
182. 

improvements in canton- 
ments, forts and other military 
buildings, (1853-54,) 147 — 149. 
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Punjab, improvements in public 
edifices, works, 'ike., In. Rec. No. 
vi., 149-^153. 

• education down to 1854, 

report on, 182 — 184. 

account department, 141 — 

142. 

salt revenue, 143. 

salt mines, 154 — 157. 

ferries in 1854, 189. 

how ferries pay, 1 90. 

iron mines in 1854, 191. 

topographical surveys, 

191. 

— agricultural society, 192. 

arboriculture in, 1 85. 

tea cultivation in, 193 — 

195. 

sanataria in, 195. 

dak establishment in, 

196. 

dispensaries, 196 — 201. 

• churches in 1854, 201. 

financial report for 1854, 

202 — 210 . 

pension statement from 

1851 to 1854, 209. , 

progress effected in 1851, 

1852, 1853 and 1854, 211— 
219. 

financial statement of 1851 

—1854, 229, 230. 

population, census report in 

January 1855, In. Rec. No. xi., 
passim. 

political dependencies, 

their area, population and re- 
venue in 1855, 13. 

British possessions and po- 
litical dependencies, their area, 
population and annual revenue 
in 1855, 14. 

— * the most thickly and thin- 
ly peopled districts as by last 
census returns in 1855 compar- 
ed, 19, 20. * 

• chief city of the, 21. 

population of the cities of 

the, 21. 


Punjab, number of Hindoos in 
1855 in the, In. Rec. No. xi., 
22 . 

number of MaJiomedans in 

1855 in the, 22. 

statistical returns of land 

revenue, area, and population of 
the Independent States within 
the, 27. 

castes of the, 30. 

statistical returns of the 

land revenue, area, and popula- 
tion, 31. 

statement of the popula- 
tion, 32. 

classification of townships 

and villages, 33. 

report by Mr. R, Temple 

on the relations of the British 
Government with tribes on the 
North-West Frontier of the. In. 
Rec. No. xii., 1 — 63, 

map of the N. W. Frontier 

illustrating the British relation 
with the independent tribes of 
the, Frontispiece. 

illustrated sketch map, 2. 

independent tribes, 2. 

British tribes, 3. 

Kohistanees, 3. 

— Hussunzyes and black 
mountain, 4, 

Indus customs line, 4. 

— Messrs. Came and Tapp 

visit the Huzara border, 4. 
affair between the Hussun- 
zyes and Jehandad Khan, and a 
successful expedition against the 
former, 5, 

Judoons of Muhabun, 5. 

fanatic colony of Sitana : 

their bad character and conduct, 

6 . 

— - Boonere” or Bunoor 
country, 6. 

the Swat Valley, its people 

and Government, 7. 

Raneezye and Osmankheyl, 


8 . 
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Punjab, misconduct and hostility 
of Swat, In. Rec. No. xii., 8, 
9. 

' — attack on a detachment of 
Guides : Raneezyo pe6j>lo pro- 
mise reparation, y, 10. 

murder of the Britisli Teh- 

seeldar of Iljishtnuggur and suc- 
cessful expedition against Os- 
mankheyl, 10. 

successful expedition against 

Raneezye, 10. 

— submission of Raneezye, 

11 . 

deputation from Raneezye, 

11 . 

subsequent conduct of 

Swat, and postponement of ex- 
pedition against Swat, 12. 

the Ui^per or Hill Mo- 

munds, 12.“ 

Michnee, Punjpao and Pin- 

dee Alee Momunds, 1 3. 

misconduct of the Mo- 
munds, 13. 

— — operations against them, 

and tribute agreed upon, 14. 

murder of Lieutenant Bul- 

lenois, of the Engineers ; further 
misconduct of Michnee Mo- 
munds, and settlement of Mich- 
nee, 15. 

misconduct of Pindec Alee 

Momunds, 15. 

the Afreedee Hills ; cha- 
racter and power of the Afrec- 
dees, 16. 

KhyberPass Afreedees, 17. 

the Passes to Kohat ; po- 
licy of blockading them, 17. 

- — arrangements for the Ko- 

hat Pass, 18. 

— — causes of Afreedee outrages 
and moderate taxation of salt, 
18, 19. 

expedition to Kohat Pass 

under Napier, and further 
arraxi|^i^u<il0£ for Kohat Pass, 19, 
20 . 


Punjab, Jewakee. Afreedees; mur- 
der by them of Dr. Healey, In. 
Rec. No. xii., 20. 

disturbances in Kohat Pass, 

20 . 

the Bungush tribe comes 

forward, 21. 

final arrangement for the 

Kohat Pass, 21. 

conduct of the Jewakee 

Afreedees ; punishment of the 
Borce Afreedees, 22, 23. 

Busseekheyl Afreedees, 23. 

Sepahs and Buzotees, 23. 

Orukzyes, 24. 

misconduct of the Oruk- 

zyes ; punishment of the Raa- 
beuhkheyl Orukzyes, 24, 25. 

Zymoosht Afghans, 25. 

“ Toorees their miscon- 
duct, 25, 26. 

agreement broken by the 

Toorees ; arrangement regarding 
the Toorees, 26, 27. 

Wuzeerees, 27. 

character and habits of the 

Wuzeerees, of pastoral and agri- 
cultural pursuits of ditto, 28. 

Wuzeerees : cultivation in 

Bunnoo Valley, 28. 

hostile sections of Wuzee- 

reo tribe, 29. 

Cabulkheyl Wuzeerees and 

attack on Buhadoorkheyl salt 
mine, 29, 30. 

successful reprisals on Ca- 
bulkheyl Wuzeerees, 30. 

Omerzye Wuzeerees ; their 

' misconduct, and successful ex- 
pedition against them, 31, 32. 

Muhsood Wuzeerees, 32. 

Valley of Dour, 32. 

the Sheoranees ; their mis- 
conduct, and expedition against 
them, 33, 34. 

— Jii — Oshteranees, 35. 

boundary between Puthan 

and Beloch tribes, 35. 

plundering parties, 36. 
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I'linjab, interdict and embargo on 
olfending tribes, In. llcc. No.xii., 
30. 

service allowances to the 

chiefs, 30. 

Kusranees their miscon- 
duct, their attack on Dehra h ut- 
teh Khan and expedition against 
the Kusranees and subsecj[uent 
good conduct, 37, 38. 

the Bozdars ; their niiscoii- 

duct, 30. 

raids by the Bozdars and 

aiTangcmeiit with them, 30. 

tlie Kliutrans, 40. 

the Kosahs ; their good 

conduct, 41. 

the Lugharees ; their loyal 

behaviour, 43. 

the Goorchanees ; their 

petty depredations, 43, 43. 

the Lisharces ; raids by 

them, 43, 43. 

conterminous boundary of 

♦Sindh and the Punjab ; hills near 
the contines, 43, 44. 

* the Murrees; 43, 44. 

■ the Boogtccs, 43, 44, 

frontier Tribes in British 

Territory, 43, 44. 

Jehandadof Turiioulee ; fi- 
delity of Jehaiidad, 4o. 

— — the Byuds of Kaghan ; re- 
volt of Byuds put down, 45, 
40. 

other tribes of Huzara ; 

liberality of Government towards 
them, 40, 47. 

• the Eusufzyes ; their good 

conduct j Khuleels, 40, 47. 

• Momuiids of the Plains, 

48. 

the Biingush tribe ; Mee- 

ranzye Valley and expedition to 
Meeraiiifye, 48, 51). 

the Khuttuks, 48, 49. 

the Trans-Indus salt mines ; 

moderate rate of duty, 50. 

— fort at Biihadoorkhcyl, 50, 


Punjab, character and conduct of 
the Khuttuks, In. Ilec. No. xii,, 
50. 

tribes in the Dehra Ish- 

mael Khan district, 51. 

chiefs in the Dehra Ishmael 

Khan district, 51. 

tribes in tlie Dehra Ghazco 

Khan district, 53. 

tlie Muzarces, 52. 

strengtli of the indepen- 
dent tribes, 53. 

ditto of dependent tribes, 

53, 

number of troops employ- 
ed on the frontier, 51. 

summary of expeditions, 

54. 

general remarks, 55. 

cliaracter of the hill tribes ; 

their fanaticism, their [iredatory 
habits, their faiihlessness, their 
fierceness, their courage, and 
their merits, 55, 50. 

tJioir conduct towards the 

Britisli Govennnent, 55, 50. 

conduct of the Britisli Go- 

vcriiimmt towards them ; its for- 
bearance and its friendly de- 
meanor, 57. 

impolicy of black mail, 58. 

coercive measures, 58. 

ix'prisals, 59. 

embargo and interdict, 59. 

practicability of successful 

expeditions into the Hills, 59. 
policy of expeditions ; rea- 
son for destroying villages ; 
houses and grain of the enemy 
nut to be spared, GO. 

effects of the expeditions ; 

deterring influence, 61. 

reasons why expeditions 

are absolutely necessary and in- 
sufhcieucy of defensive measures, 
01,02. 

eventual saving of life and 

Ijroperty effectod by expeditious, 

02 , 
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Paiyab, final argument for expedi- 
tions, In. Kec. No. xii., 63. 

- report by Major Rejmell 

Taylor on the frontier tribes 
of Dcrah Ishmael Khan, 67 — 
176. 

— - general remarks on the 

Border tribes, 68. 

their strength, power of in- 
juring us, (fee., 09. 

difficulty of making the 

men of the plains assist Govern- 
ment in protecting the frontier 
line, 71. 

- our mode of holding a 

frontier district contrasted with 
that usually adopted by a native 
Government, 72. 

— — general treatment of the 
border tribes, 77. 

the Wuzeerec tribe on the 

Bunnoo border, 84. 

general conduct of the 

various sections of the tribe, 
since our occupation of the val- 
ley, 91. 

— — salt mines as bearing on 
Wuzeeree politics, 100. 

the Khuttucks of Luttum- 

miirand Baliadoor Khail, 102, 

the Munjaic Nusruttce and 

Sheiiwa Khuttucks, 104. 

— relations of the Wuzecrees 

and Khuttucks, 106. 

Wuzeerec cultivation on 

the Thul, 107. 

— " " - Wuzeeree cultivation in the 

Tuppahs, 1 08. 

settlements of the Bukkee 

Khail and Janee Khail, 108. 

tribute of doomb^s, 108. 

outposts of Bunnoo, 109. 

village defences, 111. 

Bunnoochees as a class, 

112 . 

influential mullicks and 

men, 114, 

— - claims of immunity on 
Royal sunnuds, 121. 


Timjab, new cultivation on the 
Nar lands, In, Bee. No. xii., 
123. 

— Murwut, 124. 

influential men, 124. 

Byuds and religious classes 

of Murwut, 128, 

village of Drukkah, 133. 

the Bain or Mullezye pass, 

135. 

i30st at Amankhail, 136. 

Ksakhail, 136. 

Mahomed Khan and fami- 
ly, 136. 

Shere Khan, 138. 

settlement, N uzzuranah, 

ifec., 139. 

Alum pits, 139. 

Chichalee pass, 140. 

Meerbiliroe or ferry toll, 

141. 

gold washing, 141, 

iiala Bagh, 142. 

Bungee Khail, 142. 

Pezoo pass and Shaikh 

Buddeen, 143. 

border tribes of the ela- 

quahs south of the Fezoo pass, 

144. 

Meanees and Buttunnees, 

145. 

Sheoranees, 146. 

son of Gholam Alice IQian, 

146. 

Shahzad Nassur, 147. 

Usteranahs, 148. 

Kusseranees, 148. 

Fowinduh merchants, 

IflO. 

various classes in the dis- 
trict, 154. 

Nowab of Derah, 154. 

Shah Newaz Khan of 

nnk, 157. 

Alice Khan of Tukwarrah, 

157. 

Khyssore family, 158, 

— - intelligence, spies, <fec., 

163. 
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Punjab, police force, horse and foot, 
In, Kec. No. xii., 165. 

ccport on the ilax opera- 
tions of the year 1855, In. Ilec. 

' 'No. XV., 75—94. 

the effect of the steps to 

introduce linseed cultivation, 
82—176. 

> quantity of land taken up 

with linseed in 1853-54, 1854- 
55, 76, 77. 

prices for 1855 of linseed, 

78. 

report on the administra- 
tion from 1854 to 1856 inclu- 
sive, In. Kec. No. xviii., pas- 
sim. 

sketch map illustrating the 

British possessions and politi- 
cal dependencies in the, Fron- 
tispiece. 

machinery of administra- 
tion of the, 3. 

civil justice of the Punjab, 

report on, 4 — 7. 

criminal justice ib. ib., 8 

—14. 

police ib,, 14 — 18. 

jails ib., 18 — 21. 

land tax ib., 21 — 32. 

customs, excise and opium 

of, 32—35. 

- - salt revenue, 35. 

mines, 37. 

stamp revenue, 39. 

post office revenue, 39. 

canal water rent, 39. 

tribute, 40. 

education of the, 40 — 

45. 

statistics of existing schools, 

42. 

— education, English and Ver- 
nacular, 45. 

' - public works, 45 — 46. 

roads and bridges, 46 — 

51. 

railroad, report on, 51 — 

58. 


Puiyab, canals and irrigation. In. 

Ilec. No, xviii., 58 — 62, 

military works and bar- 
racks, 62 — 66. 

post office, report on its 

management, ^c., 67 — 69. 

— Electric Telegraph, 69-— 

71. 

inland navigation, 71. 

Indus flotilla, 73, 

traffic by steamers, 74. 

report on the finances from 

1851—1856 inclusive 76—81. 
report on ecclesiastical mat- 
ters, 81 — 84. 

repoit on the political re- 
lations of the, 84 — 93. 

military report from 1854 

to 1856 inclusive, 94 — 99. 

population according to 

census of 1855, 99. 

statistics of the British 

possessions according to this 
census, 100. 

statistics of political de- 
pendencies, 101. 

average density of popula- 
tion, 101. 

chief cities of the Punjab, 

102 . 

Mahomedans and Hindoos, 

their respective numbers in the, 

102 . 

emigration from the, 

103. 

agriculture of the, 104. 

forests and ai*boriculture of 

the, 106. 

mining operations in the, 

1Q8. 

surveys of the Punjab, Juno 

1854, 110. 

conservancy report. 111. 

vaccination, dispensaries, 

hospitals, 114. 

examinations for civil offi- 
cers, 115. 

resume of contents, 115 — 

118. 
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Punjab, correspondence relating to 
the, In, Rec. No. xviii,, Addenda. 

administration from 1855, 

June to October 1855, xiv. — 

XXV. 

the entire actufJl cost of 

the troops under arms from May 
1855 to April 1856 in the, 8 — ^9. 

sketch map illustrating 

iron mines, 104. 

sketch map illustrating the 

proposed line of railway in the, 
50. 

sketch map illustrating the 

roads, canals and public works 
in the, 45. 

finance statement from 

1853 to 1856 of the, App. 1. ii. 

— V. 

expenditure and notice of ' 

principal works carried on during 
1854-55 in the, In. Rec. No. 
xiii., 17. 

names of officers of public 

works department commended, 

20 . 

tabular view of expen- 
diture on public works in, 44. 

remarks of Lieutenant Co- 
lonel R, Napier in the progress ) 
report for 1854-55, 57. 

- — — report on agriculture in 
the Rechna Doab, Scl. Cor. of 
Punjab Admn. vol. ii. Part viiL, 
63. ‘ 

— - report on the canjils in the 

Mooltan district, Sel. Cor. of 
Punjab Admn. vol. i. Part i., 1. 

report on the Mozufiurgurli 

settlement, 1 3. 

- — - report . on the' Kangra 

system of measurement for land 
assessment, 25. 

— ■ ■ '■ report on the Khuttuks of 
the Teree country, 39. 

report on the Eastern IQiut- 
tuks, 61. 

abstract shewing the in- 
come, expenditure and available 


balance for 1854-55 of the local 
funds, Sel. Cor. of Punjab Admn. 
vol. iii. No. ii. App. 1, ‘ 

Punjab, classified statement of ex- 
penditure incurred from the 
cal funds in 1854-55, App, 2. 

statement of buildings and 

other works completed within 
the territory in 1854-55, Apj). 3. 
statement of roads survey- 
ed in 1854-55, App. 4. 

statement of ferries con- 
structed in 1854-55, App. 5. 

statement of trees reared in 

1854-55, App. 6. 

report by Lieutenant Tre- 

menhere on the state of agricul- 
ture in 1853 in the, Sel. Cor. of 
Punjab Admn. vol. i. No. iv., 
191. 

report on Thuggee in the, 

237. 

new method of tracing 

boundaries of villages in the, 
Sel. Cor. of Punjab Admn, voL 
i. Part ii., 71. 

repoit by Mr. Brereton on 

the coiners of the, 81. 

summary settlement of 

Hushtnugur, 91. 

report on the Tirnee tax 

of Jhung, 103. 

report on the town duties 

of the, 113. 

report on the new system 

of field measurement in the, Sel. 
Cor. of Punjab Admn. vol. i. 
Part iii., 126. 

report by Mr. R. Mont- 
gomery on female infanticide, 
Sel. Cor. of Punjab Admn. vol. 
i. Part vi., passim. 

report by Major Edwardes 

on female infanticide in the, 47 3.. 

report by the Commissioner 

of the Trans-Sutlej States on 
female infanticide in the, 499. 

report by Dr. Jameson on 

tea cultivation in the, Sel. Cor. 



I 2Cl ] 


of Punjab Admn. vol. i. Part v., 
295. 

Punjab, report by Mr. D. McLeod, 
the Commissioner of the Trans- 
Sutlej States on tea cultivation, 
Sel. Cor. of Punjab Admn. vol. 
i. Part V., 334. 

report on the Eusoofzye 

district by Lieutenant H. Lums- 
den dated 1853, 352. 

— : repoi*t on the imgation of 

the Gugur and Sursooteee, Sel. 
Cor. of Punjab Admn. vol. ii. 
Part xi., 383. 

* — memo, on the manufacture 

of tar, Sel. Cor. of Punjab Admn. 
vol. ii. Partx., 249. 

report on the geological 

structure of the Salt range and 
its mineral wealth with maps 
and sections, 255. 

• supplementary papers on 

the crime of infanticide, Sel. 
Cor. of Punjab Admn. vol. ii. 
Part ix., 161—200. 

report dated^ 1854 on the 

^ ower Derajat frontier, Sel. Cor. 
Punjab Admn. vol. iii. Part 
202 . 

report on the improve- 
ments effected in 1854-55 
throughout the, Sel. Cor. of 
Punjab Admn. vol. iii. No. ii., 
nassim. 

survey of the Nortliem 

frontier, Sel. Cor. of Punjab 
Admn. vol. ii. Part xii., 471. 

— native presses, reports for 

1850, ’51, ’52 on the, N. W, 
P. Rec. Part xvi., 270, 284, 
304. 

Purla Kimedy, report on the dis- 
turbances in, Mad. Govt. Kec. 
No, xxiv. vol. i., passim. 

— ■ report, in 1834, vol. i., 

104. 

a sketch of its history, 

government, extent, boundaries, 

1 — 3 . 


Purla Kimedy, origin progress and 
eventual suppression of the re- 
bellion of Guzzaputty Deo, 1798 
— 1800, Mad. llec. No. xxiv., 
vol. i., 3 — 11. 

disturbances of the Bissoyes 

at the end of 1814, 13 — 15. 

first interview with the Bis- 
soyes, 15 — 19. 

fresh disturbances and the 

execution of Doogarauze Deo, 19 
—24. 

extract from Mr. Thac- 
keray’s report in 1819, 25 — 
27. 

the management of affairs 

under Mr. Bird, 27, 28. 

continued disturbances the 

Zemindarry made over to the 
Rajah in 1822, 29, 30. 

the estate placed under the 

Court of Wards 1830, 30—36. 

Mr. Eden ai>p()inted Col- 
lector in 1831, his proceedings, 
30—40. 

Mr. Ogilvie assumes charge 

of Collectorate in 1832, his pro- 
ceedings, 40 — 43. 

appointment of Mr. Rus- 
sell as Commissioner in 1832, 
state of the public feeling, 43 — 
46. 

Commissioner’s visit to 

Masulipatam and return to Kime- 
dy, 52. 

rash procedure of Major 

Baxter, 52, 53. 

— great . disturbances in the 

eastern part of the zemindarry, 
54 — 66. 

exploration of the Jeypoor 

country, 66. 

the disturbances quelled, 

66—74. 

description of the reduced 

country ; measures for clearing 
the jungles, 74 — 77. 

revenue and physical as- 
pect of the zemindarry, 78. 
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Purla Kiinedy, the collections and 
charges, Mad. llec. No. xxiv. 
vol, i., 79. 

suggestions for the future 

administration of the country, 
81. 

allowance assigned to Ra- 
jah, 82. 

— — pay to be allowed to the 
manager, 83. 

— — arrangements suggested for 
enabling the people to guard 
themselves against the inroads of 
the Sourahs, 88. 

— grants of land to certain 

persons who have assisted the 
Government, 89, 90. 

■ ■ favourable change in the 

feelings of the Bissoyea and 
Doratamuns, 90, 91. 

— settlement with the ryots, 

92. 

most advisable course to 

be pursued in order to realize 
revenue from the hill zemindars, 
92—102. 

praiseworthy conduct of Na- 

rasing Row, 103. 

praiseworthy conduct of the 

troops, 104. 

list of prisoners sent to 

trial at Chicacole, App. I. 

— list of prisoners tried by 

Court Martial for taking part in 
disturbances, App. 2, v. 

list of posts and their climate 

occupied at different times, App. 
3, viii, 

report on the boundaries, 

rivers, hill forts and routes to 
the liill forts of, App. 4, ix. — 
xix. 

• list of Bissoye villages, 

taken possession of by the troops, 
Ajip, 5, XX. 

list of old Doratamuns, 

App. 6, xxL 

ib. ib. forfeited by re- 
bellion, App. 7, xxii, 


Purla Kimedy, list of new Mocas- 
sahs. Mad. Rec. No. xxiv. vol. i., 
App. 8, xxiil 

general abstract of the 

Doratamuns and Mocassah vil- 
lages, App. 9, XXV. 

order of Government up- 
on the foregoing report, App. 
xxvi 

Pussewah a fluid drained from crude 
opium, Ben. Rec. No. i., 2G. 

Puthan tribes bordering on Pesha- 
wur, report on the, Sel. Coj\ of 
Punjab Admn. vol. 1, Part 5, 
360. 

genealogical tree of the, 

App. A. 

Putterghatta Nuddy, the difiiculty 
it presents to E. I. Railway, In. 
Rec. No. i., 99. 

Puttiala estates and its copartners, 
arbitration between, In. Rec, 
No. ii., 166-— 168. 

its conduct towards the 

Chahamurrees, 167 

Putwarees in Cuttack, Ben, Rec. 
No. iii., 39. 

of the Baree Doab, instruc- 
tions regarding the field mea- 
surements of the, Sel, Cor. of 
Punjab Admn. vol. i. Part iii., 
156. 

appointment of Kachoos, 

156. 

the division of the village 

into chuks, 157. 

the mendbust system of 

measurement,* 157. 

of roads, nullahs, &c., 

159. 

of lands occupied by wells, 

159. 

of village sites, 152. 

of lands near Abadee, 

16(5. 

of land on the banks of a 

river, 160. 

of villages subject to inun- 
dations, 160, 
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Putwarees, of Nuzool lands, Sel. 
Cor. of Punjab Admn. vol. i. 
Part iii., 160, 169. 

of marshy lands and of 

Khottul lands, 161. 

arrangement for the divi- 
sion of labour, 162. 

- rules regarding entry of 

undisputed joint holding, 165. 

of fields held in common 

by whole village, 165, 169. 

of fields held on deed of 

sale or mortgage, 166. 

of property of persons ab- 
sconded, 166. 

• of property of absentees, 

166. 

- of coparcenary, 166. 

rules regarding entries of 

disputed properties, 166. 

partition of estates at time 

of survey, 167. 

of registration of free re- 
venue fields, 167. 

— cultivators how entered, 

168. 

instructions regarding dis- 
puted cultivation, 169. 

quality of soil, 170. 

description of produce, 171. 

— instructioiis regarding the 

field map, 173. 

instructions regarding the 

Khuteonee, 176. 


Q 

Quarries and roads of the North 
West, report in 1841 ou the 
North West Provinces, Rec. vol. 
ii., 146. 

__ — at Rooplass report upon 
the, 147. 

map exhibiting them for 

the Agra Division, 149. 

— — in the district of Agra, 
report by Mr. P. B. Reid, dated 
1846 on the, 17^^. 


* Quarries locality and number of 
' quarries in the Agra district, 
N. W. P. Rec. vol. ii., 178. 

zemindars connection with, 

179. 

' quarry land how recorded 

at settlement, 179. 

I in Pergunnah Futtehpore, 

report on the, 180. 

report on the Bhurtporo, 

181. 

report on the Surheindec, 

182. 

in Mirzapore, report by 

Mr. W. Money on the, 183. 

report on the quarries iu 

Allahabad, 187. 

register of stone quarries in 

the Banda district, 191. 

register of iron mines in 

the Banda district, 193. 

description of the speci- 
mens of stone common in Agra, 
Allahabad, Banda and Mirza- 
pore, 194. 

Quedah, an iiccount of its condi- 
tion in 1790, Mad. Rec. No. 
xix., 47, 63. 

number of the rivers, 47. 

injustice of the Bengal Go- 
vernment towards the King of, 
61. 

Qusbah Sukrawah. proprietary 
rights in, N. W. P. Rec. vol. i., 
90. 


R 

Radhunpoor pergunnah, report sub- 
mitted to Government in 1854, 
Bom. Rec. No. xxv,, 102. 

— - state, report on fortified 
places, 425. 

its history and connection 

with British down to 1853, 25, 
64. 

history of the reigning 

family, 26, 66. 
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Radhunpoor pergunnali, extent and 
boundaries^ climate and soil^ 
Bom. Rec. No. xicv., 27 , 66. 

rivers and roads, popula- 
tion and language, 27, 28, 66. 
— — revenue, native force and 
police, 29, 66. 

- — * — treaty with the Quekwar, 
30. 

treaty with the Hon’ble 

East India Company, 31. 

Raie copper mine, report on. In. 
Rec. No. xvii., 64. 

lead mine, report on, 74. 

Raigurh topographic report on, 
Ben. Rec. No. xxiii., 176. 

people of, 177. 

forests of districts ofj 178. 

ornithology of, 179. 

— meteorological phenomena 

of, 179. 

diseases prevalent in, 180. 

general productive resour- 
ces, 182. 

Railway E. I. report in 1856 on pro- 
gress of, In. Rec. No. xiii., 35. 

report on progress of great 

Indian Peninsular, 80. 

in Bengal papers relative 

to the. In. Rec. No. i., passim. 

report on, by Mr. F. W. 

Simms, the Consulting Engineer, 
1—27. 

the ultimate object to be 

attained by the, 2, 4. 

tabular statements shewing 

distances of places on the direct 
route and the river route of the 
proposed, 2 — 3. 

what the capital is to be, 

* ■ where it is to commence, 
4. 

of how many lilies of rails 

it is to be, 4. 

— what is to be the weight of 

the rails, 4. 

the narrow guage is to be 

empioyod, 4. 


Railway in Bengal, report on the 
Bogwangola line of, In. Rec. No. 
i., 4. 

why the line must stai-t 

from Howrah and take the right 
bank of the river, 4. 

the river Matabangha dif- 
ficult to be crossed, 5. 

no permanent ground on 

the left bank for a terminus, 5. 
evaporation of the Bogwan- 
gola project, 5. 

to Rajmehal report on, 6. 

to Rajmehal is i)racticable,6. 

why originally proposed, 6. 

the best site for a Termi- 
nus at Calcutta considered, 6. 

the disadvantage of a steam 

ferry in the place of a bridge 
across the, 7. 

impossibility of Terminus 

being in the town of Calcutta, 7. 

Howrah the most suitable 

locality for terminus, 8. 

— i the Soane miglit be crossed 

by means of steam ferry, 8. 

on the breadth of guage 

most suitable for, 9. 

the wider guage recom- 
mended for adoption, 10. 

the additional outlay of 

capital trifling, 11. 

on the permanent way of 

the, 11. 

heavy rails should be 

adopted, 11. 

tabular view of saving on 

the first cost per mile by adopt- 
ing the lighter rails in, 11 — 12. 

in Bengal, estimated cost 

of a double and single line of 
rails, 13. 

table shewing the increase 

of. estimates upon an increase in 
the price of a ton of iron, 15. 
estimate of items of expen- 
diture for management of, 16. 

estimates how arrived at, 

16. 
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Railway in Bengal, plan of line to 
Rajmalial and Raneegunge, In. 
Rec. No. i„ 17. 

.8xperini.cntal line its extent 

and route with the given cai)i- 
tal, 17. 

how many miles of railway 

commencing at Howrah can be 
constructed with a capital of 
£950,000, 17. 

report on a single line of, 

18. 

the saving on single line 

amounts to £3,564 per mile, 18. 

estimates for a single line, 

19. 

j)roposal of a line partly 

single and partly double, 19. 

comparison of the jn'obable 

trafiic on the two proposed ex- 
perimental lines, 19— -23. 

probable trafiic on the route 

towarcl^ Rajmahal, 22. 

probable traffic on the di- 
rect line, 20. 

a third site for experiinen- | 

tal line ])ointed out,* 23. 

suggestions on the Goveni- 

ment supervision and control of, 
25. 

summary of the recommen- 
dations made in the foregoing re- 
port of the Consulting Engineer, 

27. 

line from Calcutta to coal 

mines would be remunerative, 

28. 

statement of road tmffic 

between Bind wan and Muggra, 
29. 

abstract of traffic on the 

Grand Trunk Road, 31. 

Major Kennedy’s report on, 

33—61. 

" monthly reports with ab- 
stract of accounts recommended, 
33. 

Engineer’s Department, Ac- 
count Department and Cashier’s 

Hh 


' Department should be separate, 
In. Rec. No. i., 34. 

Railway in Bengal, forms of ana- 
lytic records for construction and 
working lines recommended, 35., 

tb c monthly accounts should 

be audited immediately, 35. 
authorized indent of esti- 
mate essential before expendi- 
ture, 35. 

the experimental line should 

not have been commenced in the 
low country of Bengal, 36. 

precautions necessary to 

avert danger from inundations, 
3G~39. 

Calcutta to the collieries 

should be only a single line, 40. 

• further extension of the 

line should be determined on at 
once, 40. 

comparison of the Shergot- 

tcc and Ganges line, 41. 

Ganges line rich in traffic, 

41. 

comparison of tractive pow- 
er necessary for Ganges and Hill 
line respectively, 42. 

cost of freight on hill line 

* double that on Ganges line, 43. 
comparative estimates for 

construction on both lines, 43. 
engineers should so con- 
struct lines that powers of engine 
go to haul the largest load and not 
contend against inclines, 44. 

tabular view of rise on the 

Hill and Ganges line, 44. 

regulating incline on the, 

44. 

smallest annual working ex- 
penses, 45. 

Ganges line runs about 200 

miles in the direction of the Cal- 
cutta sanatarium, 45. 

the evil of heavy gradients, 

46. 

what advantages India 

possesses for, 46, 
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Railway in Bengal, comparison of 
cost and labour in India and in 
England, In. Rec. No, i., 47. 

—— — the future average for care- 

• fully constructed railways in In- 
dia about c£o,U00 a mile, 47. 

— contracts should bo let in 

small lots, 47. 

native mechanics available 

for repair of engines itc. at one- 
sixth of the wages of the JCnglisli 
mechanic, 40. 

• training of native surveyors 

and levellers required, 40. 

advantages of employing 

natives, 50. 

two broad principles neces- 

sar}^ to ensure economy in, 51. 

when inclines are indispen- 
sable they should be very short 
and alternated with level plains, 
51. 

— stations should approach 

on cither side by a slight ascend ^ 
ing incline, 52. 

- — evils of proceeding to make 

contracts before completion of 
preliminary forms in defining 
lands, 54. ^ 

specifications for future 

works may be made so as to se- 
cure a considerable saving, 55. 

excavation for supply of 

fillings should bo furnished by 
forming tanks instead of con- 
tinued drains, 55. 

the cost of frontage for 

terminus at Howrah excessive, 
55. 

a plan of Howrah wanted, 

57. 

Government property at 

Salt Gholas might be made to 
answer for both terminus and 
Sait stores, 57. 

approach to Howrah ter- 
minus, 57# 

— much better under the con- 

trol of Government and of a Com- 


pany than under either separate- 
ly, In. Rec. No. i., 59. 

Railway in Bengal, sketch explana- 
tory of the direct hill route and 
the Ganges route in the selection 
of the line of, G3. 

• estimated number of miles 

of railway and their cost in ei- 
ther route, 03. 

mileage cost per annum, 

04. 

' — plan accompanying specifi- 
cation for contracts, 04. 

sketch, explanatory of ques- 
tions relating to site of terminus 
for, 05. 

report from Mr. Geo. Turn- 

bull dated 3i d January 1851, re- 
lative to extension from Pundoo- 
ah to Rajmahal, 00. 

— - — plan of portion of line be- 
tween Howrah and Pundooah, 08. 

cost estimated average 

of £10,000 a mile, single line 
#*st laid, 7 2. 

plan shewing the junction 

of Bombay and Bengal lines, 72. 

statement of its capital, 73. 

report by Mr. Geo. Turnbull 

relative on the comparative merits 
of the Ganges and Hill routes 
for the, 74 — 82. . 

the crossing of the Soane, 

75. 

route for line as proposed 

by Mr. Geo. Turnbull, 7 0. 

the Adjai river, 77. 

selection of the line about 

Rajmahal will require care, 7 8. 
the character of the coun- 
try at Colgong, 78. 

its direction after leaving 

Monghyr, 78. 

^ — distance of Patna- from 

Ocilcutta, 79. 

the reason why the Soane 

is narrower at its confluence 
with the Ganges, 79. 

advantage of constructing 



tlie East Indian railway and tlie 
Bombay railway along the beds 
of the Ganges and Taptce, In. 
llec. No. i,, 8:2, 

Railway in Bengal, report from Mjw- 
jor Kennedy as to the comparative 
merits of the Ganges and direct 
route, 83 — 88, 

how the rivers Soane and 

Jumna should be made passable, 
80, 87. 

— — - wide guage preferable for, 

87. 

sketch sheAving direction of 

East Indian railway and its ex- 
tension to Raj in aha], 88. 

report on the line to Ranee- 

gunge, 88. 

report on tlie river route, 

00. 

— report on tlie route skirting 

the lulls, 00. 

comparative length of the 

two routes, 01. 

route through the Daintmi- 

koh proposed by Qaptain Eher- 
will, 01. 

viaducts over the principal 

rivers, 02 . 

probable cost of the Raj- j 

mahal extension lino, 02 . j 

report on the Raj mahal | 

extension pointing out the iia- j 
tiirc of the country to be travers- j 
ed, the rivers to be crossed, 95 
--- 102 . 

— East Indian, clearing of cen- 

tre line, Ben, Rec. No. iv., 5. 

^ adjustment of claims to 

land required for, 13. 

estimate of cost of land 

and property taken for, App. M. 

return of land taken for, 

App. vii. D. 

cost of land tStc. taken for, 

37. 

— nature of claims to com- 
pensation for land, 24. 

Mr, Lushington’s report on 

nil 2 


})rocecdii]gs in taking land Ac., 
Ben. Rec. No. iv., passim. 

! Railway, East Indian, direction of 
the line and nature of the country 
passed over, 3. 

brcadtli of land required 

for, 7. 

Great Indian Peninsular, 

survey of the country for N. 
E. extension, Bom. Rec. No. 
xix., 1. 

map of the survey, 1. 

report of the country from 

Muiimar to Jubbulpore, 1 — 
42. 

— estimate for single line be- 

tween Munmar and Wasiiidree, 

3. 

line between Wangoor and 

Taptee rivers, 6. 

line from Boorhanpore to 

Charwar, 8. 

line from the Towa, 1 0. 

the crossing the Nerbudda, 

11 . 

considerable works on the 

line between Thull Ghat and 
Jubbulpore, 13. 

the Iiihyadree and Sat- 

poora ranges, 13. 

the trahic on the Agra and 

Bombay road, 14. 

btateiueiit of trade at Jub- 
bulpore, 14. 

abstract estimate of a sin- 
gle line from Wasiiidree to Jub- 
bulpore, 16. 

* — abstract with provision for 

a complete double line, 17. 

cost of a line of permanent 

way upon the several sections of 
the extension, 18. 

comparative merits of the 

Taptee and Thull Gh^t lines, 
18—29. 

the eligibility of the Thull 

Ghat to all other passes of the 
Inhyadree range, 29 — 32. 

■ — comparison of the Thull 
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Ghat and Dewandec inclines, 
Bom. Rec» No, xix., 32. 

Railway, Great Indian Peninsular, 
return of traffic on the Boorhan- 
pore and Indore road, 34. 

return on the Agra and 

Bombay road, 35. 

— tables of gradients and 

curves on the N. E. extension 
from Jubbulpore to Munmar, 37. 

— report on the line from 

Jubbulpore to Mirzapore and 
Allahabad, 43. 

— ■ " principal stations along the 

line, 45. 

— the Hutta incline, 47. 

estimate for the Hutta in- 
cline, 49. 

abstract statement of a sin- 
gle line from Wasindree to Mir- 
zapore with provision for a 
dout)le line, 52. 

statement of traffic across 

Bulwa Ghat Ferry, 58. 

table^jf gradients and 

curves in the N. E. extension 
from Jubbulpore to Mirzapore, 
59— Gl. 

Mtulras, rejiort on the de- 
partment, Mad. Rail. Report for 
1853, passim. 

— first contract of the Mad- 

ras Company with Hon’ble E. I. 
Company, 1. 

— — report of Mr. T. Pears, 1 — 

G. 

how far completed, 1. 

divided into the districts, 

1 . 

> estimate for these two dis- 

tricts, 1, 2/ 

■> cost for earthwork in Mad- 

ras, 3. 

— cost fbr brickwork in Mad- 

ras, 3. 

— cost of Cortilliaur bridge, 

3. 

maximum number of la- 
bourers employed on, 3. 


Railway, Madras, contract for sleep- 
ers, Mad. Rail. Rept. for 1853, 3. 
new contract of the Com- 
pany with Indian Government, 4. 
-• what may be used for sleep- 

ers, 4. 

survey for continuation of 

line, 5. 

line from Madras to Bel- 
lary practicable, 5. 

estimate of expenses on line 

of Cuddapah and Bellary, G. 
the report of Mr. A. Ro- 
berts, 7. 

survey of line from Vada* 

toor to Balapilly, 8. 

- — rough sketch of the Mad- 

ras and Cuddapah line, 9. 

survey between Cuddapah 

and Bellary, 10. 

observations of compara- 
tive levels between Vadatoor and 
Balapilly, 10. 

sketch of line between Cud- 
dapah and Bellary, 10. 

comparative levels between 

Cuddapah and Royal cheroo, 1 2. 

survey of line between 

Royal cheroo and Bellary, 12. 

sketch of line between 

Royal cheroo and Cuddapah, 12. 

difficulties of line between 

Royal cheroo and Bellary, 13. 

comparative levels between 

Royal cheroo and Bellary, 13. 
sketch of line between Bel- 
lary and Copul, 14. 

survey for line between 

Bellary and Copul, 15. * 

report of Chief Engineer, 

20 . 

plan of new trace of the 

Doorenal pass, 20. 

plan shewing levels of 

country between Cazepett and the 
Doorenal pass, 20. 

report of the Chief Engi- 
neer to directors of the Madras, 
22 . 
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Railway, Madras, engineering pros- 
pects and requirements, Mad. 
Rail. Kept, for 1853, 22. 

system adopted in con- 
structing earthworks of, 23. 

brickworks of, 23. 

brick-making, 24. 

effects of monsoon, 24. 

stations, 24, 42. 

course of line, 25. 

Moroor pass, 25. 

— Palar river, 25. 

■ - line via CcJroor, 25. 

lino l^om Coimbatore to 

West coast, 27—104. 

— ■ ' Ponany, 27. 

Beypoor, 27. 

Cochin, 28. 

Mysore, 28. 

line from Bangalore to Bel- 
lary, 28. 

»- — Cuddapah lino, 29 — 104, 

main line, 29. 

average, up to December 

1853, of work done shewing 
cost, 29, 30. 

report of Mr. E. Smalley 

on, 31. 

engineering department, 

shewing expenditure on, ^3 — 35. 
reports of Consulting En- 
gineer, 36, 37, 41—43, 46, 47. 

■ probable rates of pay of of- 

ficers of, 37. 

advantages of line through 

Cuddapah district, 40. 

— — Engineer’s department most 
frequent occasions of intercourse 
with the natives, 44. 

- list of country and other 

woods which appear likely to an- 
swer well for sleepers, 48. 

tenders for supply of sleep- 
ers, 51, 58—60. 

observations of Chief En- 
gineer on tenders for supply of 
sleepers, 52. 

— transfer of Government 

stock for sleepers, 52, 53, 


Railway, Madra?, extract from mi- 
nutes of consultation, Mad. Rail. 
Rept, for 1853, 53. 

appointment of Agent for 

procuring Saul at Ciittack, 54. 

observations of Consulting 

Engineer on sleepers for, 55. 

wood from Australia for 

sleepers, 56. 

tender for Iron casting by 

Porto Novo Iron Company, 61 — 
67. 

estimate of expenditure of 

line from Memil to Palmanair, 
67. 

different descriptions of 

land traversed by Hne from 
Memil to Paluiaiiair, 69. 

amount and value of land 

required for line from Memil to 
Palmanair, 69. 

college should be establish- 
ed for educating natives for the, 
70—83. 

inspectors of works, 83 — 85. 

— ' — • — servants necessary for Re- 
sident Engineers, 85 — 90. 

Inspectors of works, horse 

allowance for, 90 — 96. 

Clerk for Chief Resident 

Engineer, 97 — 100. 

present establishment at- 
tached to Resident Engineer, 
100—103. 

increase of capital permit- 
ted, 104. 

survey of line through 

Coimbatore to West Codit, 104. 

rails and chairs, 105. 

medical attendance, 105. 

extent of district for each 

Engineer, 107. 

report by Consulting En^ 

gineer, 106. 

feasibility of branch to 

Bangalore, 108, 109. 

weight of rails, 109. 

preservative against rust 

of rails, 109. 



Bail way, Madras, shape of sleepers. 
Mad. Bail. Kept, lor 1853,100. 

how much ready, 110. 

extracts from minutes of 

consultation, 1 1 1 — 1 1 8. 

Inspector of works stipend, 

113. 

■ letter 221 from Agent on 

increasing the staff of Chief Kesi- 
dent Engineer, 112. 

■ letters from Chief Engi- 

neer, 114, 115. 

observations on letter 221 

from Agent by Consulting Engi- 
neer, 110. 

expenditure during the 

ni'Uith of May 1853, 120. 
Engineer’s dopartincnt, ex- 
penses for June 1853, 122. 

observations on expenses 
of Engineer Department by Con- 
sulting Engineer, 123, 

rules to be observed in pre- 
paring accounts for, 120. 

progress report shewing 

amount of work done from com- 
mencement up to 31st July 1853, 
131. 

observations on the forego- 
ing by Consulting Engineer, 133. 

■ - accounts of Engineer’s de- 

partment for month of July 
1853, 133. 

progress report by Chief 

Engineer, 135. 

observation on progress re- 
port by Consulting Engineer, 1 3G. 
—•Engineer’s department con- 
tingent expenses, 137 — 13D. 
ib. during August 1853, 

141. 

observations on the con- 
tingent expenses by the Consult- 
ing Engineer, 140. 

expenditure on Bungalows, 

142 . 

— — — construction accounts for 
August 1853, 143-~148. 

observations on construc- 


tion accounts for August 1853, 
by Consulting Engineer, Mad. 
Bail. Bept. for 1853, 148, 
Bailway, Madras, whole expenses 
for August 1853, 150. 

propriety of, executing 

works by contract, 151 — 154. 

special expenses on account 

ofdistrict,(l) 155,158, 160,161. 
district (1) general direc- 
tion of line in, 156, 

works of masonry in, 156. 

balhkstifig, 156 — 161. 

observatioi* of Consulting 

Engineer on the above, 161. 

estimate of expenses on 

district 1 Sect, ii., 155 — 163. 

JinesL which are likely to 

have the preference, 164. 

employment of head shrolf, 

166. 

difliculty of providing for 

disbursements, 168. 

plan foi’ providing for dis- 
bursements, 169. 

observations of Consulting 

Engineer on the same, 170. 
report by Accountant Ge- 
neral on best means of placing 
fundi^ at the disposal of the exe- 
cutive officers, 171, 

adoption of this jdan by 

Government, 175. 

observations by Consulting 

Engineer on best means for plac- 
ing funds at disposal of executive 
officers, 177. 

adoption of this plan, 180, 

schedule of articles requir- 
ed for the working of, 181. 
observation on ib. by Con- 
sulting Engineer, 183. 

specimens of timber sent 

for sleepers, 190. 

report on timber and its 

applications for, 193. 

average cost of convert- 
ing wood into sleepers and bring- 
ing to coast, 199, 
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Railway, Madras, wood best adapt- ] 
ed for sleepers procurable at Vi- 
zagapatam, Mad. Rail. Kept, for J 
1853, 201,202. I 

best inctliod of pfesorviiig 

timber against dry rot and the 
white ants, 203 — 212. 

observations of the Con- 
sulting Engineer on ib., 205. 

■ experiments u])on wood 
preserved and uu[)rescrved by 
Payne’s process, 200 — 211. 

application of Cliief Ejigi- 

necr for more funds, on account 
of district, (1) 213—217. 

proper method of applica- 
tion, 215. 

stations whether desirable 

or not, 217. j 

terminus on the Beach, 21 7. j 

tabular view of distances, 

(t o. of villages wlierein stations 
may be erected for, 210. 

— letter from Agent on sta- 

tions between Madras and Mc- 
nil, 217, 

- — observations oil ib. by Con- 
sulting Engineer, 220. 

■ ■ — suggestions of G-overnment 
on the stations between Madras 
and Menil, 221.. 

Perambore branch advisa- 
bility of, 221, 223, 225. 

— — correspondence relating to 

the laying out of roads with re- 
gard to bridge over the Cooum 
river, 222 — 225. 

— — - observiitions of the Con- 
sulting Engineer on the Peram- 
bore branch, 226, 

extract from minutes of 

consultation in Perambore branch, 
228. 

- return of stores, 229. 

how returns of stores 

should be sent in, 230. 

■ survey of line from Ya- 

niembaddy up to Kangoondy 
Coopum, 230. 


Railway, Madras, Yaniembaddy line 
estimate for, Mad. Rail. Kept, 
for 1853, 232. 

extract from minutes of 

consultation on the survey from 
Yaniembaddy to Coopum, 233. 

form for rendering account, 

234. 

construction account, form 

D,, 236, 

form of statement with 

regard to sleepers, 237. 

estimate of bridge over the 

Corfcilliaur, 239. 

how find of what Cortil- 

liaur bridge is to be construct- 
ed, 239—241. 

terminus of Madras rail- 
way where to be situated, 242. 

project for widening the 

road along the beach, 242 — 244. 
Cortilliaur bridge, revised 

I estimate of, 245. • 

observations on plan of 

Cortilliaur brulge by Consulting 
Engineer, 245. 

terraced road along the 

bea(3i, correspondence relating to 
expense, by whom to be borne, 
246— 248. 

statement shewing receipts 

and expenditure during the half 
year ending June 1853, 249. 

between Madras and Walla- 

jahnuggur, report on, Mad. Rail. 
Report published in*1852, pas- 
sim. 

report of Major T. T. Pears 

on, 1. 

; prospects of the proposed 

line, 5. 

situation of Wallajahnug- 

gur, 5. 

the population of Walla- 

jahnuggur, 5. 

nature of the traffic of Wal- 

lajahnuggur, 6. 

I amount of traffic on the 

1 route of the line, 6 — 10. 
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Railway between Madras andWalla- 
jahnuggur, the cost at which the 
traffic is at present carried, Mad. 
Rail, Kept, published in 1852, 10. 

the cost of constructing a 

railway adapted to the traffic, 

11 . 

— — - cost of maintaining and 
working the railway, 1 1 . 

financial results of railway, 

12—14. 

- - articles which constitute 

the traffic on the line, salt, cotton, 
sugar, indigo, &c., 14 — 21. 

• — advantages of the lino as 

far as Vaniem baddy, J(l. 

— — — would derive importance 
from the town of Vellore, 23. 

peculiarities in present 

mode of carriage, 24. 

probable cajutal required 

for this line, 32. 

declared value of goods im- 
ported into Madras between 
1838 and 1843, App. B., iii. 
—— — nature of the trade during 
that time, iii. ^ 

•_ — land exports of Madras 
from 1836 to 1842, iv. 

— value and weight of im- 

ports into Madras as in 1842-43, 
App. D., viii. xiii. 

between Madras and Walla- 

jahnuggur, value and weight of 
exports ^om Madras in 1841-42, 
App. E., xiv. — xvii. 

— — statement shewing the im- 
ports and exports from Madras 
by sea and land for eleven years, 
App. F., xviii. 

^ report of towns of Salem 

district, App. Q., xix.— xxi. 

— - — report of exports of Salem 
district, xxi. 

- report of imports of Salem 

district; xxii. — xxiv. 

• comparative working ex- 

penses of the Great Western Bir- 
mingham, South Western, Brigh- 


ton, Leeds, Paris and Rouen rail- 
ways, Mad. Rail. Kept, published 
in 1852, App, H., xxv. 

Railway between Madras and Wal- 
lajahnuggur, statement of the 
traffic of North Arcot, App. K., 
XX viii. — xxxii. 

report on the traffic of 

Malabar, App. P., xli, — xliv. 

report on traffic of Bellary, 

2nd Part, 1 — 6. 

resolution of Government 

consequent on the foregoing re- 
ports, 2nd Part, 7 — 11. 

surveys and estimates, 2nd 

Part, 11—16. 

memo, on the survey and 

estimate on the line of, 2nd 
Part, 16—28. 

estimate of the probable 

cost of earthwork, 2nd Part, 
App. B., 31. 

estimate of bridges and 

drains, 2nd Part, Apjx U., 33. 

estimates of single lino 

and Engines &c., 2nd Part, 
App. D. and E., 36. 

traffic of North Arcot, 2nd 

Part, 37—43. 

report from Major Cotton, 

2nd Part, 48. 

letter from Major T. Pears, 

2nd Part, 53 — 60. 

rates of wages for workmen, 

2nd Part, 66. 

— average price of brickwork 

in Bombay, 2nd Part, 67. 

comparative cost of earth- 
work in Madras and Bombay, 
2nd Part, 71. 

>map shewing the direction 

of the principal railways in the 
Madras territory. Appended. 

: — map shewing experimental 

line from Madras to Vaniembad- 
dy, Appended. 

sketch of survey. Appended. 

map of Madras shewing 

the directions in which railway 
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will be extended from Terminus, 
Mad. llail. Kept, published in 
1852, Appended. 

Kaihvay, Bombay, its contract rates, 
Bom. Rea No. xi., 05. 

system in tlic Madras terri- 
tory, report of a Committee up- 
on the introduction and direc- 
tion of the lines, Mad. Rec. No. 
xxviii., 11 — 14. 

— - in Rohilcund, report upon 

a project for, N. W. P. Rec. Part 
xxii., 1 — 33. 

report on a recon naisanco 

in Rohilcund for, 1. 

acknowledgment for the 

foregoing report by Lieut. Go- 
vernor, 76. 

produce of Rohilcund could 

not be conveyed by one main 
line, 5. 

engineering difficulties of 

a line of, 6. 

impossibility of extending 

the lino across the Ramgunga 
from Chuudouseo to Bareilly, 7. 

the true course would be 

from Bareilly via Moradabad 
not via Cliundousee, 7, 36, 58. j 

•: at Cliundousee there are | 

no natural advantages for forma- 
tion of, 8. 

important places that would 

be connected in Rohilcund by a 
line from Sliahj chan pore, 8, 

how great a distance could 

be taken as an experimental line, 

8 . 

how is the passage of the 

Ganges and its Khadir to be at- 
tempted by, 9. 

— the rivers to be crossed by, 

9. 

what line would be the 

most satisfactory for amount of 
traffic which may be calculated 
on, 11. 

■ what sort of a railway is 

necessary, 12. 


Railway in Rohilcund, project of a 
cattle draft railway, N, W. P. 
Rec. Part xxii., 12. 

the gauge should be narrow, 

13. 

r— estimate for one mile of 

cattle draft, 13, 14. 

working expenses of cattlo 

draft, 14. 

expenses of rolling stock 

for cattle draft, 15. 

expense of cattle for cattlo 

draft, 15. 

expense of estabiislimcnt 

for cattle draft, 15. 

^ expense foi maintenance of 

way, 16. 

estimate of gross receipts 

per mile for 30,00B tons, 16. 

— ^ another view of the work- 

ing expenses of the cattle drait, 
17. 

estimate of expenses of 

railway in Rohilcund, adapted to 
light locomotive power, 17. 
estimate of working ex- 
penses, locomotive statistics of 
Belgian railways, 18, 19. 

as compared with the Bel- 
gian railways, certain abatements 
which must be made in, 19. 

expenses for maintenance 

ofwayon, 19. 

either cattle draft or loco- 
motive railway in Rohilcund will 
pay respectable interest on the 
outlay, 20, 

estimate of one mile of flat 

bar, 20. 

why not adopt the flat bar, 

21—23. 

remarks on the recom- 
mendation that a line should be 

constructed from the Ganges at 

Furruckabad to the Ganges at 
Gurhmuktesur, 21. 

I remarks on the proper 

! mode to be adopted in the 

I cution 0 ^ 22. 
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Httilway in Koliilctiiid, estimate of 
the ahiount of existing traffic 
which may be taken np by a rail- 
way from Bareilly vid Morada- 
bad to Meerut, N. W. P. Rec. Part 
xxii., 24. 

— analytical distribution of 

the above traffic with reference 
to the, 25 . 

what merchandise would 

travel from Bareilly to Meerut, 
the whole length of, 26. 

- general result of estimates 

of tonnage of exports and im- 
ports with reference to, 26, 

— - average present rate of 

carriage in Kohilcund, 27. 
estimate of cost of mate- 
rials requisite for, 28. 

estimated cost of large 

bridges on the line, 29. 

abstract of a year’s trans- 
port by Government bullock train 
•and its cost, with reference to, 
33 . 

a cheap line is peculiarly 

adapted to Kohilcund, 57. 

progress report for 1854- 

55 of Eiist Indian, In. Kec. No. 
xiii., 34. 

progress report for 1854-55 

of Madrjis Railway, 34. 

in what improvements are 

desirable, 37. 

— ■ remarks on the results 

shown by the reports, 36. 

Great Indian Peninsular, 

progress report for 1854-65, 
80. 

— ' East Indian, M^r, Oldham 
on directioh of line, Ben. Rec. 
No. viii., 20. 

in the Punjab, report in 

1856 on. In. Rec. No. xviii., 51 
—57. 

— in the Punjab, map shew- 

ing proposed line, 51. 

Railways, Lord Dalhousie’s general 
view at close of his adnimistra- 


tion, In. Rec. No. xiv., 23, 24, 

25, 26. 

Rajah Khan iron mine, report on, 
In. Rec. No. xvii., 73. 

Rajah of Kooch Behar, his esta- 
blishment, Ben. Rec. No. v., 

26. 

Rajahmundry, progress report on 
important public works execut- 
ed during 1854 in the district 
of. Mad, Rec. No. xxv., 1, 47. 

report on widening the 

Samulcottah channel, 51. 

ib, ib. RaUee channel, 52. 

ib. branches from Cocanada 

canal, 51. 

ib. Pullavella channel, 52. 

ib. Eastern Bank and Am- 

lapoor channel, 52. 

« — - - ib. channels in the Na- 

ganim Talook, 53. 

ib. Venkiah channels and 

embankments, 53. 

Oondee High Level chan- 
nel and calingulah, 54. 

ib. Uttellee main channel 

and branch, 54. 

report on Doovah calin- 
gulah, 55. 

Yanamudooroo drainage 

cut, 55. 

Colair calingulah, 56. 

Mullumpoody channel, 56. 

cut across the Mogultoor 

sand ridge, 56. 

embankment of Nukhala 

channel, 57. 

river embankment as far 

as Yanam, 58. 

river embankment from 

aqueduct to Ramarazlunka, 59. 

groynes at Tatapoody, 

Muskapilly, &c., 59. 

^ Sakenatejnlly cut, 60. 

roads, 62. 

ports, 6, 63. 

report for 1853 on the 

roads of. Mad. Rec. No. viii., 5. 

■ estimate for roads in, 95. 
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Rajahmundry, report for 1854 on 
the roads of, Mad. Rec, No. v., 
15. 

vaccination, report for 1853, 
Mad. Rec. No. i,, 

vaccination, report for 

1854, Mad. Rec. No. xx., 10. 

— junction canal across the 

canal from Mogultoor to Cocana- 
da. Mad. Rec. No. xviii., 4, 36. 

• statement of • the number 

of boats in 1853 passing through 
the main canals from the anicut 
in the district of, Mad. Rec. No, 
XV., 58. 

— - return of exports by sea 
from 1843 to 1854, 56. 

return of imports by sea 

from 1843 to 1854, 57. 

estimate of public works 

for 1854-55 in. Mad. Rec. No. 
xxvii., 9. 

progress report of public 

works for 1854-55, 102 — 106, 
178, 186. 

fibrous plants found in. 

Mad. Roc. No xxiii., 12. 

mode of cultivation of fi- 
brous plants in, 13 — 15. 

provincial school, report for 

1854-55, Mad. Rec,. No. xvii., 13. 

system of vernacular schools 

sanctioned in, 2 1. 

provincial school, report 

for 1854-55 of local committee, 
App. C. Ixxxix. 

■ synopsis of studies in pro- 

vincial school during 1854, xciv. 

■ nature of studies in 1855, 

xcv. 

local committee of provin- 
cial school in 1855, xevi. 

— ' " . " ■ establishment in 1855, 

xevi. 

statement of number, caste, 

&c. of students in provincial 
school, xcvii. 

*• -V abstract of receipts and dis- 
bursements, xcviiL 


Eajahmundry, papers relating to the‘ 
establishment of village verna- 
cular schools in the sub-division 
of, Mad. Rec, No. xxvi., passim. 

teak in, Ben. Rec. No. ix., 

187. 

■ dispensary, report for 1853, 

Mad^ Roc. No. vii., 32. 

report on the swinging fes- 
tival and the ceremony of walk- 
ing through fire. Mad. Rec. No. 
vii., 10, 28. 

Rajahs of Kooch Behar, their his- 
tory, Ben. Rec. No. v., 30. 

genealogical table of, 47. 

in Tributary Mehals of 

Rungporc, Ben. Rec. No. iii., 
68, 73. 

ib. of Nursingpore, 76. 

ib. of Nyaghur, 74. 

ib. of Khundiaparrah, 76. 

ib. of Bartimba, 77. 

ib. of Ligereah, 78. 

ib. of Banki, 79; 

ib. of Autgurh, 80. 

ib. of Dekanal, 82. 

ib. of Hindole, 84, 

ib. of Angool, 85. 

ib. of Autmullick, 88.. 

ib. of Talchier, 8k 

ib. of Keonjhur, 894 

ib. of Lera, 90. 

ib, of Mohurbunje, 91. 

ib. of Nilghur, 92. 

their power over life and 

property, 10-1, 106. 

their general character^ 

101 . 

their liability to the laws, 

107. 

their education of minors, 

68 . 

in Chittagong frontier, 

their disputes, Ben. Rec. No. 
xL, 86. 

of Dhulbhoom, Ben. Rec.. 

No. xvi., 76. 

Rajmahal line of railway, In. Rec; 
No. i., 6. 


1 i 9.- 
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Kajmalial line of railway, why this 
lino was proposed, In. Kec. No. 
i., 6. 

line of railway, probable 

traffic on the, 2’2, 

extcnsiomline^ its probable 

cost, 92, 

• the course* of the line, the 

point of divergence, 96. 

the surface of the country, 

96. 

the crossing of the Adjai, 

97. 

the country north of the 

Adjai, 97. 

the Culpee Nuddy, 97. 

the Backersal Nuddy, 97. 

• the Mor, 98. 

the Dwarka, 98. 

the Bramiiiee, 98. 

the Banslec, 99. 

the ButCbrghatta Nuddy, 

99. 

importance of the line 

touching at, 101. 

Enjpeepla, sketch in 1804 of, Bom. 
liec. No. xxiii., 3. 

its boundaries, 3. 

character of the inhabi- 
tants, 3. 

• origin of reigning family, 

3. 

tribute imposed on the 

State, 4. 

inanageincnt of tlic State 

entrusted to tlie Gaekwar, 4. 

the revenue '^hen resigned 

to Rajah, 5. 

principal productions, 5, 

principal routes, 3. 

climate, 5, ' 

age of present Rajah with 

that of his son, 3. 

— — notes on, 15. 

— — statement of towns and 
villages, their estimated revenues 
and names of owners, 45 — 59. 

hills, notes on, 111, 112. 

— memoir in 1821 of, 2C1. 


Raj peep! a, its boundaries, Bom. 
Kce. No. xxiii., 261. 

Oliokharana its ffist chief, 

263. 

tribute imposed by King 

Akbar, 265. 

tribute paid to the Gack- 

war, 265. 

establishment of ‘‘ ghaiis 

daiia,” 266. 

tribute called Daita, 267. 

Geeras right, 267. 

its climate and soil, 268. 

customs formerly levied, 

2G9. 

Cornelian mines, and mode 

of preparing the Cornelians, 269. 

revenue of the Conieliaii 

mines, 270. 

suggestions regarding its 

future administration, 270. 

the debts of the State, 

271. 

the three classes of credi- 
tors, 271—273. 

notice of the police, 274. 

comparison of its former 

and present revenue, 276. 

miserable condition of the 

inhabitants, 276. 

suggej^tions with regard to 

their miserable condition, 277. 

real causes of decline in 

the revenue, 280. 

— — genealogiciil table of its 

cliiefs brought down to 1846, 
283. 

particulars of the Nem- 

nook given in 1815 by the Gaek- 
war Govt, to Caj)t. Carnac, 285. 

statement of revenue from 

1776--1785, 288. 

ib. from 1794—1803, 290. 

ib. from 1804 — 1810, 292. 

ib. from 1810—1814, 294. 

— * ib. from 1815—1818, 294. 

names of its different per- 

gunnahs with the number of vil- 
lages in each, 296. 



I 277 ] 


Eajpeeplii district, with the territo- 
ries of the Gaekwar between 

Tapteeaiid \erbudda, map of the. 
Bom. liec. No. xxiii., 298. 
report on Rajpeepla survey- 
ed during 1852 — 1855, 297 — 
323. 

geograpliical position and 

extent, 299. 

boundaries and divisions, 

299. 

description of the per- 

gunnahs JS’andod, Kahtal, Kut- 
tunpoor, Loona, raiicitha, 300. 
description of AVaree Zillah, 

302. 

ib. hill pergunnalis, 302. 

ib. Gack war’s territories, 

303. 

ib. British territories, 303. 

aspect 'of the country, 

303. 

superficial conliguration, 

304. 

■ the hills, 304. 

forests and jungles, 305. 

the climate, 300. 

roads and passes, 307. 

^ its water, 309. 

»• Kirjun river, 309. 

Mohun, Tiroo and Doman 

rivers, 310. 

* — Muhdumutee, Boondwa and 

Kaverec rivers, 310. 

Amurawutee and Kim ri- 
vers, 310. 

■ WsLYc^e, Ajana and Doodan ' 

rivers, 311. 

pukka wells, 311. 

soil and productions, 311. 

■ — modes of cultivation, 312. 

modes and rate of assess- 
ment, 312 

- — Naudod, Aveeda, 313. 

Paneitlia, Bhalod, Jugreea, 

314. 

- — — villages, 314. 

forts, 315, 

— Mandvee Zillah, 315. 


Eajpcepla, temples and mosques, 
Bom. Hec. No, xxiii., 315. 

Tliaunalis, Ohowkees, and 

Zukats, 316. 

commerce, 316. 

manufactures, 318. 

geology, 318. 

population, 318. 

analysis of population, 319. 

C£istes, 320. ^ 

■ habits and customs, 320. 
physical condition of inha- 
bitants, 320. 

religion, 321. 

improvements, 321. 

Saklibara, 321. 

antiquities, 322. 

districts, their statistical 

returns in 1855, 325. 

succession, proceedings of 

the Bombay Government connect- 
ed with succession to the Gadee 
of Eajpcepla in 1815 to 1821, 
389. 

brief analysis of the above 

proceedings, 391. 

correspondence between the 

residents at Baroda and Govern- 
ment on the rival claims to the 
Gadee of Eajpeepla, 395 —409. 
further correspondence con- 
taining final report on the rival 
claims to the Gadee, 409 — 
468. 

further correspondence re- 
lative to the succession, 492 — 

£fll. 

report on its resources dat- 
ed 1822, and correspondence 
connected therewith, 513. 

the seating of Yerisal 

upon the Gadee of Eajpeepla, 
501. 

statement of the expenses 

of Eajpeepla dated 1822, 525. 

statement of proposed Nem- 

nook, 531. 

letter of instructions to 

the Assistant Resident^ 528. 
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Rajpeepla State, Resident's report 
upon the resources of, Bom. Rec. 
JSo. xxiii., 531. 

^ Nandodpergunnahhow as- 

sessed, 533. 

— its assessment in 1822 how 

determined, 535, 581. 

— statement shewing its re- 

venue for 1821, 551, 552. 

st^enient shewing the 

names of the hill pergunnalis and 
their revenue for 1822, 553. 

statement shewing the 

names of the Chotuck villages 
with their revenue for 1822, 
554, 

statement shewing the 

names of the different places at 
whieh customs were levied in 
1822, 555. 

statement shewing the a- 

mornit of revenue assessed ujjon 
each of the ten lower pergunnahs 
in 1822, 556. 

statement of villages in 

1822 of Nandod pergunnah 
which pay tribute to their patels 
as well as to, App. B., 557. 

— statement shewing the 

whole quantity of land in those 
villages of the Nandod pergunnah 
which belong to Government, 
(1822,) App. C,, 561. 

statement of villages in the 

Wurreetee pergunnah who pay 
revenue to the Rajpeepla Go- 
vernment and to the Batels, Alpp. 
D., 565. 

— its customs (ini 822), 555. 

' — statement of the whole 
quantity of land &<;. which be- 
longs to Government in the Wur- 
reetee pergunnah, App. E., 569. 

statement of the villages in 

the Bhalode pergunnah which pay 
revenue to their Patels and to, 
App. F., 571. 

— — statement of the whole 
quantity of land in the Bhalode 


pergunnffh which belongs to Go- 
vernment, (1822,) Bom. Roc. No. 
xxiii. App. G., 572. 

Rajpeepla, statement of the vil- 
lages of the three pergunnahs 
ol Gowalee, Jugreea and Loon a 
which pay revenue to their res- 
pective Patels and to the llaj- 
peepla Government, App. H., 
573. 

statement of the quantity 

of land of the above three 2 >cr- 
guniiahs whicJi belongs to Go- 
vernment, (1822,) Apj). J., 571. 

statement of the villages of 

Ruttunpore pergunnah which be- 
long to Government, (1822,) 
App. K., 575. 

statement of the villages 

in Gora pergunnah which belong 
to Rajpeepla Government, 577. . 

statement of the villages in 

Gurreswer pergunnah which be- 
long to Rajpeepla Government, 
578. 

statement of the villages 

in the Kunthal pergunnah which 
belong to Government of Raj- 
peepla, (1822,) 579. » 

the farming of its ‘seven 

principal districts, (1822 — 29,) 
585. 

correspondence of Govern- 
ment with Resident at Baroda re- 
lative to the farming, 587 — 605. 

its loss consequent uj^on 

an influx of the Nejbudda, 587. 

■' important advantages which 

are likely to arise from farming 
the tribute of, 589. 

the farms for what i^eriod 

leased, 594. 

the amount to be paid 

each year by the farmer of re- 
venue, (1822,) 596. 

the farmer to collect the 

whole produce, 596. 

compensation to be made 

to the farmer from any injury he 
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may receive from the Bheels or 
robbers, Bom. Kec. No. xxiii., 
596. 

Eajpeepla, no undue oppression of 
the ryots to be exercised, 596. 

— a Thannadar to be stationed 

in each district, 597. 

— the farmer not to be inter^ 

rupted by Raj peepla Government, 
(1822,) 597. 

amount to be levied by the 

farmers on account ofDermada 
Bliojun Kuch, 597. 

the persons who were in- 
duced to farm the tribute of, 
599. 

" agreement entered into 

between people of Baroda and 
chief of, 600. 

statement exhibiting the 

names of the seven districts 
farmed out, 1822, 292, 604. 

its engagements with the 

Gaekwar in 1823, 609 — 617. 
arrangements for the li- 
quidation of its debt to the 
Gaekwar, 621. 

correspondence relating to 

the above, 621 — 630. 

— — report upon its financial 
condition and prospects, (1825 
--29), 631. 

; — correspondence relating to 

the above, 633 — 653. 

its debt to Gaekwar, 623. 

memo, from Gaekwar Go- 
vernment on the debt of Kaj- 
peepla, 626. 

bond entered into between 

Rajah of Rajpeepla and inhabi- 
tants of Baroda, 627. 

statement exhibiting the 

amount of revenue to be paid to 
the Government in five years 
(1823—28), 629. 

final acyustmeiit of claims 

of Gaekwar on the State of Raj- 
peepla, 636. 

estimated and actual re- 


venue of Rajpeepla State, (1825), 
Bom. Rec. No. xxiii., 638. 
Rajpeepla, its estimated revenue 
and charges for 1826, 640. 

agreement with the Gack- 

war, (1826), 642. 

the Gaekwar’s total de- 
mands upon, (1825,) 644. 

statement exhibiting the 

estimated resources and dis- 
bursements, with the actual re- 
sources and disbursements for 
1827, 650. 

abstract of annual reports 

on its revenue, (1821 — 28), 652. 

violation by its Rajah, of 

the conditions on which his es- 
tate had been entrusted to his 
management and measures a- 
dopted in 1848 to 1850 for ex- 
tricating the State from the dis- 
orders into which it had fallen, 
655. 

correspondence between 

the Political Agent at Rewa 
Kanta and Government, 657. 

statement of the farm of, 

664. 

statement shewing the a- 

mounts of septennial and decen- 
nial leases, 666 — 669. 

-- • financial statements from 
1821—1849, 684—687. 

measures adopted by Go- 
vernment in consequence of the 
receipt of the farmer, 688, 698. 

the way in which the Rajidi 

intercepted the revenue, 658. 
answers of the Rajah con- 
cerning the charge of intercept- 
ing the revenue, 658. 

statement of the farm of 

the districts forwarded to Poli- 
tical Agent, 664 — 669. 

four methods proposed 

by Government for the proper 
management of its resources, 
(1848,) 670. 

obligations of the State 
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that ought to be annually paid 
through the British Government, 
Bom. Bed. No. xxiii., G75. 

Bajpeepla, total debt of the state in 
1822, 678. 

by concessions on the part 

of the Gackwar and tjie British, 
the debt was reduced, 679. 

the temptations to which 

the Bajah was exposed to draw 
upon the resources of the coun- 
try beyond hia fixed allowance, 
681. 

financial statement of the 

state from 1821 — 29, 684. 


— ib 

ib. 

from 

1830 

■33, 685. 




— ib. 

ib. 

from 

1833 

40, 68G. 




— ib. 

ib. 

from 

1840 


—49, 687. 

Bajah takes the manage- 
ment of his own revenue into 
his own hands, 690. 

the liabilities of the Bajah 

in 1840, 691. 

note upon the Bajjfih’s re- 
ply to a letter of Political Agent 
at Bewa Kanta, 692. 

— — the manner in which the 
settlements with Bhcel chiefs 
were to be effected, 701. 

terms about to be propi^scd 

to the free-bootcr Kooer Wus- 
sawa submitted for approval, 
704. 

— ^ — remarks upon the above 
terms pointing out the difficulties 
in the way of their acceptance 
by Kooer Wussawa, 705. 

— the approval ^f the terms 
by Government, 706 — 708. 

settlement with Kooer 

Wussawa upon nearly the above 
terms, 708. 

the revised terms of the 

settlement, 709. 

representation of Kooer 

Wussawa, 714. 


Eajpeci)la, bond entered into by 
Kooer Wussawa with Bajah ot^ 
Bom. Bee. No. xxiii., 715. 

correspondence relating to 

the above settlement, 717 — 721. 

the Bhcels of Bajpeepla 

are divided into two classes, 
727. 

settlement concluded with 

the Bhcel Chief Byesingjee, 
736. 

the claims of Bajee l)ai- 

mcn against Bajpeepla Btate, 

742, 745. 

the ancient method of rea- 
lising revenue from the Bheels, 

743. 

the tyranny of the Bajpoot 

Bajahs over the Bheels, 752 — 
755. 

settlements effected with 

Bheels, Naikras and Mehwassces 
in 1823— 26, 759—787. 

despatches of tlic Hon’hlc 

Court of Directors to the Go- 
•vernment of Bombay relative to 
the above, 833 — 861, 

encomium of Court of Di- 
rectors upon Mr. Willoughby, 
841. 

the settlement of the Gaek- 

war’s claims upon, 842, 843. 

letter u\ 1850 from the 

Political Agent at Bewa Kanta 
to the Bajah of, 692. 

reply of the Bajah to the 

letter, 696. 

settlements based on a sys- 
tem of conciliation for the re- 
clamation of the Bheels and 
their future good conduct, 699. 

settlements effected by Mr. 

Willoughby in 1823-24 with the 
turbulent Bheels, 703 — 758. 

— ^ agreement entered into by 

Kooer Jeewa and Kalee Chamar 
with the B^jah of, 748. 
Bajpoot* of the Punjab, Jau Soc, 
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Rajpoots, Lord Dalliousie upon in- 
fanticide amongst the, In. Kec. 
No, xiv., G2. 

Rain, average fall in the Punjab, 
In. Rec. No. xviii., 31. 

Bamerzye valley, survey of the, 
Sel. Cor. of Punjab Admn. vol. ii. 
Part xii., 481. 

and Osman Kheyl, report 

on British connection with the 
people of, In. Rec. No. xii., 8, 
10 , 11 . 

Ramguiiga river, remarks on, N. 
W. P. Rec. Part xxii., 17, 109. 

discovery of iron at, In. 

Rec. No. xvii., 30, 37. 

Ramnad vaccination, report for 
1853, Mad. Rec. No. i., IG. 
vaccination, report for 1854, 


the town of, Bom. Rec. No. 
xxiv., 541. 

Rasool Khyma, an account of, 15, 
Rathores, genealogical table of the 
families of,Bom. Rec. No.xii., 252. 
Ravee, bridge of boats over the. 
In. Rec. No. vii., 18. 

Rawul Pindec road to Murree, In, 
Rec. No. vii., 34. 

division of Lahore and 

Peshawur road, 9. 

improvement report for 

1854-55, Sel Cor. of Punjab 
Admn. vol. hi. Part ii., 145. 
—— report on the construction 
of tanka in the district of, Sel. 
Cor. of Punjab Admn. vol, ii. 
Part viii., 49. 

the population in 1855 of 


Mad. Rec. No. xx., IG. 

Ramnuggur and Dcchowree, no 
iron is found in the district be- 
tween, In. Rfec. No. xvii., 3, 
42. 

Ramoosees and Mangs, their secret 
language, Bom, Rec. No. vih., 
148. 

Rampoor Ghaut described. Mad. 
Rail. Kept, for 1853, 15-^17. 

height above the sea, 18. 

anicut, report for 1852 on, 

Mad. Rec. No. x., 39. 

Rampoor Jagliire in N. W. P., des- 
cription of the, N. W. P. Rec. 
vol. ii, 32. 

terms of settlement with 

the present Rajah of, 32. 

Ramse, description of. Bom, Rec. 
No. xxiv., 14. 

Ptaneegungo coal mines, Ben. Rec. 
No. viii, 3. 

line of railway, report on. 

In. Rec. No. i, 88. 

its cost, course and con- 
tingent value, 89. 

Rape and Sodomy more frequent 
in En^nd than in India^ N. 
W, P* Me, fsAi 


the town ol, In. Rec. No. xi, 21. 
report for 1853 on the re- 
venue of tlio district. In. Rec. 
No. vi, 112. 

inefficient balance, 112. 

police, 45. 

jail, its cost, 151, 

and Guzerat schools, report 

for 1854, on, 185. 

• - road to Chukowal, grant 

for. In. Rec. No. vii., 32. 

road to Khooshialgurh, 

grant for, 32. 

Receipts and expenditure in the 
Punjab, table of the relative, In. 
Rec. No. vi App. C., 181. 

■ — — ditto for the official year 
1850-51, App. D., 182. 

Rechna Doab, report on the agri- 
culture of the, Sel. Cor. of Pun- 
jab Admn. voi ii. No. viii., 57 
—118. 

accounts of the modes of 

cultivation pursued in pergun- 
nah Hafizabad, 63. 

'■ ' ^ estimate of produce, costs 
and profits on thirty-four acres 
of Imi 
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Roclina Doab, abstract of details 
shewing produce, cxpences and 
gross profits on 34 acres of land 
attached to a well, Sel. Cor. of 
Punjab Admn. vol. ii. No.viii., 95. 

- statement of profits and 

expenditure on sixty acres of 
Khadir land with well attached, 
100 . 

statement of profits on 

fifty- eight acres of Bangur land, j 
105. 1 

statement of profits on fifty j 

acres of Baredge or Nuka land i 
in the, 108. 

■ statement of profits on for- 

ty-four acres of bar land, 111. 

■ abstract of the foregoing 

statements, 114 — 116. 

statement of processes and 

produce of the ordinary crop, 
pergutmah Hafizabad, 117. 
Records, fiscal, of the Punjab, their 
arrangement and preservation^ 
In. Rec. No. vi., 140, 141. 

, of settlement in Cuttack, 

Ben. Rec. No. iii., 3G. 

■' of revenue surveys, impor- 

tance' of, Ben. Rec. No. xvL, 2. 
Recusant proprietors under Cut- 
tack settlement, Ben. Rec. No. 
iii., 25. 

Red Hill Lake, estimate and plan 
for sluice in the bund of, Mad. 
Rec. No. xi., 113. 

— » estimate and plan for 

drainage sluices between the 
lake and Madras, 115. 

Reform of judicial procedure, Ben. 

Rec. No. xvi., 17. 

Regency, government of the Pun- 
jab under the. In. Rep.No. ii., 12. ] 

deputation of European 

oflcers, 12. 

legislative arrangements 

under the, 13. 

- summary settlement of re- 
venue in the Punjab under the, 
83. 


Rcgistiy of Zemindars’ names es*» 

‘ sential, Ben. Rec. No. xvL, 2. 

of tenures, system requires 

remodelling, 9, 10. 

Regulations VII. 1799 and V. 
1812 were instruments of oppres- 
sion, Ben. Rec. No. xvi., 5. 

Rehra Cole, Rajah of, Ben. Rec. 
No. XL, 12. 

situation, aita, tribute, 13. 

Relations of India, Lord Dalhousie 
on the foreign. In. Rec. No. 
xiv., 3. 

Remissions in Cuttack, Ben. Rcc. 
No. iii, 27. 

of revenue on land taken 

for the railway, 19. 

Rennel, Major, on Nuddea ri- 
vers, Ben. Rec. No. ii., 3. 

Rent roll of the Punjab, 1850- 
51, 1851-52, In. Rec. No. ii., 99. 

Rent-free grants in pergunnah Suk- 
rawah, N. 'W. P. Rec. vol, i., 78, 

Rents at Darjeeling, rules for 
the recovery of, Ben. Rec. No. 
xvii.. Appended. 

Reseiwoirs of Madras, i^lan of, Mad. 
Rec. No. XL, 10. 

in the Madras territory, 

memo, of a Committee appoint- 
ed by Lord Harris in 1854 on. 
Mad. Rec. No. v., 24. 

Resignation of Sir Charles J. Na- 
pier, G. C. B., papers relating to 
the, for information see Napier. 

Resin collected in districts of Sum- 
bulpore, Raigurh, Sonepore and 
Sarungurh, Ben. Rec. .No. xxiii., 
185. 

Resources, mineral, of Tenasserim, 
Ben. R^. No. vi., passim. 

Resumed Mehals, rate of assess- 
ment in •Bengal on, Ben. Rec, 
No. iv., 17, and App. B. 

Resumptions of teak forest hold- 
ings in Tenasserim, Ben. Rec. 
No. ix., 8. 

in Midnapore, termination 

of the, Ben. Rec, No, iii,, 56. 
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riesuniplions in Cuttack, Ben, Bcc. 
No. iii., 22. , 

Kevenue, Sucldcr Board of, in- 
structions for settlement of Cut- 
tack, Ben. Kec. No. iii., 18. 

— statistics of Cuttack, 7. 

system of Cuttack, variety 

of tenures, 21. 

■ of Cuttack increased by set- 

tlement, 25. 

— land, of Hazarecbaugh, Ben. 

llec. No. XX. Part iv., 3. 

abkaree, of ib., 24. 

stamp, of ib., 25. 

of the Col aba Agency, its 

sources and product of each tax. 
Bom. Kec. No, vii., 71). 

* survey and assessment in 

Sind, oHicial correspondence re- 
lative to the introduction of a, 
Bom. Bee. No. xviii., passim, 

settlement in Kurnool in 

the year 1843, proposed plan 
for, Mad. Rec. No. viii., passim. 

opinion of Mr. F. Maltby, 

Collector of Canara on the best 
way of realising ,the salt, Mad, 
Kec. No. xvi., 171. 

— opinion of Mr. Golding- 

ham on ib., 182. 

• opinion of Mr. E. Maltby 

on ib., 190. 

opinion of Mr. \V. Knox, 

Acting Collector of Ganjam on 
ib., 196. 

of the Godra Punchmahals 

for 1855, Bom. Kec, No. xxiii., 
850, 854. 

of Rajpeepla from 1776 to 

1785, 288. 

— r— of ib. from 1794 to 1803, 
290. 

of ib. from 1804 to 1810, 

292. 

of ib. from 1810 to 1814, 

294. 

of ib, from 1814 to 1818, 

294. 

— » of the tributaries of Kewa 


Kanta, Bom. Rcc. No. xxiii., 24 
—27. 

Revenue of towns and villages in 
Rewa Kanta, 41 — 92. 

of Baria in 1820, 122. 

of Soonawara, 8. 

of Baria in 1825-26, 168 

and 7. 

of Soantli, 9. 

— of Rajpeepla in 1821, 276 

ana 5. 

of Balasinor, 1 2. 

land, of Manbhoom, report 

on, Ben. Rec. No. xx. Part i., 4. 

abkaree, of Manbhoom, 9. 

land, of Chota Nagporc, 

Ben. Rec. No. xx. Part ii., 2. 
abkaree, of Chota N agpore, 

17. 

stamp, of Chota Nagpore, 

18. 

of Muskat, Bom. Rcc. No. 

xxiv,, 633. 

of Kolhapore State, its sour- 
ces, Bom. Rec. No. viii., 283, 
284. 

mode of collection in Kol- 
hapore, 287. 

soldiers employed at Kolha- 

pore in collecting the, 289, 

of India, Lord Dalhousio 

on the. In, Rec. No. xiv., 7. 

Lord Dalliousie on the 

surplus deficiency of general, 8. 

Lord Dalhousie on the 

cause of deficiency in the, 8. 

Board, Lord Dalhousie on 

the establishment of the, 17. 

management of the Ajmere 

district, N. W. P. Rcc. vol. i., 

69. 

decennial settlement in 

Ajmere district on what based, 
79. 

returns of the pergunnali 

officers in the Ajmere district, 

70. 

land, in Ajmere, abstract 

of, 73, 
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Revenue administration, Zillah Ba- 
reilly, between years 1842 and 
1843, N. W. P. Rec. voLi,74. 

rate of discount of old 

Furruckabad and Bareilly rupees, 

74. 

prices at Bareilly, 74. 

export and import trade 

at Bareilly, 7 4. 

estimated agricultu|j{il pro- 
duce in Bareilly how disposed 
of, 74. 

causes influencing at Bareil- 
ly the rise and fall of the mar- 
ket, 75. 

mode adopted for paying 

the kists during a low state of 
the market, 75. 

influence of improved com- 
munications in the Bareilly dis- 
trict, 74. 

expenses of cartage, 75. 

expenses of a water carri- 
age, 75. 

“ — assumed value of trade be- 
tween Bareilly and the Hills, 

75. 

data shewing increased va- 
lue of landed property at Bareil- 
ly, 76. 

land, of the districts in 

North West Provinces, 168. 

of Wao State, Bom, Rec. 

No. XXV., 43. 

of Sooegaum State, 44. 

of Deodur, 46. 

of Chorwar or Santulpore 

and Charchut, 47. 

of Bhabur, 48. 

; — of Kankruj, 50. 

of Pahlunpoor, 55, 

— of Radhunpoor, 64. 

of Warye, 67. 

of Thurad and Morwara 

State, 69. 

— — of Tetwara, 72, 

» ' - of Mysore, statement of 

receipts and disbursements since 
the assumption of the country 


in 1831 to 1855, In. Rec. No. 
xi., 216. 

Revenue of the Punjab in 1855, 14. • 

of the Punjab before 1846, 

in 1846 and in 1849, 15. 

— land, statistical returns of 

the Independent States of the 
Punjab for 1855, 30. 

statistical returns of the 

Punjab for 1855, 30. 

— derived from Coffee of 

Mysore from 1831 to 1854, 59. 

of Mysore, derived from 

Sandal wood from 1831 to 1858, 
58. 

of Mysore derived from 

the Betel-nut from 1831 to 1854, 
60. 

duties of the Amildar in 

Mysore, 100. 

duties of the Superinten- 
dent in Mysore, 101. 

statistical returns of the 

Punjab for 1853 to 1856, In. 
Rec. No. xviii., 30. 

from the opium in 1855 

of the Punjab, 35. 

from the salt in 1855 of 

the Punjab, 35 — 38. 

— stamp of the Punjab from 

1853 to 1854, 39-41. 

report and statements from 

1853 to 1856 of the Punjab, 
76—81. 

survey in 1855 of the 

Punjab, 110. 

— « statements of the Punjab 

from 1853 to 1856, App. 1, 

ii — V. 

oflScers, local, in Punjab 

vested with judicial powers, In. 
Rec. No. ii., 75, 76. 

report in 1851 Punjab, 79 

—107. 

in Punjab, chief heads of, 

79. 

the tribute and post office 

revenue in Punjab, 79. 

— > ■■■■ — from land tax and its ac^ 
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cessions, grazing tax, method of 
realisation, forest dues Pun- 
jab, In. Kec. No, ii., 80, 81. 

Eevenue in Punjab, abstract prior 
to annexation, summary settle- 
ment under the Regency, 82, 
83. 

- from Kohat, Bunnoo, 

lilurwut, Esakheyl, Tank, Ko- 
lachi, Drabund, Dehra-Ismaol- 
Khan, Girang, Kalabagli, 87 — 
80. 

■ ■ from the province of Mool- 

tan, 90. 

from the districts of Mool- 

tan, 90, 91. 

- - from districts of Kangurh, 

Leia, Dehra-Ghazee-Khan, 91, 
92. 

> - — of Punjab during 1849-50, 

surplus of fifty-two lakhs, 155, 

156. 

of Punjab during 1850-51, 

surplus of ten lakhs, 156. 

total surplus in Punjab for 

two years of .£1,1 60, 000 sterling, 

157. 

estimate of the Punjab for 

the ten years succeeding to 1852, 

158. 

— of the Punjab, annual sur- 
plus of half a million sterling 
anticipated, 160. 

of the Punjab under Run- 

jeet Singh, 161, 

difference between the Bri- 
tish and Seikh finances explain- 
ed, 161. 

and expenditure in the Pun- 
jab, estimated, App. B., 180. 

and expenditure in the 

Cis-Sutlej States, table shewing 
estimate of, App. F., 184. 

of the Punjab during the 

years 1851, 1852, 1853, report 
on the, In. Rec. No. vi., 92 — 
142. 

- report for 1853 on the 

Cis-Sutl^ Division, 94, 


Revenue report for 1853 on the 
Umballah district, In. Rec. No. 
vi., 97. 

ib. on the Thanesur dis- 
trict, 98. 

ib. on the Loodiana dis- 
trict, 99. 

ib. on the Ferozepore dis- 
trict, 99. 

ib. on the Simla district, 

100 . 

• ib. on tlie Trans-Sutlej 

States division, 101. 

ib. on the Jullundur dis- 
trict, 102. 

ib, on the Hoosheyarpore 

district, 103. 

ib. on the Kangra district, 

103. 

ib. on the Lahore division, 

104. 

ib. on the Lahore district^ 

107. 

ib. on the Umritsur district, 

108. 

— - ib. on the Goordaspore dis- 

trict, 109, 

ib. on the Sealkote district, 

109. 

ib. on the Goojeranwalla 

district, 110. 

ib. on the Jhelum division, 

111 . 

ib. on the Jhelum district^ 

112 . 

ib. on the Goojerat dis- 
trict, 113. 

ib. on the Shahpoor dis- 
trict, 114. 

ib, on the Mooltan divisicjjj, 

ib, on the Mooltan district, 

115. ' 

ib. on the Googaira dis- 
trict, 116. 

ib. on the Jhung district, 

117. 

ib. on the Leia division, 

118. 
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Revenue report for 1851 — 53 on 
the Leia district, In. Kec. No. vi., 

118, j 

ib. on the Kangurh dis- 
trict, 119. 

— — ib. on the Dehra-Ghazee- 
Khan district, 120. 

ib. on the Dehra-Ismacl- 

Khan district, 121. 

ib. on the l^eshawur divi- 
sion, 122. 

ib. on the Peshawur dis- 
trict, 122, 123. 

ib. on the Kohat district, 

124. 

ib. on the Huzara district, 

125. 

— — professional survey of the 
Punjab, 138 — 140. 

tabular returns from 1851 

to 1854, 229, 230. 

- — — tabular returns for 1852, 

1853, in Punjab, 127 — 131, 
133—135. 

— — salt, of the Punjab, 1851 — 

1854, 143. 

of the Punjab from 1851 

to 1854, report on the. In. Rec. 
No. vi., 202—210. 

— statistics of South West 

Frontier, Ben. Rec. No. xi., 34. 

of Assam, Major Jenkins 

on, 38, 

in Bengal, Mr. Welby 

Jackson on, Ben. Rec. No. xvi., 

1 . 

survey, importance of re- 
cords of, 2. 

« Commissioner should be 

# Superintendent of Police, 11. 

Kists, 11. 

■ — settlement of Daijeeling, 

Ben, Rec, No. xvii., 9. 

details of Chandookah, 

Bom, Roc. No. xvii. vol ii., 762 
—771. 

• Chandookah, 729. 

— — administration of Sikhim 
Morung, B^u, Rec, No. v., 12. 


Revenue of Kurrachce in 1840, 
Boijj. Rec. No. xvii., 217. 

of Cambay, Bom. Rcc. No, 

iv. Partii., 18 — 19. 

of Sikhim Morung, Ben. 

Rec. No. v., 12. 

Rewa Kanta, its map. Bom. Rcc. 
No. xxiii., 3. 

historical sketch of the N a- 

tive States, 3 — 21. 

sketch of Rajpeepla in 

1854, 3. 

ib. of Baria, 5. 

ib. of Chota Oodepoor and 

Mohuii, 7. 

sketch of Soonawara, 7. 

ib. of Soanth, 8. 

ib. of Mchwasee, 9. 

ib. of Balasinor, 11. 

note respecting the politi- 
cal relations of the foregoing 
States, 12. • 

map showing the bounda- 
ries of its tributaries, 23. 

statement shewing the 

names of its tributaries ; the a- 
mount of their revenues, and the 
tribute they are bound to pay to 
the States holding superiority 
over them, 1849, 24 — 27. 
statement shewing its for- 
tified places, 31 — 34. 

— report on the hill fort of 

Powagur, 37. 

statement of its towns and 

villages, their estimated revenues ; 
the names of their respective own- 
ers, 41 — 92. 

geological and statistical 

notes on, 93 — 112. 

its Palilunpore ore, 112. 

its Narakot ore, 113. 

its Rewa Doongur ore, 114. 

— mica found at Dhola Sodur, 

101 . 

— !— • notes on the Nerbudda, 

108 . 

settlement of the Naikra 

country, (1838,) 19.0. 
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Rewa Kanta, Balasiuor, correspon- 
dence relating *to, Bom. Bee. No. 
xxiii., 225 — 259. 

Bajpeepla, a memoir of 

(1821,) 261— 296. 

report on Bajpeepla sur- 
vey during tlie years 1852 — 55, 
297— 323. 

the statistics of Bajpeepla, 

325. 

Bajpeepla succession, 389 

—511. 

Bajpeepla resources, 513 

—583. 

farm of districts of Baj- 
peepla, 585 — 605 . 

Gaekwar tribute of Baj- 
peepla, 607—617. 

Gaekwar debt of ib., 619 — 

. 630. 

tbe financial condition of 

Bajpeepla, 631-^653. 

Bajpeepla its violation of 

conditions, 655 — 698. 

Bbeel settlement of, 699 

—750. 

Bheel, Naikra, and Me- 

wassee settlements, 759 — 831. 

despatches from Hon’blo 

Court of Directors relative pre- 
ceding information, 833 — 844. 

Godra PuncWahals, 835 

—861. 

Bewdunda in the Colaba Agency, 
notice of the town of. Bom. Bee. 
No. vii., 39. 

description of the inhabi- 
tants, population, &c., 40. 

Bice cultivation in the Bangur 
lands of Kumaul, N. W. P. Bee. 
vol. i., 105. 

cultivation in Sumbulpore, 

Raigurb, Sonepore and Sarun- 
gurh, Ben. Bee. No. xxiii., 
185. 

cultivation in the Eechna 

Doab, report on, Sel. Cor. of 

, Punjab Admn. voL ii. Part viii., 
79. 


Bice of Kolhapoor, Bom. Bee. N-o. 
viii., 25. 

at the vaccine dep6t of 

Chintadrepettah, expenditure dur- 
ing 1854, Mad, Bee, No. xx., 30. 
Eicketts, Mr., on Cuttack settle- 
ment, Ben. Bee. No. iii., 14. 

on tributary mehals, 95. 

on Chittagong frontier, Ben, 

Bee. No. xi., 78. 

on embankments of Da- 

mooda, Ben. Bcc. No. xii., 1. 

: report on Singbhoom, Ben. 

Bee. No. xvi., 61. 
llifie, its advantages in hill war- 
fare, In. Bee. No. vi., 37. 

Captain, on Damooda bunds, 
Ben. Bcc. No. xii., 71, 

Bitcha, map of, N. W. P. Bee. vol. 

11., 20. 

pergunnah, description of, 

23. 

Biver irrigation requires more 
knowledge than tank irrigation, 
N. W. P. Bee. vol. ii., 12. 

necessary situation of a plain 

wJiich it is desirable to irrigate 
by a river, 12. 

in the Carnatic, its charac- 
ter, 15. 

and channel irrigation, the 

most perfect specimen of, 17, 
dacoits, Ben. Bee, No. xxi., 

17., App. N. 

Biver, Penuar, nature of the. Mad. 

Bail. Bept. for 1853, 11. 

Bivers, Nuddea, Captain Lang on, 
Ben. Bee. No. ii., passim, • 

of Kolhapore, Ben, Bee. No. 

viii., 82. 

their fords, ferries and 

bridges, 278. 

report in 1840 by Lieute- 

. nant C. Douglas on the best 
means of improving the naviga- 
tion of Indian, N. W. P. Bee. 
vol. ii., 207—210. 

report on break works, 

222 , 
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Rivers, for reports on tlicir navi- 
gation, improvement, course, &c., 
always refer to the name of par- 
ticular river required. 

Roads, Lord Dalliousie on Indian, 
In. Rec. No. xiv„ 49 — 55 , 

Grand Trunk Road in 

Hindostan, 49. 

Grand Trunk Road in Pun- 
jab, 49, 50, 

— to Patna and Gya, 50. 

: — to Sumbulpore, 50. 

from Dacca to Akyab, 50. 

from Calcutta to Dacca, 

51. 

Bengal district, 51. 

in Punjab, 51. 

in Pegu, 51. 

in Hyderabad and Nag- 

pore, 51. 

in Sind, 52. 

in Madras and Bombay, 

52. 

Hindustan and Thibet, 52 

—54. 

over Gomah range in Arra- 

can, 55. 

between KoinjeurandSohn- 

pore, importance of. In. Ilec. No. 
V., 128. 

Punjab road report for 

1853-54, In. Rec. No. vii., pas- 
sim. 

■' Lahore and Peshawur road, 

operations during 1853-54, 1. 
report on division of La- 
hore and Peshawur road, 2. 

- — ^ — completion of earth work 
and metalling, 2. 

* groves and station-houses 

of the 1st division, 3. 

executive o^ers and map 

of 1st Division, 2, 3. 

2nd Division of Lahore 

and Peshawur road, executive of- 
ficers of, 3, 7. 

— earth wor|: for road, 3. 

* masonty 'work and timber 

bridges, 3r 


Road, Lahore and Peshawur, 2nd 
Division, embankment across the 
valley of the Jhelum, In. Rec. 
No. vii., 3. 

— Chenab embankment, 4, 5. 

— Chenab embankment, Va- 
gram of, 4, 5. 

well in the Kharian pass, 5. 

metalling, 6. 

materials, 6. 

cost of quarrying, 6. 

gro ves and station* houses, G. 

masonry office, 7. 

map of 2nd Division, 3. 

3rd Division, executive offi- 

c ers of, 7, 9, 

earth work for road, 7. 

masonry, 7, 8. 

metalling, 8. 

road, station-houses, and 

groves, 8. 

Bukralu Nullah bridge, 8. 

Bishendour and Hecr Nul- 
lahs, 9. 

office, 9. 

map of 3rd Division, 7. 

4th Division, executive of- 
ficers of, 9. 

road for earth work, 9. 

IP— masonry, 10. 

Leh Nullah bridge, 10. 

materials, 10. 

groves and station-houses, 

10 . 

map of 4th Division, 9. 

5th Division, executive of- 
ficers of, 10, 13. 

road or earth work, 11. 

masonry work, 11. 

road, station-houses, and 

groves,' 11, 

bridges, 11. 

Sohan bridge, 11, 12. 

diagram shewing the cross- 
ing of the Sohan river, 12. 

Margulla pass, 13 

map of 5th Division, 11. 

— — - 6th Division, executivo 

officers of, 13, 15, 
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Pioads, Lahore and Poshawur, earth 
work for Gth Division, In. 

No. vii., 14, 

masonry works, 14. 

materials, 14. 

bridges, 14. 

station houses, groves, lo. 

plain of Chuch, 15. 

state of office, 15, 

map of Gth Division, 15. 

7th Division, executive offi- 
cers of, 15. 

extent of division, IG, 

earth work for road, 1 G. 

materials, metalling, 17. 

bridges, IG. 

station houses and groves, 

17. 

— map of 7th Division, 16. 

auxiliary works of, 17. 

— — saw mills, 17. 

. — ■ tramways, 18. 

- — — floating bridges across the 
Chenab, 18. 

- ib. Jhelum, 18. 

- ib. Indus, 18. 

descrijition of bridges, 1 9. 

length open, work perform- 
ed and remaining, 19. 

abstract of work already 

done and that remaining to be 
executed, 20. 

past expenditure on, 21. 

— ■ future expenditure on, 21. 

" " estimate how formed, 21. 

metalling, 22. 

difficulty of procuring la- 
bour, 22. 

superintending establish- 
ment on, 23. 

— - ' working establishment on, 
23. 

superiority of daily hired 

labourers over monthly servants, 
23. 

— injury caused by the rains, 

23. 

— ■ " extent of the hill floods, 
difficult to know, 24. 

t: If 


Hoads, Lahore and Peshawur, dif- 
ficulty of forming a correct esti- 
mate, In. Ilec. No. vii., 24. 

chief works and greatest 

difficulties encountered in mak- 
ing, 24. 

map of Sohawah cutting, 

24. • 

diagram of Sukra cutting, 

24—25. 

ib. Bukralla ib., 24 — 25. 

sketch of Khoond cutting 

near Attok, 25. 

small Sohawah cutting, 24 

—25. 

Chowkic hill cutting, 24 — 

25. 

report of Superintendent 

on, 25. 

from Lahore to the Beeas, 

report on, 2G. 

state in August 1 852 of, 26. 

how completed, 26, 

Chief Engineer’s inspection 

of line from Umritsur to Beeas, 
20, 

trial of the metalling laid 

down, 2G. 

from Umritsur to Lahore, 

27. 

length, cost, &c. of, 27. 

— - items of expenditure not 

included hi estimate, 28. 

total cost of road, 28. 

— cost of road how to be es- 

timated, 29. 

^ — officer who superintended 

work, 29. 

from Lahore to Ferozepore, 

rfpoi-t on, 30. 

from Lahore to Mooltan, 

report on, 31. 

— ; six important lines of road 

in the Punjab, 32. 

special grants for, 32. 

from Kooshialgurh to Ko- 

hat, grant for, 32. 

from Googaira to Feroze- 
pore, grant for, 32, 



[ 290 ] 


Roads, Lahore and Peshawur, from 
Trab to Torbeila, grant for, In. 
Rec. No. vii., 32 , 33. 

- to Dalliousie, grant for, 33. 

— in the Punjab made by dis- 
trict officers, 33. 

from liawul Pindee to 

Murree, report on, 34. 

military in Punjab, report 

on, 35. 

— Huzara, report on, 35. 

in Huzara will be more 

efficacious for preserving tran- 
quillity than bayonets, 30. 
sketch map of Huzara shew- 
ing, 3G. 

ill Huzara the construction 

of which have been sanctioned 
by Government, 38. 

in the Peshawur valley, re- 
port on, 39, 40, 41. 

unq) of valley of Peshawur 

shewing, 41. 

- ' ■ in the Kohat district, re- 
port on, 41, 

list of roads sanctioned by 

Government in the valley of Pe- 
shaAvur, 40. 

from Kohat to Bunnoo, re- 
port on, 41. 

from Kohat to foot of the 

Kothul, report on, 42.* 

from Kohat to Hungoo, 42. 

Kohat, by whom traced 

and executed, 42. 

in the Dcrajat, plan shew- 
ing the military outposts and 
frontier roads in, 43. 

frontier, report on, 43. 

in the Punjab, generJl re- 
marks on, 44. 

I sutnmary of Punjab, 45. 

- Lahore and Peshawur, table 

shewmg the expenditure and 
work executed up to May 1853, 
46 *“ 752 , 

■ table shewing the probable 
cost that will be incurred sub- 
sequently to February ^1854 in 


completing. In. Rec. No. vii., 
52—57. 

Roads, Lahore and Peshawur, table 
shewing the task expected from 
each labourer in 4th and 5th 
divisions to be excavated and 
wheeled, 58. 

table shewing the task ex- 
pected from each labourer to be 
excavated and carried on the, 
59. 

table shewing cost of lay- 
ing down IGO superficial feet of 
one layer of metal in the 5th di- 
vision of Grand Ti uiik Road and 
in different divisions of, GO. 

statement of rates of ex- 
penditure to 1st May 1853, work 
and materials, Gl. 

rates of labour as compared 

with those of a portion of Grand 
Trunk Road, 62. 

rates of probable addition- 
al expenditure that will be ne- 
cessary to complete the work, 
62. 

statement of roads made 

by district officers in the l^un- 
jab and Trans- Indus, G3 — 70. 

abstract of the foregoing 

statement, 71. 

statement of tlio frontier 

roads in the Deraj at, 72. 

of the Punjab, report for 

1851 — 54, In. Rec, No. vi., 157 
— 1G5. 

Wuzeerabad to Mooltan, 

16G. 

Jhelum to Pind Dadun 

Khan, 1G6. 

— Pind Dadun Khan to La- 
hore, 16(?. 

Kangra, 168. 

and bridges in the Punjab 

•prior to 1851, In. Rec. No. ii., 
128—131. 

of the Punjab from 1853 

to 1856, In, Bee. No. xviii., 46 

— 51 . 
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Eoads in tlie Punjab, their aggre- 
gate length in 1856, lUg Itec, JNTo, 
xviii^ 5L 

Bombay and Agra road, re- 
port on the traffic on, Bom. Rec. 
iMo. xiv., 126. 

- in Sholapore, Bom. Rec. 

No. iv., 3 — 4. 

in Cambay, Bom. Rec. No. 

iv, Partli., 18 — 10. 

of pergunnah Kurnaul, N. 

W. P. Hec. vol. i., 110. 

- - memo, on the Grand Trunk 

Hoad in the North West Pro- 
vinces, 46. 

protection of travellers on 

the, 46. 

amount of property report- 
ed to have been stolen in 1845 
on the Grand Trunk Road, 
47. 

- — supplies for the Grand j 

Trunk Road, 47. j 

statement of actual loss of 

Bunnecahs in furnishing supplies 
to different detachments and regi- 
ments in North West Provinces 
from robberies on Grand Trunk 
Road, 47. 

in tlie Agra district, report 

for 1854 by Mr. Gubbins on the, 
N. W. P. Kec. Part xv., 211. 

statement shewing the 

roads of tlie Agra district and 
their condition in 1854, 214. 

- map of the principal roads 

traversing the Agra district, 224, 

pergunnahwar statement of 

the roads of the Agra districts, 
225. 

in the Azimghur district, 

report for 1854 on the, N, W. 
P. Hec. Part xvi., 307, 

: — rules for their construction, 

N. W. P, Hec, vol. ii., 109. 

general observations upon 

the method of making roads, 
109. 

prescribed form for, 110. 


Roads, when mueh raiwd th* 
should be planted with gnes, 
N. W. P. Rec. vol.ii., 111. 

— rules for metalling, 111. 

gravel, kunkur, sand as 

metal for, 112. 

method of draining, 1 J 

trees, 112. 

standard plan for planting 

trees on the borders of a road, 

112 . 

reports on the Grand Trunk 

Hoad ill North West Provinces, 
120—140. 

metalled and unmetalled, 

comparative cost of carriage on, 
141. 

Mr. Reid’s report on the 

Agra tramroad, 143. 

report dated 1845 on the 

roads and stone quarries of tho 
N. W. P., 14(>. 

and stone quarries of the 

North West, map of their course 
and position in the Agra Divi- 
sion, 149. 

report by Major B. Ken- 
nedy on road making in tho 
Hills, 150. 

rules for laying out tho 

line of road, 150. 

observation on the con- 
struction of roads, 153. 

centre line should be care- 
fully picketed out and>,then the 
side lines, 154. 

sliould be well rolled, 

155 : 

rules for Superintendents 

and Overseers employed in con- 
structing the Hindoostan and 
Thibet road, 156* 

in the Goruckpore district, 

report on the, 162. 

abstract of traffic on the 

Grand Trunk Road, In. Rec. No, 
i., 31. 

traffic between Muggra and 

Burdwan, 29, 


IT b 9 
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Roads through the Kolhapoor 
State, Bom. Kec. No. viii., 275, 
277. 

over the Toungoop Pass, 

In. Rec. No. iv., 21 — 29. 

— ' " T. importance of a road from 
Fyzabad to Cawnpore via Luck^ 
now, 3, 

— ' insecurity of road between 
Fyzabad and Lucknow, 4. ^ 

from the Irrawaddy to the 

Bay of Bengal, possibility of, 24. 

— cheapness of Pegu and 

Arracan, 2d. 

sickness of troops employ- 
ed in making Pegu and Arra- 
can, 29. 

— ' ' of the Madras Presidency, 
report for 1854-55, Mad. Rec. 
No. xiii., passim. 

— from Madras to the Mysore 

frontier, report on, 2. 

— - - from Fraserpett to Manga- 
lore, 5. 

from North Western fron- 
tier of Mysore to Buntwall, 6 . 

from Mysore to Cannanore, 

7. 

— from Vaniembaddy to Pona- 

ny, 8. 

from Madras to the Bengal 

Presidency, 10. 

— from Ongole to the Hydra- 
bad frontier, 15. 

— — "'from Madras to Trichino- 
poly and the Salem boundary, 
15. 

— — - from Pauprumpett to Com- 
baconum, 17. 

' ■ ■ from Arcot to the Mysore 
frontier, 1 9. , 

— froih Chittoor to Cudda- 
pah, 19. 

from Mahal to Bellary, 

20 . 

from Madras to Cuddapah, 

22 . 

— — — abstract of cart traffic on 
the roads of, 27. 


Roads, Madras, marches made by 
the Superintendent of. Mad, Rec. 
No. xiii., 81. 

department of Madras, state- 
ment of their transactions for the 
year ending 30th April 1855, 

32. 

statement of the estimates 

for, 33. 

prospective list of expen- 
diture for years 1855-5C, 34. 

extract from the minutes 

of consultation on the above re- 
l)ort, dated 13th July 1855, 
35. 

in the Bellary district, re- 
port for 1852, 40. 

in Malabar district, esti- 
mate for 1855-56, Mad. Rec. 
No. xxviii., 21, 45. 

— - - from Calicut to Murdoor, 

estimate for 1855-56, 22, 45. 

in the Canara district, es- 
timate and report for 1855-56, 
25, 46. 

of the Madras Territory, 

map drawn up in 1854 of the, 

33. 

report of a Committee up- 
on the trunk roads and their 
traffic, 5— -11, 14. 

in their connection with 

railrqa-ds, report upon, 14. 

in Coimbatore, statement of 

the expenditure in 1 85 1 and the 
result so far as can be ascertain- 
ed, Mad. Rec. No. ix., 70. 

of the Madras Presiden- • 

cy, report for 1853, upon the 
district. Mad. Rec. No. viii., 
passim. 

sr letter from the Secretary 

to the Board of Revenue to the 
Chief Secretary of Government 
reviewing the reports of the se- 
veral Collectors on the district, 
i— vi, 

— of Gaiyam, report for 

1853 on the, 1 — 4, 95. 
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Eoads of Vizagapatam, report for 
1853 on the, Mad. iiec. ]So. viii., 
4, 95. 

of Kajalimundry district, 

Oolaveram, rei)ort for 1853 on 
the, 5, 95. 

of Masulipatam, report on 

the, 7, 95. 

of the Guntoor district, re- 
port for 1853 on the, 8, 96. 

of Nellore, ib. ib., 11 — 13, 

96. 

— : of Cuddapah district, ib. ib., 

13, 97. 

of Bellary, ib. ib., 16, 97. 

— of Canara, ib. ib., 17, — 

31, 97. 

of Nuggur, ib. ib., 32. 

of North Arcot, ib. ib., 41 
—54, 98. 

— of South Arcot, ib. ib., 55, 

99. 

— - of Salem, ib. ib., 58, 99. 

of Tanjore, ib. ib., 62, 99 — 

102 . 

— of Trichinopoly, ib. ib., 63 

—69, 103, 

- of Coimbatore, ib. ib., 69 — 

75, 103. 

of Malabar, ib. ib., 75, 105. 

in the districts of Madura 

and Dindigul, ib. ib., 78 — 83, 
lOG. 

of Tinnevelly, ib, ib., 84, 

107. 

of Kumool, ib. ib., 91. 

— — extract from the minutes 
of consultation on the foregoing, 
110—118. 

specially wanted in 1852 

in the Bellary district, Mad. Rec. 
No. X., 63. 

of North Arcot, constructed 

and under process of construc- 
tion in 1852, 89, 94. 

of Malabar, in 1852, 132, 

133. 

of the Salem district in 

1853, Mad. Rec. No. XV., 109. i 


Roads in Tributary Mehals, Ben. 
Rec. No iii., 67. 

— roadway between Oomptlia 

and Bathara proposed, Ben. Rec. 
No. XV., 67. 

in Bengal, Ben. Rec. No. 

xvi., 49. 

road funds in Bengal, 53. 

from Darjeeling to plains, 

Ecu. Rec. No. xvii,, 24. 

from Darjeeling to Thibet, 

25, 

of Canara, report of Col- 
lector dated 28th October 1854 
on, Mad. Rec. No. xxix., 8. 

— — in the Canara district, map 
of existing, 8. 

correspondence upon the 

entei-taininent of a permanent 
corps of coolies for road works 
in the Madras territory, Mad. 
Rec. No. vi., passim, 

motives for organising such 

a corps, note page, 1. 

of Rajpeepla, Bom. Rec. 

No. xxiii., 307. 

of Manbhoom, report on, 

Ben. Rec. No..xx. Bart i., 26, 

r- plan of, Appended. 

of Chota Nagpore, Ben. 

Rec, No, XX. Part ii., 32. 

plan of, Appended. 

about Madras, their aver- 
age cost for the last ten years, 
Mad. Rec. No. xxxii., 22. 
Robber, gangs of, of the North 
West, report on the Boureeahs, 
N. W. P. Rec. Part xxiii., pas- 
sim. 

Robinson, Mr, C. K., on river Mata- 
bangah, Ben. Rec. No, ii., 4. 
Rohilcund, report on a project for 
a railway in, N. W. P. Rec. 
Part xxii., 1 — 33. 

acknowledgment of report 

by Lieutenant Governor, 76, 

report on a railway recon- 

naisance, 1, 

staple produce of, 2, 
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Roliilcund, the imports bear but a 
fractional proportion to the ex- 
ports of, N. W. P. Rec. Part 
xxii., 2. 

classification of the marts 

of, 2. 

• mode of business at the 

marts exemplified by the cus- 
tom at Chundoiisee, 3 . 

• the mart of Chundousee 

is almost entirely an entrepot, 
3. 

large trade in salt, 4. 

— imported salts, list with 

prices, 4. 

modes of carrying mer- 
chandise <fec. in, 5 . 

no kunkur found in, 5 . 

inferiority of roads in, 5 , 

from the impracticability of 

making roads arose the idea of 
making railways in, 6. 

impossibility of making a 

tramway owing to construction 
of native carts, 6. 

the only engineering difli- 

culties in, G. 

mart like Chundousee would 

form an excellent temporary ter- 
minus, 7. 

— — — no one main line could con- 
vey produce of, 5 , 

towards Hatras, there is 

the greatest trafiic from, 8, 

important places that a line 

of railway from Shahjehanpoor 
would connect, 8. 

country between Morada- 

bad and the Ganges, 10. 

what would be the most 

satisfactory direction for line of 
railway in, 11. 

estimate for one mile of 

cattle draft railway in, 13, 14. 

current rate of transport 

in, 16. 

€Sti«r6*e of expenses of 

railway adapted to light locomo- 
tive pgwea’iu, 17. 


Rohilcund, cither dattle draft or lo- 
comotive railway will pay in, N. 
W. P. Kec. Part xxii., 20. 

estimate of the amount of 

traffic which may be taken up by 
a railway from Bareilly to Mee- 
rut vi/i Moradabad, 24. 

— analytical distribution of 

the trafliic with reference to the 
railwciy, 24. 

what merchandise would 

travel the whole length of line 
of railway from Bareilly to 
Meerut, 26. 

general result of estimates 

of trafiic witl* regard to the rail- 
way projmsed at, 26. 

present average rate of car- 
riage in, 27 . 

rates of materials required 

for a railway in, 28. 

estimated cost of largo 

bridges on the line of railway in, 
29. 

abstract of estimated cost 

of bridges on the line of railway 
in, 30. 

abstract of a year’s trans- 
port by Government bullock train 
and its cost in, 33. 

report on the traffic of, 34 

— 55 , 

the returns upon the traffic 

in Roliilcund, how obtained, 34. 

classification of traffic in, 

34. 

the direction the line should 

take, 36, 58 , 

— a canal from the Saardah 

would be profitable, 37. 

Pilibheet road should be 

continued to Agra, 37. 

statement shewing the ex- 
port of goods south and east, 
38. 

ib. ib. north and west, 38 

—12. 

ib, ib. south and west, 42 

i^4G. 
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Roliilcund, statement showing the 
export of goods, north, N. W. 
P, llec. Part xxii., 4G. 

statement shewing the im- 
ports from south east, 48. 

ib. ib. from north west, 50. 

ib. ib, from south 'west, 50 * 

—52. 

ib. ib. from north, 52. 

abstract statement of imjior- 

tation and exportation of goods, 
54. 

statement shewing the pro- 
duce of the district, consumption 
and export, 55. 

— statement showing tlie j^ro- i 

duce of the district, the share of 
the Government and the profit 
left to the Malgoozar, 55. 

suggestions for public works 

in, 5G. 

traffic returns for, 5G. 

cheap railways peculiarly- 

adapted for, 57. 

no kunkur is found in, 57. 

average cost of metalled 

road in, 57. 

notes regarding the traffic 

of the Moradabad district, 58. 

notes on the traffic of Chun- 

dousec, G2. 

report by Mr. J. Wingfield 

upon traffic in Bareilly, G7 — 

73. 

— traffic how carried on in, 

G9. 

u. impossibility of arriving 

with accuracy at the export trade 
of, 71, 72. 

trade between Daranuggur, 

Mirzapore and Patna, 72. 

report by Mr. Ricketts, on 

the traffic of bhahjehanpore, 

74. 

_ — report on traffic of Budaon, 

75. 

map shewing graphically 

the export trade from, Append- 
ed. 


Rohilcund division, report on the 
frequent transfer of proprietary 
. titles in the, N. W. P. liec. Part 
xxiv., 185, 209. 

canals, debtor and creditor 

account in 185G of. In. Bee. No. 
xiii., 33. 

statement of advances 

made on account of works con- 
nected with irrigation, dated 
23rd August 1847, N. W. P. 
Kec. vol. ii., 35. 

Bolituck, report on the frequent 
transfer of proprietary title in, N. 
W. P. Bee. Pai-t xxiv., 187, 191. 
Ronabah its history, Mad. Bee. No. 

xxiv. vol. ii., 3rd report, 33, 34. 
Roodurj)oor, map of canal, N. W. 
P. Rec. vol. ii., 23. 

report on its drainage by 

Captain W. Jones, 23. 

■ its drainage has improved 

the route between Bareilly and 
Kumaun, 24. 

cost of drainage and repair 

of road paid by the Nuwab of 
Ramporc, 24. 

Roopbass, report upon the quarries 
at, N. W. P. Rec. vol. ii., 147. 

I — price of the stone at the 

quarries of, 147. 

Roopnarain and Damooda, report 
on survey of country between the, 
Ben. Rec. No. xv., G3. 

river, the real cause of the 

James and Mary shoals, 41. 
Roselle fibre, notes on, Mad. Rec. 

No. xxiii., 4, 35, 39. 

^ Route from Khelat to Sonmeanee, 
detailed mile by mile by Colonel 
I Cutram, Bom. Hec. No. xvii., 379. 
Routes from Shikarpore, Bom. Rec. 
No. xvii. 94 — 95. 

I from KuiTachee, Bom. Rec. 

No. xvii. voL ii., 770. 

into the Dang country, 

* Bom. Rec. No. xxvi., 196. 

into Soorgana, Bom. Rec, 

I No. xxvi.; 199 and see roads. 
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Ebyagudda to Boorjinge^, report on 
route from, Mad Kcc. No. xxiv. 
voL i. App. 4, xix. 
Rughoonatbpoor, proprietary rights 
in mowzah, N. W. P. Ilec. vol. 

1., 104. 

Ruhelia lake and temple, N. W. 

P. Rec. Part xix., 421. 

Bunjeet Singh’s Crovernment of 
the Punjab, see Punjab. 

— — his excise and customs, 
In. Rec. No. ii., 108, 109. 

•» ■ his revenue from Punjab, 
161. 

conquers some states on the 

Cis-Sutlej and threatens others, 

164. 

Runpoor, Rajah of, Ben, Rec. No. 

111., 73. 

Russell, Lieut., sections of the Da* 
mooda, Ben. Rec. No, xv„ Ap- 
pended, 

Russian tea plantations, report on, 
N. W. P. Rec. vol. i., 215. 
Russoolpoor, i^roprietary rights in 
the Mowzah, N. W. P. Rec. vol. 

1., 103. 

■— ■■■ ' ■■ proprietary rights in De- 
yoopoor hamlet of, 103, 
Rutnapilly assessment in 1843 by 
Mr, Bayley, Mad. Rec. No. viii., 
48. 

Rutt unpoor pergunnah its assess- 
ment ill 1822, Bom, Rec. No. 
xxiii., 539 — 556. 

statement of the villages 

that belonged to Rajpcepla in 
1822, 566. 

Rye in Gungolee, old mines at. 
In. Rec. No. viii., 9. 

Eyesingjee, hia settlement with 
Government through" the Assis- 
tant Resident at Baroda, Bom. 
Rec. No. xxiii., 736. 

Ryots of Kolhapoor, their condi- 
tion, Bom. Rec. No. viii., 161. 
Ryotwarry system, great object of 
assessment under the. Mad. Roc. 
No, viii, 3, 


S 

Sacrifice, human, and female in- 
fanticide, report on. In. Rec. No. 
V., passim. 

operations of Madras Go- 
vernment for the suppression of, 
1—72. 

operations in Bengal Pre- 
sidency for the suppression of, 
72—90. 

operations under Indian 

Government for suppression of, 
90. 

— > ceremonies attending, 3, 

10, 26, 73, 81, 105, 117, 123. 

best means for suppression 

of, 5, 16, 21, 23, 27, 31, 37, 
58, 62, 63, 74, 83. 

resolution of Madras Go- 
vernment with regard to, 9, 12, 
20, 29, 63, 65. 

reason for, 11, 72, 81. 

force as means of suppres- 
sion of rites, 11, 28, 59, 62, ' 
75, 82, 90. 

and female infanticide, res- 
cue of victims, 14, 27, 64, 72, 
75, 78, 86, 97, 109, 113, 116. 

despatches from Hon’ble 

Court of Directors on, 16, 38, 
97. 

report from Magistrate at 

Ganjam, 17, 18. 

report of Mr. Bannerman, 

19. 

impracticability of sum- 
moning witnesses, 19, 

districts over which rite 

prevails, 20, 

expeditions for suppression 

of, 14, 25, 30, 78, 86, 121, 125, 
130. 

Lord Elphinstone’s minutes 

on, 31, 60, 

— despatch from Government 

of India, 36. 

orders of Madras Govern- 
ment with regard to, 39. 
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Sacrifice, human, nctims provided 
by Dombangos or Pan was, In. 
llec. No. V,, 40. 

and female infanticide, re- 
ligious views of the sacrificing 
tribes, 40. 

religious views of tlie non- 

sacrificing tribes, 43, 

tracts of country in Orissa 

where most prevalent, 54. 

purchase of victims for, 7 2 , 

61, 114. 

despatch from Bengal Go- 
vernment on, 74. 

resolution of Supreme Go- 
vernment on, 90, 94, 107. 

— - — formation of agency for 
suppression of, 91. 

• appointment of officers for 

Agency for its suppression, 93. 

salaries of officers for the 

suppression, 94. 

human limit of tlic tracts 

in which it is known, 128. 

tabular view of meriahs 

rescued, 1 35, 

table shewing how meriahs 

have been disposed of, 13G. 
Sadambo, report on the. Mad. Bee. 
No. xxiii., 79. 

♦Sadiya, Ben, Bee. No. xxiii., 6, 

11 . 

character of inhabitants of 

country to the east of, 11. 

mountain scenery of, 54. 

Saga fibre, report on. Mad. Bee. 
No. xxiii., 6. 

Sage, Lieut, Colonel, on Damooda 
embankments, Ben. Bee. No. xii., 
39, 75. 

Saharunpore, Zillah, its medical 
statistics, N. W, P. Bee. Part 
xviii,, 359 — 373. 

— — • map of, 362. 

population of each than- 

nah, 363. 

causes of death in each 

month of 1853 in, 364. 

- — deaths in each thannah and 


' ill eacli month of 1 853 from fe. 
vers compared with all other dis- 
eases, N. W. 1\ Bee. Part xviii,, 

365. 

Saliarunpore, Zillah, percentage of 
fevers and other diseases on the 
population of each thannah of 

366. 

deaths in each district and 

in each month of 1853 from small 
pox, compared with all other 
causes of death, 367, 

births in eacli district and 

in each month of 1855, 368. 
deatlis in each month dur- 
ing 1853, 370. 

deatlis ill each caste in 

1853, 371. 

proportion of deaths a- 

mongst diflereiit castes durirm 
1S53, 371. 

excess per cent, of males 

on the whole number for, 372. 

female infiinticide in, 359. 

361, 373. 

report on the frequent 

transfer of proprietary title in, 
N. W. P. Bee. Part xxiv., 193. 
Sahloo mine, report on, In. Bee. 
No. viii., 22. 

Sahookars of Goojranwala, report 
on the, SeJ. Cor, of Punjab 
Admn. vo). ii. Part viii., 135. 
Sakenatepilly cut, report for 1854, 
Mad. Bee, No. xxv., 60. 
Sakhbara, its importance, Bom. 
Bee, No. xxiii., 723. 

the reopening of the road 

through, 723. 

Salang in 1790, Mad. Bee. No. 
xix, 63. 

►Salangoro in 1790, 63, 

Salaries of Bombay Conservancy 
establishment, Bom. Bee. No.xi, 
48. 

of important officers in 

Bengal, Ben. Bee. No. xvi., 43. 
Sale law of 1845, 30, 

Salem district, repjort of the CoL 
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lectors on the fibres of the, Mad. j Salem district, estimate for the 
Kec, No, xxiii., 34 — 38. j roads of, Mad. Rec. No. viii., 

Salem district, list of fibres in the, 99. 

37, report for 1852 on the pro- 

statement shewing the par- gress of public works in, Mad, 

ticulars connected with the cul- Kec. No. x., 110. 

tivation of certain fibrous plants, its state in 1852 with re- 

75. gard to irrigation, 110. 

— report on the town of, return of trafiic passing 

Madras Kail. Kept, published ill over the Cauvery bridge, 116, 
1852, App. G. xix. — xxi. j 117, 

exports of, App. G. xxi. Salt of Chota Nagpore, report on, 

— imports of, App. G. xxii. Ben. Kec. No. xx. Part ii., 31. 

— xxiv, manufacture in India, Lord 

report on the swinging fes- Dalliousie on, In. Kec. No. xiv., 

tival and tlic ceremony of run- 33. 

ning through fire in the district and Opium, abolition of 

of, Mad. Kec. No. vii., 7, 24. Board of Customs, 17. 

vaccination report for 1854, range of the Punjab, its 

Mad. Rec. No, xx,, 15. general physical features, Sel. 

vaccination report for 1853, Cor. of Punjab Admn. vol. ii. 

Mad. Rec. No. i„ 14. Part x., 25 G. 

— cost of Civil Engineer’s its geological structure, 

maramut establishment in 1853, 265. 

Mad. Rec. No. xv., 116. the rock salt, 270. 

— ' — report for 1854 on the » the gypsum of the, 279, 

roads of, Mad, Kec. No. v., 17, 305, 

— — report upon the public the sandstone of the, 284, 

works and the expenditure for 294. 

1851 in the, 42. the copper ore, 287. 

— — report on the public works the clays, 286, 340. 

and expenditure for 1853, Mad. the limestone, 294, 303, 

Kec. No. XV., 105, 10. 315. 

principal wants of the dis- — ^ the coal of the, 307 — 311, 

trict in 1853, 108. 324—332. 

- roads in 1853, 109. the Kotkee Alum works, 

— general statement of ex- 322. 

penditui*e on public works from petroleum found in the, 

1843 to 1854, 111. 333. 

— — principal employments and sulphur found in the, 334. 

works inspected in tl}e Civil En- gold found in the, 341 — 

gineer’s department in 1853, 112. 345, 35 3. 

ib. in 1852, 113. the upheaval of the salt 

. — dispensary report for 1853, range, 354. 

Mad, Rec. No. vii., 21, * — of the Punjab, report on 

dispensary report for 1854, the Korana hills, 360. 

Mad. Rec. No. xxi., 21, approximate height above 

report for 1853 on the the sea level of localities in or 

roads of, Mad, Kec. No. viii., 58, near the salt ranges, 364 —369, 
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Salt range of the Punjab, list of 
specimens submitted to the Go- 
vernment in illustration of the 
geology of the, Sei. Cor. of Pun- 
jab Admn. vol ii. Part 370. 
table of colour and mark- 
ings used in sections of, 374. 

sections of salt range, 374 

—.381. 

mines, Trans- Indus, report 

of 1855, In, Kec. No. xii, 50. 

revenue of the Punjab in 

1851 — 54, report on, In. Rec. 
No, vi., 143. 

— mines of the Punjab, re- 

port on, 154. 

- the cost of the works of, 

156. 

maiinds of salt produced 
in 1851—54, 156. 

Agency, Tumlook, notes on, 

Ben. b’ce. No. xiii,, 2, 37 — 43. 

— manufacture at Tumlook 

described, passim. 

revenue of Dhulbhoom, 

Ben. Hec. No. xvi., 104. 

beds of Sind. Bom. Rec. 

No. xvii. vol. ii., 705, 

spring at Kurrachee, Bom. 

Rec. No. xvii , 207. 

in the Punjab, extent of 

salt range, Cis and Trans-butlej 
salt mines, the common Bay and 
Mundee salt. In, Rec. No. ii., 
110 , 

— mines in the Punjab, tbeir 

management by the Seikhs, 112 

— mines, their improvement 

in the Punjab, 117. 

rate of tax in the Punjab, 

116. 

of Trans-Indus, special rules 

regarding, 119. 

its price in 1851, its con- 
sumption in the Punjab and 
preventive establishment, 118. 

Salt range of the four Punjab Doabs, 
In. Rec. No. ii., 4. 

— report of the Punjab from ! 

r. I o. 


1853 to 1856, In. Rec. No. xviii., 
35. 

Salt mines of the Punjab, 37. 

pans, Bom. Rec. No. xvi., 

121 . 

regulations in Cuttack, Ben. 

Rec. No. iii., 39. 

manufacture in Cuttack, 

40. 

Balasore, 40. 

sales in Cuttack, statistics 

of, 43. 

— — memo, on, Mad. Reo. No. 

xvi., passim. 

origin of the monopoly of, 

4. 

the Board of Revenue pre- 
fer levying a high duty, 7. 

Mr. Falconer dissent sand 

urges a monopoly, 8. 

Mr. Falconer’s minute of 

dissent in 1804, 68. 

• tlie Government approve of 

a monopoly, 8. 

the abolition of the Gene- 
ral Salt Agent, 9. 

Commis!>ioners granted to 

the Collectors, 9. 

changes that have taken 

place in the monopoly price of, 
10 . 

Madras depots, 28. 

sale at the depots, 28. 

who are the purchasers of, 

29. 

— retail prices of, 29. 

ib. ib. in the interior since 

the monopoly, 210. 

in what cases salt is sold 

under the monopoly price, 30. 
supplied to French settle- 
ments, 31. 

— sold by measure, 29. 

correspondence • in selling 

salt by weight or by measure- 
ment, 116. 

— export by sea, 31. 

Government indent for Ben- 
gal, 32, 
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Salt, Government indent for Chit- 
tagong, Mad. Rcc. No. xvi., 32. 

private trade to Bengal, 

33. 

— causes of discontinuance of 

export on Government indent, 

33. 

> prices at which the Bengal 

Government might be supplied, 

34. 

■ - price at which salt can be 

stipulated fluctuates, 34. 

private trade to Bengal, 

quantities of salt sold from 

1851 — 53 inclusive, 36. 

distinction between home 

and inland sales, 36. 

- returns of sale no guide as 

to estimating the consumption, 

36. 

- — - consumption of salt per 

head in Madras and Bengal, 

37. 

salt revenue protected by 

legislative enactments, 4 1 . 

sales and revenue and 

cliarges for each year since 1806 
with particulars for each district 
for Fusly 1262, 82. 

* its general mode of manu- 

facture, 14. 

extent of land capable of 

yielding, 14. 

details of manufacture of sea 

salt and plan of salt pans, 15, 

usual method of laying out 

a pan in Madras, 16. 

details of process of manu- 
facture near Madras, 18. 

Major D, Havil land’s report 

upon the manufacture of, 83. 
swamp, 2 1 . 

- in what districts the manu- 

facture of earth salt is carried ou, 

22 . 

* — ' the consumption of earth, 

22. 

» ■ the process of maujifacture 


of earth salt and plan of ?alt pans 
in Bellary, Mad. llec. No. xvi., 
41. 

Salt, outtnni of salt pans, 24. 

the salt of Malabar and 

Canara, 24. 

correspondence as to the 

manufacture of salt in Malabar, 
99 . 

letter from the Collector 

of Canara on the maiinfacture of 
salt in that dUtrict, 111. 

manufacturers who they are, 

their rights and privileges, 25. 

rates of coodeewarum or 

payments to manufacturers, 26. 

season fur making salt and 

general arrangements of manu- 
facture, 27. 

advances, their amount from 

Fusly 1238 to Fusly 1262, 27. 

storing, 27. 

revenue protected by ad- 
herence to the rules published 
by the Board of llevenue, 41, 

not a separate agency in the 

Madras Presidency, 41. 

local means for preventing 

fraud, 42* 

detailed list of persons em- 
ployed in the salt depaitmeiit 
and their duties, 146. 

trausactiuns at the depot, 

43. 

liowauahs or permits, and 

their uses, 44. 

smuggling how practised, 

45. 

estimate of the cost price 

of salt throughout the territories 
of Madras, 51. 

rules upon which the es- 
timate is bored, 48—51. 

views of the Government 

and of the Board of Revenue up- 
on a system of ‘‘ drawbacks” by 
which the price of salt might be 
lessened in inland country, 53 
-- 57 . 
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Salt, objections against an excise, 
Mad. ilec. No. xvi., 

— ■■ ■ - a regulation for determin- 
ing on salt, by whom salt may be 
manufactured, and for collecting 
a duty on salt within the ter- 
ritory subject to the Presidency 
of Port St. George, 63. 

analysis of earth salt by 

Professor Mayer, 93. 

statement of salt manufac- 
tured and sold at each cotaur in the 
Presidency for Fusly 126:2, 112. 
analysis of sea salt by Pro- 
fessor Mayer, 127. 

- Cooroopoo account in Tan- 
jore, 164. 

charges” details for 3 

years. Pushes 1260-61-62, 167, 

sales” details for 3 years 

Pushes 1260-61-62, 170. 

Mr. P. W. Maltby’s letter 

on excise in Caiiara, 171. 

• minute of Mr. J. Golding- 

liam on salt revenue stating his 
views as to the excise or mono- 
poly, 182. 

minute of Mr. E. Maltby 

on salt revenue, 190. 

letter from Mr. W. Knox, 

Acting Collector of Ganjam on 
licensing as preferable to excise 
or monopedy, 1 9o. 

conventions with the 

French Goveruiueut, 203. 

letter from the Marine 

Board on the export of salt to 
Calcutta, 288. 

mehal of M(diurin Midna- 

pore, Ben. Kec. No. hi, 51. 

sale ill Tributary Mehals, 7 1 . 

Salsette, outline map of the island. 
Bom. Rec, No. i., 34, 35. 

— section of the proposed 
lake, 35. 

Salween river, Ben. Rec. No. ix., 62. 
Samulcottah and Cocanada canal, 
report and estimate for 1855-56, 
Mad. Rec, No, xxviii., 3, 35. j 


Saiiataria, Lord Dalhousie on, In, 
Rec. No. xiv., 66. 

- of the Punjab, In. Ilec. N o, 

ii, 149. 

in Cambay, Bom. Rec. No. 

iv. Part ii., 7. 

Sanatory reform in England, sketch 
of, Bom. ilec No. xi., 5. 

state ot Bombay, report by 

Mr. H. Conybeare, passim. 

iinpiovemeutsinBombay, 3. 

Sand as road metal, N. W. P. Rec. 
voi. ii., 112. 

Sandalwood plantations, Bom. Ilec.* 
No. xvi, 63. 

wood of Mysore, In. Ilec. 

No. xi, 50. 

revenue derived from, 58. 

Sandstone of the Punjab Salt 
range, report on the, Bel. Cor. of 
Punjab Admn. voJ. h. Part x., 
284, 294. 

; Sanpo or Sanpa connection with 
Irrawaddy, Ben. Kec. No. xxiii., 
50, 115. 

Mr. Klapoth’s theory of 

the, 129. 

report on, 22. 

Sanscrit study by Hindoos, Ben. 
Kec. No. xiv 10. 

and Pracrit works in Kol- 

j hapoor, Bom. Kec. No. viii, 219. 
j Santipore dacoit gangs, Ben. Kec. 

I No. xxi., 13. 

! Sautulpour talooka, report submit- 
I ted to Government in 1854, 

I Bom. Kec. No. xxv.. 111. 

Saolee, its towns and villages, their 
owners and revenues, Bom. Kec, 
No. xxiii, 81— 8‘h 

Sardah river, its character, N. W. 
P. Rec. Part xviii, 375. 

canal proposed, 376. 

Sarungurh, topographical report on, 
Ben. Rec. No. xxiii. 176—188. 

— Rajah of, Ben. Kec, No. 
xi, 9. 

Sattara municipal arrangements. 
Bom. Rec. No. xxvii., passim. 
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Sattara, Lord Dalhousie on mode 
of its acquisitions, In. Kec. No. 
xiv., 7. 

Saugor and Nerbudda Marbles, 

notice of. Mad. Kec. No. ii., i 

27. I 

• and Nerbudda territory, i 

expenditure and notice of the 
public works carried on during j 
1654-55 in, In. Kec. No. xiii., 
25, 26. 

tabular view of expendi- , 

ture on public works, 44. 

— skctcli of the rise and pro- 
gress of the Civil administra- 

tion, N. W. P. Kec. Part xxvl, 
266. 

■' — date of acquisition and cir- 

cumstances that led to its an- 
nexation, 285. 

- . M . — occupation of Jubbulpore 
how ettected, 266. 

— — neglect of department of 
Civil Justice, 286. 

tardiness with which dis- 
tricts were formed, 287. 

Civil disputes referred to 

private arbitration, 289. 

ii employment of Sudder 

Ameens, 290. 

— disturbed state of the coun- 
try in 1842, 291. 

— -- Civil Courts established, 
291. 

powers and duties of the 

Principal Sudder Ameens, 292. 

- powers and duties of the 

Judges, 292. 

introduction of law stamps, 

295. 

— average and total number 

of suits conducted from 1846 to 
1856, 296. 

• comparison of the Civil 

Courts with those in the Punjab, 
298. 

— Courts have too much dis- 

cretion as regards costs and du- 
ration of suits, 299. 


Saugor, costs of the Civil Court 
described, N. W. P. Kec, Part 
xxvi., 302. 

lowest possible costs stat- 
ed, 303. 

costs in all suits instituted 

for property of little value too 
heavy, 304. 

and Nerbudda territory, 

mode of summoning the defen- 
dant not suited to the habits of 
the people, 307. 

draft of proposed rules for 

the guidance of the Civil Courts 
in the, 315. 

tribunals for the adminis- 
tration of Civil Justice in Mun- 
dla, 314. 

tribunals for the adminis- 
tration of Civil Justice in Hurda 
Hindeea and in petty states un- 
der the superintendent of Na- 
gode, 314. 

report by Mr. W. Muir 

on foregoing, 355. 

Saul tree, libre of the, Mad. Kec. 
No. xxiii., 30. 

Saul timber in Tributary Mehal, 
Ben. Kec. No. hi,, 70. 

Saw mill, sketch of a vertical, N. 
W. P, Kec. vol, ii., 106. 

Sawun Mull, • how ho governed 
Mooltan, In. Kec. No. ii., 89, 
90. 

Sawunt Waree State, memo, by Mr. 
W. Courtney and Major J. W. 
Auld submitted to Government 
in 1843, Bom. Kec. No. x., 1 — 
48. 

> — State, formerly known as 

part of the “ Konkun Putee,” 1. 

situation of, 1. 

Bhonslay family, founder 

of, 1. 

ancestors of, 1. 

- Maug Sawunt, L 

Khem Sawunt Bhonslay, 

1 . 

Phond Sawunt, 2, 
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Sawunt Waree State, first treaty 
with the Honorable East India 
Company, Bom. Rec. No. x., 2. 

- Nag Sawunt and Nar 

Sawunt, 2. 

liamchundru Sawunt, 3. 

— Jyrain Sfivvimt, 3, 

— Khem Sawunt, known as 

“ the Great,” 3. 

treaty with the Honorable 

East India Company, 3, 

attack on the Heri Talooka 

by the Rajah of Kolhapoor, 4. 
death of Khem Sawunt, 

4. 

lAixoomee Baee manages 

the affairs, 4. 

— Appajee Soobrao, the Ne- 

pance General, overruns the 
Waree territory, 5. 

' — Bliow Saheb, the heir to 
the Gadee, found strangled in 
his bed, 5, 

Pi death of Luxoomee Baee ; 

Doorga Baee becomes Regent, 

5. 

Phond Sawunt, the son of 

Som Sawunt, 5. 

treaty, negociated by Cap- 
tain Schuyler, t), 

death of Phond Sawunt, 5. 

■ » — accession of Khem Sawunt, 
the present chieftain, 6. 

— excesses by the Sirdars of 

Sawunt Waree, 3. 

a British force under Sir 

W. Grant Keir sent to Waree, 
on account of depredations com- 
mitted on British territory, 6. 

surrender of Waree, and 

fall of the fort of R6ree, 6. 

treaty with the Regency 

of Waree, 7^ 

Captain Hutchinson sent 

to Waree as Political Agent, 7. 

settlement concluded with 

Kolhapoor through Captain 
Hutchinson (1820), 7, 

■ abolishment pf Captain 


Hutchinson s appointment, and 
the' political relations confided to 
the Judge of Rutnageeree, Bom. 
Rec. No. X., 7. 

Sawunt Waree, second .settlement 
with Kolhapoor (1822), 7. 

Khem Sawnnt, alias Bapoo 

Saheb, the present Chieftain, 
formally invested with the chief 
authority, 8. 

sequestration of certain 

Timifs, 8. 

Phond Sawunt, an influen- 
tial Sirdar, in rebellion (1828), 
8 . 

■ the Sir Desaee solicits and 

obtains assistance from the Bom- 
bay Government, 8. 

flight of the rebels into the 

territory of the Inchulkurun- 
jeekur, 8, 

second rebellion of Phond 

Sawunt and other influential 
Sirdars ( 1 832), 8. 

assistance given by the 

British Government, and flight 
of the rebels, 8. 

amnesty granted to the re- 
bels (1838;, 8. 

agreement between the 

British Government’ and the Sir 
Desaee, 9. 

customs of the Waree State 

ceded to the Honorable Com- 
pany, 9. 

abolishment of transit du- 
ties, 9. 

rebellion of 1838, 9. 

removal of the Sir Desaee 

from authority, 9. 

a Political Superintendent 

appointed, 9. 

invasions of the territory 

by Waree malcontents from 
Goa, 10. 

a Local Corps raised in 

the Waree State, and placed un- 
der the command of British ofli- 
cers, 10. 
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fiawunt Waree, improvement in fi- 
nancial afiairs, Bom. Eec. No. x., 
10 . 

Anna Saheb, the eldest son 

of the Sir Desaee, 10. 

boundaries of the Waree 

State, 10. 

— staple produce, rice, 11. 

— principal manufactures, 11. 

— — — imports, 11. 

description of the inhabi- 
tants, 11. • 

roads, 1 1 • 

— chief rivers, 12. 

■ revenues, 12. 

Local Corps, strength of, 

&c., 12. 

general police of the coun- 

try, 13. 

disturbances in the Kolha- 

poor territory (1844), 13. 

descent of the Curkurces of 

Munohur into the Waree terri- 
tory, 14. 

• measures adopted by the 

Political Superintendent, 14. 
outrages general through- 
out the Waree State, 15. 

Phoiid Sawuiit, with Anna 

Saheb espouses the cause of the 
insurgents (November 1844,) 15. 
protection afforded by Bri- 
tish detachments, 16. 

Anna Saheb taken by the 

insurgents to tlie fort of Muno- 
hur, 16. 

the insurgents joined by 

disaffected persons from the Goa 
frontier, 16. 

increase of the insurrection, 

16. 

conduct of Pliond Sawunt 

and his sons, 17. 

operations of the British 
'force against the rebels, 17. 

— Tan Sawunt, alicLS Baba 

Desaee, 18. 

— increase of the insurrection, 

and murder of Ensign Faure, of 


the 2nd European Regiment L. 
I., Bom. Rec. No x., 18. 

Sawunt Waree, nature of the coun- 
try occupied by the rebels, 18. , 

martial law proclaimed, 1 9. 

proclamation issued under 

the orders of Goveniment, 19. 

General Delamotte, and 

other British officers, J 9. 

appearance of Soobhana 

Nikum, 19. 

Dajee Luxoomon Kala, 1 9. 

Hir Sawunt Dingnekur, 

with numerous rebels on the 
Ram Ghaut road, 20. 

operations of the British 

force, 20. 

spirit of the insurgents 

begins to break, 20. 

other insurgents join tlie 

rebel cause, 20. 

Foujdars appointed by the 

Political Superintendent, 21. 

possession taken of the 

forts of Munohur and Munsun- 
tosh by the British force, 22. 

proclamation issued for 

the apprehension of the sons of 
Phond Sawunt, 22. 

flight of Phond Sawunt 

and Anna Saheb to the Kolbag 
jungle, 22. 

operations of the Britisli 

troops, 23. 

flight of the insurgents in- 
to the Goa territory, 23. 

Captain Arthur deputed to 

Goa, 23. 

failure of the mission, 23. 

— ■■■ number of W aree fugitives 
to Goa, 24. 

measures adopted by the 

rebels to return to Waree, 24. 
letters to the Political Su- 
perintendent, and petition to the 
Bombay Government, 24, 

recommendation of the Goa 

Government in favour of the re- 
bels, 25, 
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Sawunt Waree State, pardon and 
return to Waree of a portion of 
the rebels, Bom, Kec. No. x., 
26. 

Anna Saheb, the Sir De- 

saee’s eldest son, 26. 

provision assigned for the 

maintenance of the pardoned in- 
surgents, 26. 

British force employed, in 

quelling the insurrection below 
the Ghauts, 27. 

a part of the insurgents 

still under the protection of the 
Goa Government, 27. 

future position of, 27. 

character of the Sir Desaee, 

28. 

* - Anna Saheb, 28. 

wives of the Sir Desaee, 

29. 

education of the Sir Desaee’s 

younger sons, 30. 

— deaths among the Sirdars 
of the Waree State, 30. 

— Moro Krishn Lele, the late 

Minister of the Waree State, 31. 

— character of the lat# minis- 

ter, 31. 

lines of communication for 

general traffic;^. 32. 

— ■ ■ ■ Venkut Kao, alias Aba 
Saheb Patunkur, the Khasgee 
Karbaree, 32. 

Atmaram Sheoram, the 

chief hereditary Chitnees, 33. 

ages of the Sir Desaee’s 

sons, 33. 

description of the fort of 

Monohur, 33. 

— — ditto of Waree fort, 34. 

■ ditto of Koodal fort, 34. 

- — ditto of Banda fort, 35, 

— ditto of Awara fort, 35. 

the charge on the Waree 

State for the extraordinary ex- 
penses in quelling the insurrec- 
tion, 36. 

— — mint at, 36, 

M 


Sawunt Waree State, gene^ogical 
tree of theBhonslay family. Bom. 

No. X., 37. 

statement of schools at the 

different villages under the, 39. 

— private schools, 39. 

Government schools, 40. 

brief notes by Major J. W. 

Auld, Political Superintendent 
on, 42. 

name, title, and age of 

chief, 43. 

usual place of residence, 

43. 

names and ages of legiti- 
mate male issue, and of the prin- 
cipaf persons of the court, 43. 

not tributary, 44. 

estimated gross annual re- 
venue, 44. 

boundaries of territory, 

and estimated area in square 
miles, 44. 

prevailing nature of the 

soil, usual means of irrigation, 
and general features of the coun- 
try, 44. 

natural and industrial re- 
sources, 44, 

routes, approaches, and 

means of communication by land 
and water, 45. 

climate, and average range 

of thermometer, 45. 

average annual fell of rain, 

46. 

estimated population, 46. 

religion, language, tribes, 

and castes, 46. 

r- brief notice of the mode in 

which civil and criminal justice 
are administered, 47. 

nature of punishments 

awarded fon criminal offences, 
48. 

— - educational measures, 48. 

— progress of vaccination, 48. 

' ' prevalent diseases, 48. 

— census of the Sawunt 
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Waree State, for the year 1851, 
prepared by H. L. Anderson, 
Esq., Political Superintendent, 
Bom. Kec. No. x., 49. 

Sawunt Waree State, census of the 
Waree division, ^0. 

census of the Banda divi- 
sion, 74. 

census of the Koodal di- 
vision, 116. 

— , census of the town of 

Waree for the year 1851, 142. 

- general census of the, 149. 

abstract of the census of 

the, 150. 

memoir on tlie ^wunt 

Waree State, by the late (japtaiu 
Gideon Hutchinson, 10th Kegt. 
Bombay N. I., on special duty 
at Sawunt Waree in the year 
1818, 15L 

— division of the country pre- 
vious to the conquests of Shiva- 
jee Rajah, the founder of the Mura- 
tha empire, 153. 

— — province of Koodal, sub- 
divisions of, 153. 

the Bara Naiks and De- 
saees, 154. 

Lukum Sawunt, the Man- 

gaum Naik, 154. 

Khem Sawunt, the son of 

Lukum Sawunt, 155. 

— — — Sindhoodoorg, fort of, 
155. 

Phond Sawunt, son of 

Khem Sawunt, 156. 

Naroba Sawunt, son of 

Phond Sawunt, death of, 157. 

Eamchundru Sawunt, son 

of Naroba gawunt, 157. 

I- Khem Sawunt, son of Ram- 

chundru Sawunt, 158. 

surrender of the fort of 

. Sindhoodoorg to an English fleet, 
158. 

capture by the Portuguese 

of Bichooloe, Phon^ , Sanklee, 
and Mun^ree, 158. 


Sawunt Waree State, disturbances 
with Kolhapoor, Bom. Eec. No. 
X., 158. 

regal honours obtained from 

Delhi for the Besaee of Sawunt 
Waree, 158. 

renewed disturbances with 

Kolhapoor, 159. 

Madhow Rao Peshwa, alias 

Rao Saheb, 159. 

death of Khem Sawunt ; 

Luxoomee Bace appointed Re- 
gent, 159. 

intrigue of Som Sawunt* 

159. 

death of Som Sawunt and 

his family, 1 GO. 

opposition of Rao Sahe]>, 

160. 

^ successes of Rao Saheb 

against the Sawunt Waree party, 
161. 

Rao Saheb obliges Luxoo- 
mee Baee to acknowledge his 
son as heir to the Government, 
161. 

disturbances with Kolha- 

pooi^l62. 

victory gained by the Ra- 
jah of Kolhapoor,* 162. 

Luxoomee Baee calls in 

foreign aid, 162. 

murder of Bhow Saheb, 

163. 

disturbances throughout the 

country,* 163. 

I treaty entered into with 

the British Government to put 
a stop to piracy, 164. 

Vingorla made over to the 

British as security by Phond 
Sawunt, who had assumed the 
Government, 164. 

— British detachments order- 
ed to the neighbourhood, 164. 

— death of Phond Sawunt, 

165. 

Doorga "Baee assumes the 

Regency, 165, 
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Sawunt Waree State, domestic dis- 
turbances in the State, Bom. 
lice. No. X., 16G, 

— interference of the British 

Government to procure order, 
106. 

two parties, in Waree, IGO. 

- — treaties, agreements, <fec. 

entered into between the Honor- 
able East India Company and the 
Sawunt Waree State, between the 
12th January 1730 and the 29th 
November 1843, 109. 

treaty with the Sawunt 

Waree State, dated 12th Janu- 
ary 1730, 171. 

— — treaty with the Sawunt 
Waree State^ dated 24th October 
1700, 170. 

■ treaty with the Sir Desaee 

of Sawunt Waree, dated 3rd Oc- 
tober 1812, 179. 

— — ■ — treaty with the Sawunt 
Waree State, dated 17th Febru- 
ary 1819, 182, 

• treaty with the Regency of 

Sawunt Waree, 'dated 17th Fe- 
bruary 1820, 184. 

engagement entered into 

by the Sir Desaee of Sawunt 
Waree, dated the 25th Decem- 
ber 1832, 180. 

■■ - ■ agreement with the Sir 

Desaee of Sawunt Waree, dated 
the 15th September 1838, 187. 

proclamation against the 

performance of the rite of Suttee 
in the Sawunt Waree territory, 
dated 29th November 1843, 189. 

- — - observations on inscriptions 

on copper-plates dug up in the 
Sawunt Waree territory, by Ma- 
jor G. LeG. Jacob, 191. 

— translations of the plates, 

496 . 

literal verbatim transla- 
tions, 217. 

— observations on three in- 
scriptions, 249. 


I Sawunt Waree State, free transit 
! tion of a plate, Bom. Eec, No, x. 

252. 

verbatim translation, 257. 

free and literal translations, 

281. 

Sayer duties of Mysore, rules now 
observed for their collection. In. 
Rec. No. xi., 118. 

duties that have been abo- 
lished since assumption, 120 — 
214. 

system in Mysore, memo. 

on, 105—119. 

Schools at Sumbulpore, Ben. Eec. 
No. XX. Part v., 10. 

^ — ill Hazarcebaugh, Ben. Eec. 

No. XX. Part iv., 55. 

in the sub-division of Eajah- 

mundry, papers relating to. Mad. 
Eec. No. XX vi., passim. 

for artificersg^in the gun 

carriage manufactory of the Mad- 
ras Presidency, report on the, 
Mad. Eec. No. iv., passim, 

minute of Government on 

the, 1, 2, 4, 15, 17, 27, 35, 90. 

minute by the Hon’ble D. 

Eliott on the, 38. 

minute by the Hon’ble J. 

F. Thomason on the, 3, 16. 

memos, from Captain J. 

Maitland on the school for arti- 
ficers, 14, 33, 36, 42, 53, 74, 87. 

reports of the Military 

Board, 19—27, 28—33. 

report from the Secretary, 

35 . 

the Council of Education 

of the school for artificers, 39. 
statement of the qualifica- 
tions of Carnatic ordnance arti- 
ficers and pupils in 1839 as com- 
pared with the attainments of 
the artificers in 1849, 55 — 74. 

statement shewing the 

names and position of the Teach- 
er’s department, the subjects 
taught, the date of the appoint- 


■Hr 
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raent of the teachers and their 
time of giving up teaching, Mad. 
Rec. No. iv., 82 — 87. 

Schools, list of ordnance artificers 
on staff employ, 38. 

papers relative to the School 

of Industry in Jubbulpore, In. 
Rec. No. XV., 1 — 34, 

in the Punch Mahals, Bom, 

Rec. No. xxiii., 860. 

. , of Manbhoom, report on, 

Ben. Rec. No. xx., 29. 

of Chota Nagpore, Ben. 
Rec. Np* XX. Part ii., 37. 

and scholars in Mr. Reid’s 

eight districts, Ben. Rec, No. 
xxii.j 3. 

in which Persian is alone 

taught are declining, 5. 

—I " number of schools in Ben- 
gal from 1851 to 1853, 5. 

- ■ liteftiture of, 5. 

— report on a Tehseelee 

school at Roorkee, 9. 

— report on a Tehseelee school 

at Allyghur, 10. 

Mr. Reid’s report on nor- 
mal, 11. 

— suggestions for the im- 
provement of, 11. 

— — — - number of schools in Ben- 
gal, 29. 

„ , general division in Bengal 
of, 30. 

scheme for improvement of, 

32. 

advantage of model, 32. 

— — . — report on Calcutta school 
society, 34. 

four model vernacular 

schools to he established in each 
district, 35, 

' — pergunnah schools, 36. 

duties of the visitors of 

pergunnah, 36. 

education to bo given in 

the pergunnah, 36. 
i-— — indigenous, should not be 
interfered with, 37. 


Schools, probable expenses of Go- 
vernment Zillah, Ben. Rec. No. 
xxii., 38. 

indigenous, instruction not 

useless, 42. 

indigenous, what is learnt 

in, 42. 

vernacular, Mr. J.P. Grant’s 

minutes on, 40, 47. 

vernacular, Mr. Seton-Karr’s 

minutes on, 42, 45. 

— vernacular, what they pro- 

fess to teach, 46. 

Mr. Rickett’s minutes on, 

49, 61. 

missionary, grants-in-aid, 

50. 

grants-in-aid of, 56, 59, 

62. 

vernacular, no reason for 

any change in, 61. 

-indigenous, in Bengal, un- 
satisfactory state of, 66. 

duty of Superintendent of 

indigenous, 67. 

— — . what should be taught, 

68 . 

success of missionary ver- 
nacular, 69. 

whole expense of model 

vernacular schools, 70. 

advantages of a vernacular 

normal school, 77. 

in Bengal, Mr. Chapman’s 

division, 192. 

model, 192. 

j in Bengal, Mr, Pratt’s divi- 

I sion, 192. 

I Mr. Woodrtw’s time how 

employed, 193, 

in Bengal, number under 

instruction in Mr. Woodrow’s 
district, 199. 

, report on Government 

school at Barrackpore, 201. ^ 

■ report on Government school 
at Monerampor^ 201 . 

— report oh Government 

! school at Munzilpore, 202. 
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- Schools, report oii Government 
school at linssapuglah, Ben. Rec. 
No. xxii., 202 . 

— — number of children at Ba- 

raset, 204. 

report on school at Nibo- 

• dhoe, 205. 

report on school at Rahoo- 

ta, 205. 

■ ■ '■ - — report on school at Pubna, 

206. 

report on school at Jessore, 

206. 

model, not established in 

Behar, 221. 

normal in Behar, scheme 

for, 221. 

■ - " branch, connected with 

Presidency College, Ben. Rec. 
No. xiv., 66. 

• in the Punjab, how sup- 

ported, In. Rec. No. ii., 143. 

— Umritsur, 144, 145. 

medical,’ in the Punjab, 

145. 

for Civil Engineers in Pun- 
jab, 146. 

— in the Punjab, their classi- 
fication, 143. 

— - in Midnapore, Ben. Rec. 
No. iii., 54. 

in Tributary Mehals, 68. 

vernacular and English in 

Cuttack, 36. 

of Kolhapore, Bom. Rec. 
No. viii., 120. 

of instruction for the na- 
tive Amlah, report on, N, W. P. 
Rec. Part xix., 411. 

of the Punjab, report from 

1853 to 1856 on," In. Roc. No. 
xviii., 42. 

Scholarships in Presidency College, 
Ben. Rec. No. xiv., 47. 

Sculpture at , Kolhapore, Bom. Rec. 
No, viii., 176. 

Hindoo, fac-similes of, 

Bom. Rec. No. xvi., Figs. 4, 5, 
6, 7, 8. 


Sea customs of Murkanum, Oudda- 
lore and Porto Novo, Mad. Rec. 
No. X., 113. 

Sealkote, improvement report for 
1854-55, Sel. Cor. of Punjab 
Admn. vol. iii. No. ii., 130. 

district, report on the re- 
venue of 1853, In. Rec. No. vi., 
109. 

inefficient balance, 110. 

timber agency, 187. 

population in 1855, In. 

Rec. No. xi., 21. 

statement of district roads 

in. In. Rec. No. vii., 63. 

Secretariat, Bombay, Lord Dalhou- 
sie on. In. Rec. No. xiv., 17. 

Secretary to the Chief Commissioner 
of the Punjab, names of those 
who in 1852 assisted him in the 
performance of his duties. In. 
Rec. No. vi., 217. 

Secunderabad dispensary, report 
for 1853, Mad. Kec. No. vii., 38. 

dispensary, report for 1854, 

Mad. Rec. No. xxi., 40. 

Secunderpoor, proprietary, rights in 
the mowzah of, N. W. P. Rec. 
.vol. i,, 104. 

Sedges of India affording fibre, re- 
port on, Mad, Rec. No. xxiii., 
147. 

Seebsagur, Assam, Ben, Rec. No. 
XL, 49. 

Seeds, oil, in Sind, Bom. Rec. No. 
xvii., vol. ii., 622. 

Scemay Cattalay fibre, report on. 
Mad. Rec. No. xxiii., 116. 

Seera copper mine, report on. In. 
Rec. No. xvii., 65. 

Seniority system, disadvantages in 

^ choice of police officers, Ben, 
Rec. No. xvi., 39. 

Seodru, description and plan of an 
elliptical tunnel bridge erected 
at, N. W. P. Rec. vol. ii, 99. 

Sepahs, report on the, Sel, Cor. of 
Punjab Admn. vol. iii No. iii., 
244. 
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•Sepalis, report on the British con- 
nection with the, 111. Rec. No. 
xii., 23. 

Sep^iings, Mr,, on Tenasserim teak, 
Ben. Kec. No. ix., 91, 108, 121. 
Serampore, tenures of, Ben. Bee. 
No. iv., 31, 

Seringapatam its population in 
1852, In. Bee. No. xi. 52, 62. 
Beiinghee to Goomah, route fi*oni. 
Mad. Bee. No. xxiv. vol. i. App. 

iv — XV. 

Service, Military, Lord Dalhousic 
on the, In. Bee. No. xiv., 66 — 

69. 

requisite knowledge of ver- 
nacular by officers, 66. 

seniority, no longer to de- 
termine promotion, 66. 

recent regulations in Eng- 
land for promotion, 67. 

. rank conceded to officers, 

67. 

■ orphan school, 67. 

■ revision of departments, 68. 

— - — commissariat department, 

68 . 

— stud department, 69. 

■ ordnance department, 69. 

clothing department, 7 0. 

ecclesiastical department, 

70, 71. 

abolition of Military Board, 

69. 

improvements in Hon’ble 

Company’s, 63, 64, 65. 

— prisons, 66. 

efficiency of medical esta- 
blishment, 71. 

opening of medical, 72. 

^ — Ciyil, Lord Dalhousie on 

reorganization of the, 15. 

— — Uncovenanted, alterations 
in, 17* 

— educational department, pen- 
sions of, 17, 

commutation in the Cis* 

Sutlej States, In. Bee. No. ii,, 

168 . 


Settlement of the Naikra country, 
agreement of Naikras with Bri- 
tiffi Government, Bom. Bee. No. 
xxiii., 194. 

effected by Mr. J. P. Wil- 
loughby in 1823 with turbulent 
Bheel chiefs residing in the Baj- 
peepla districts, 7 03 — 7 08. * 

based on a system of con- 
ciliation eflected during 1822- 
23 for the reclamation, future 
good conduct and better treat- 
ment of the previously turbulent 
Bheels, 699. 

effected in 1823 — 26 with 

the Bheels, Naikras and Meh- 
wasees, 759 — 787. 

of the Momunds, report on 

the revised, Sel. Cor. of Punjab 
Admn. vol. ii. Part vii,, 17. 

of the Mozuffurghur per- 

gunnah, report on the, Sel. Cor. 
of Punjab Admn. vol, i. Part i., 
13. 

calculation of the jumma, 

19. 

Lumberdars, 20. 

record of rights^ 21. 

free lands and Putwarees, 

22 . 

settlement of disputes, 22. 

— ■ Sim’aee collections, 23. 

- — abstract statement, 24. 

of Murwut, In. Bee. No. 

xii., 128—131. 

- permanent, in Bengal, its 

object not attained, Ben. Bee. 
No. xvL, 12. 

village of North West Pro- 
vinces compared wiyi that of 
Bengal, 13. 

of Darjeeling, Ben. Rec. 

No. xvii., 9. 

— Court, certain cases referring 

to landed property may bo 
transferred to ordinary civil, tri- 
bunals, In. Rec. No.-ii., 74. 

of Hazara, Peshawur parti- 
ally settled; 84; 85, 
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Settlement of Dehra-Ismael-Khan, 
In. Eec. No. ii., 85. 

of district of Mooltan, 91. 

• of Kaiigurh district, Leia 

district, Dehra Gliazee Khan, 
91, 92. 

revised, probable effect in 

the Punjab, 97. 

in Punjab, staiistical opera- 
tions connected with, 104—106. 

of Cuttack, papers relating 

to the, Ben. Kec. No. iii., passim. 

• statistics of Cuttack, 6 — 

12 . 

— short, in Cuttack, evil of, 

13. 

of Cuttack, a blessing to 

the people, 13. 

— of Cuttack, its plan describ- 
ed, 15. 

of Cuttack, instructions of 

Sudder Board, 18. 

of Cuttack, final effect of, 

23. 

of Cuttack, financial effect 

of, 24. 

of Cuttack, objects of, 2G. 

■ records in Cuttack, 36. 

regular, of the Punjab, 

In. Rec. No. vi., 137. 

Seuji tank, plan and estimate for a i 
calingula to be built in the I 
bund of. Mad. Rec. No. xi., 105. 
Sewerage of Bombay, scantiness of. 
Bom. Rec. No. xi., 26, 27. 

rates of London, 27. 

of Black Town, plan of. 

Mad. Rec. No. xi., 10. 
report on, 18 — 24. 

estimate of works required 

for the, 1 9. 

Sewer of masonry, estimate per foot | 
in Madras, 24. 

Sewers of Bombay, report on the. 
Bom. Rec. No. xi. App. J. 
Shahgurh, professional thieves of, 
N. W. P. Rec. vol. i., 62—68. 
——annual revenue from 184^ 
—1854, Bom. Eec. No. xxi., 41. 


Shahjehanpoor, report on the fre- 
quent transfer of proprietary ti- 
tles in, N. W. P. Rec. Partxxiv., 
193. 

report on theChowkeedaree 

assessment, N. W. P. Rec. vol. 
i., 10. 

the Mullicks of, 10. 

condition of Chowkeedareo 

system before revison, 10. 

total revision of assessment, 

11 . 

statement shewing the num- 
ber of houses exempted and as- 
sessed before revision of assess- 
ment, 13. 

statement shewing the al- 
terations in 1849 made in the 
assessment of the Mullicks, 13. 
statement shewing the al- 
terations made in the year 1850 
in the assessment of the Mul- 
licks at, 14. 

observations on the altera- 
tions made in 1850 in the assess- 
ments of the Mullicks at, 15. 

police stations at, 15. 

statement shewing the re- 
sults of different rates levied, 
15. 

nominal establishment of 

Chowkeedars at, 16. 

financial statement of as- 
sessment at, 15. 

statement of self-assessed 

towns in the.Zillah of, 17. 

exports westward from, 

N. W. P. Rec. Part xxii., 24. 

total imports from the 

westward, 24. 

imports into the town of, 

174. 

exports from the town of, 

174. 

Shahpoor, improvement report for 
1854-55, Sel. Cor. of Punjab 
Admn. vol. iii. No. ii., 149, 
Shaikhdar of Mysore, duties, 
In. Rec. No. xi., 99. 
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Shanbogue, his office, In. Rec. No. 

xi. , 92, 98. 

Sliargab, description of, Bom. Rec. 
No. xxiv., 544. 

account of, 16. 

to Brymee, the route tra- 
velled by Captain Hamerton, in 
1840, 116. 

Sheep of Kolhapoor, their produce, 
expense and j^rofit. Bom. Rec. 
No. viii., 48 — 49. 

Shenul fibre. Mad. Rec. No. xxiii., 
45. 

Shenul trees, value of produce, 
Ben. Rec. No. iv. App. F. 
Sheoranees, report on. In. Rec. No. 

xii. , 33, 146. 

estimate and strength of 

the. In. Rec. No. ii., 27. 

• raids in the Punjab, In. 

Rec. No. vi., 9. 

Sherole, description of. Bom. Rec. 
No. viii., 122. 

temples at, 324. 

Shetsundeea , in the Southern Mah- 
ratta country, report on the. 
Bom. Rec. vol. ii., 1. 

Shihiyyin tribe, account of the, 
Bom. Rec. No. xxiv., 14. 
Shikarpore occupied by the Ameers 
of Sind in 1824, Bom. Rec, No. 
xvii., 21. 

conquered by British in 

1843, 40. 

- — — Government of, 60, 

census of collect orate, 62, 

88, 89. 

commerce of, 69. 

described by Lieutenant 

Postans, 80. 

— trade in, 92.' 

climate of, 93. 

— — — trade with Kandahar, 96, 

date of foundation, Bom. 

Rec. No. xvii., 3. * 

■ ceded to Persia in 1739, 

17. 

statistics. Bom. Rec. No. 

xvii. vol. ii., 694. 


Shikarpore report in 1854 on the 
assessment of. Bom. Rec. No. 
xviii., 45. 

statement of amount of 

land cultivated in 1852-53, 44. 

rates of assessment in, 47 — 

49. 

statement of lease, 86. 

repqft by Lieutenant Wal- 
lace on the assessment of. 111 — 
119. 

notification and draft of 

rules for leases in the, 81. 
Shikoo, valley of the, Ben. Rec. No. 
xxiii., 154. 

Shinas, an account of. Bom. Rec. 

No. xxiv., 37. 

Shitwar, account of, 21. 
Shoemakers, value of dead stock 
in Kolhapoor requisite for. Bom. 
Rec. No. viii., 25. 

Sholapore collectorate, report on. 
Bom. Rec No. iv., passim. 

description of collectorate, 1 . 

— cultivation in, 2. 

towns of, 2. 

education in, 3. 

roads in, 3. 

ferries in, 4. 

description of the four 

Northern talookas, 6 — 12. 
Shradh ceremonies of Kolhapoor, 
Bom. Rec. No. viii., 172. 
Shrayem lands, nature of tenure^ 
In. Rec. No. xi., 97. 

Shumai Kha or Pongmai or Sin- 
mai Kha, Ben. Rec. No. xxiii., 
118. 

Shum valley, report on the, Sel. 
Cor. of Punjab Admn. vol. iii. 
No. iii., 206. 

plan of, 21 1, 

Shureefabad, proprietary rights in 
.the mouzah, N. W. P. Rec. vol, 
i, 104. 

Shureefpoor proprietaiy rights in 
the mowzah, 101. 

Shuy Gween gold and gold dust, 
Ben. Rec. No. xiii., 59. 
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Sicca weight or tola, measure of, 
N. W. P. Eec. vol. i., 50. 

Sikh war, second, unavoidable. In. 
Rec* No. xiv., 1. 

locals, the 4th volunteer 

for Burmah, In. Rec. No. vi., 31. 

3rd infantry, misconduct? 

at Hazara, 32. 

— - ■ '■ ■■ local, 1st regiment, 40. 

- local, 2nd ib., 40. 

— soldiery disbanded. In. 

Rec, No. ii., 32. 

infantry, local, 1st regi- 
ment of, 42. 

Sikhim Morung, cession of, Ben. 
Rec. No. V., 5. 

• climate of, 5. 

general features of, 6. 

population of, 7. 

agriculture of, 16. 

cotton culture in, 17. * ^ 

manufactures of, 8. ! 

land revenue of, 9. 

roads in, 18. 

Rajah’s letter to Dr. Camp- 
bell, Ben. Rec. No. xvii,, Ap- 
pended. 

— ■ — confiscation of certain ter- 
ritories of Rajah of, In. Rec. No, 
xiv., 12. 

Sik under Khail tribe, pension of 
tlie Mullicks, In. Rec. No. xii., 
125. 

Silk cottons of India, report on, 
Mad. Rec, No. xxiii., 150. 

of Pegu, In. Rec.dNo. ix., 

13. 

Silk cloth of Kutch, Bom. Rec. No, 
XV., 214, 

of Sumbujpore, Mad. Rec. 

No. xiv., 14. 

tusser, manufactured ex- 
tensively throughout the district 
of Sumbulporo, Ben. Rec. No, 
xxiii., 186. 

and tusser in the Azim- 
ghur district, report dated 1837 
on the manufacture of, N, W. P. 
Eoc, Part xiv,, 130. 


I Silver load mine at Jak, report on, 
In. Rec. No. xvii., 76. 

I Sim, Colonel, on Coleroon anicut, 
Ben. Rec. No. xv., 125, 

Sinibhur talook, report submitted 
to Government in 1854, Bom. 
Rec. f^o. XXV., 92. 

Sirnlah, report on the revenue of. 
In. Rec. No. vi., 100. 

— — inefficient balance, 101. 
hill states, their area, popu- 
lation and revenue in 1855, In. 
Rec. No. xi., 11, 13. 

Simong, their villages near the Ta- 
ble land of Thibet, Ben. Rec. 
No. xxiii., 147. 

Sims, Mr,, report on proposed 
water works for Calcutta, Ben. 
Rec. No. X., passim. 

Sinchoung forest contains few teak 
trees, In. Rec. No. ix., 104. 

Sind pearl banks, Bom, Rec. No. 
xvii. vol, ii., 701. 

sea fishery of, 703. 

boats employed in sea fish- 
ery, 705. 

salt of, 705, 

and Kutch, trade between, 

Bom, Rec. No. xv,, 224, 

Rifles, their misconduct 

when first eiftollcd, In. Rec. N o. 
vi., 34. 

official correspondence on 

the assessment of the Omercote 
and Narra districts in, Bom. Rec. 
No. xxi., passim. 

resolution of Government 

in 1 855 relative to the introduc- 
tion of survey and settlement in, 
Bom, Rec. No. xviii., 1. 

letter from Mr. Frere the 

Commissioner, submitting copies 
of instructions to Collectors on 
the subject of revenue survey in, 
3. 

— circular to the Collectors, 

8 . 

‘memo, of rules for rough 

survey, 9, 
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Sind records, definition of a village, 
Bom. Rec, No. xviii., 11. ^ 

- — village boundaries liow to 

be marked, 13. 

record of viUage boundaries, 

13. 

demarcation of Jaghire and 

Zemiiidaree boundaries, 14. 

- — forests, 15. 

record of boundaries of Ja- 

gbires and Zemindaries, 15. 

- measurement, maps^ classi- 
fication of soil, 16. 

tenures and proprietary 

rights, 17. 

assessment, exemptions, 

produce, 18. 

•— — wheel assessments, 19. 

- - Beegotee, period of settle- 

ment, 20. 

»■■■ ■ ■ canals, water votes, statute, 

labour, 21. 

revenue instalments, puttas, 
village officers, patois, village 
accountants, 22. 

- village and pergunnah pe- 

riodical reports, readjustment of 
boundaries, 23. 

- - Collector of Upper Sind 

•on the cash rents ^f, 24. 

the system of leases in 

1854, 27. 

proposed rate of assess- 
ment when the land tax depends 
upon the nature of the crop not 
on the nature of the soil, 30. 

— : — views taken by Sir Charles 
Napier on the revenue assess- 
ment of, 32. 

chief causes of failure of 

crops in, 32. 

proposed method of grant- 
ing the pullo, 33, 

- reply to the Collector of 

Sind, 37. 

effects of revenue arrange- 
ment on the cultivation up to 
1854 of, 37. 

high assessment, the true 


cause of the cultivator’s attach- 
ment to Buttai, Bom. Rec. No. 
xviiL, 37. 

Sind, defects in our revenue ar- 
rangements up to 1854, 38. 

settlements for inundation 

seasons, 39. 

rates of assessment, 46. 

assessment by wheels, 42. 

records, duties of Zemin- 
dars, 43. 

report on the assessment 

of tlie coUectorate of Shikar- 
pore, 45. 

— ^ report by Lieutenant Lewis 

Felly on the assessment of, 20th 
September 1854,50. 

heads of information tabu- 

larised, 51. 

• enumeration of classes of 

soil, 52. 

■ cross section of the left 

bank, 52. 

agricultural tree, 53. 

crops grown a test and 

guide on the classification of soils, 
57. 

average of all crops used 

as a guide and test for assess- 
ment, 61. 

policy of a very light as- 
sessment, 62. 

Huks of Zemindars, 64. 

tabular statement of data 

relative to the varieties of soil 
avaihfblc in fixing a cash assess- 
ment, 68 — 75, 

tabular statement of the 

expenses of rubbee crops, 7 6. 

ib. • of Khureef and 

Peshrus crops, 76. 

sketch of the left bank, 

77. 

— — explanation of sketch, 77. 

: — Lieutenant Felly explains 

why the data given in his report 
were not at the time applicable, 
87. 

■ reply of the Commissioner 
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to Lieutenant Pelly, Bom. Bee. 
No, xviii., 93. 

Sind, five statements of cultiva- 
tion in the Larkhana Deputy 
Collectorate, 97 — 110 
report of Lieutenant Wal- 
lace u^K)n the assessment of, 
111—119. 

- report by Lieutenant St. 

Clair Ford upon the assessment 
of Larkhana, 120 — 123. 

memo, by Mr. A. Young on 

the revenue settlement in, 125. 

report on the arrangen^its 

for carrying out the preliminary 
revision of the assessment, 144. 

• statistical returns for 1853- 

54, shewing produce, cultivation 
and population, Bom, liec. No,. 
XXL, 44 — 54 

• Lord Dalhousie on acquisi- 

tion of. In, Rec. No. xiv., 12, 

— punishment of Meer Ali 

Morad, 12. 

• and the Punjab, contermi- 

nous boundary of, In. Rec, No. 

- xil, 43, 

information about. Bom, 

Rec. No, xvii. vols. i, and ii., 
passim. 

- - its cereals and productions, 

Bom. Rec. No. xviL vol. ii., 
421. 

wool of, 425. 

mules of, 426. 

grains grown in, 457.. 

people of, 495, • 

plants of, 592, 

- climate of, 592, 

■ botany ofj 592. 

■ division of time in, 615, 

crops in, 618, 

■ . — grains in, 620. 

pulse in, 620. 

vegetables in, 623. 

- gourds in, 625. 

» — sugar in, 628. 

- — medicines in, 630. 

condiments in, 630. 


Sind, fruits in, BJm. Rec. No. xvir., 
vok ii., 631. 

dialect of, 643. 

character of people, 645. 

Sarsudh Brahmins of, 649. 

education in, 649, 

statistics of, 661, 

administration system, 662, 

jurisdiction of chiefs in, 

667. 

municipal arrangements, 

Bom. Rec. No. xxvii., passim. 
Sindhowlce bridge, report on its 
construction, N. W. P. Rec. vol. 
ii., 91,. 

— ■ " ■ statement of the charges 
incurred in its construction, 
96. 

Singapore, description of a wooden 
bridge erected at, N. W, P. Rec. 
vol. ii., 194. 

Singbhoom, Mr. Ricketts* report 
on, Ben. Rec.. No. xvi., 61, 

- population of, 62. 

chiefs of, 69. 

Singh, Maharajah Golab, Lord Dal- 
housie on the honoura)>le con- 
duct of the Government of In- 
dia towards, In, Rec^ ^o. xiv„ 
13. 

submissive policy of, 5. 

Singh, Duleep, conversion of, 15. 

Ruajeet, see Runjeet Singh,. 

Single line of railway, its advan- 
tages, In. Ree. No. i., 18. 

and double line of railway,. 

19 

cost per mile, 19 . 

saving effected by, 18; 

Singpoor, Khandeish, described,, 
Bom. Rec. No, xxvi., 171. 

- note on, 193. 

Singrowlee, report on the natural 
products of British, N. W. P. 
Rec. Part xxL, 481. 

the coal of, 481. 

the iron of, 483. 

Sintphos, tribe Bea. Bee. No. 
zxiii., 6. 

N n 2 
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Sintplios, fabulots history of, Ben. 

llec. No. xxiii, 14, 15. 
Sirgoojah, Eajah of, Ben. Rec. No. 

xi. , 5. 

Sirhind, report on the decrease of 
moisture in the province of, Sel. 
Cor. of Punjab Admn. vol. ii. 
Part xi., App. A. 

Sirkee Khail tribe, Tu. Rec, No. 

xii. , 94, 

Sitang and other teak forests of 
Pegu, report submitted to Go- 
vernment in 1855 on, In. Rec. 
No. ix., 90— 1:^6. 

remarks on this report by 

the Commissioner of Pegu, 7 9 — 
89. 

— physical geography of the 

country, the localities of the 
teak forests, 90 — 103. 

the soil in which the teak 

best thrives, and the various 

kinds of trees associated with 
teak, 103. 

valley, statement of the 

quantity of seasoned timber con- 
tained in the forests of the, 204. 

statement of the quantity 

of green timber contained in 
1855 ill the forests of, 20G. 
Sketch of Kolhapore, Bom. Rec. 
No. viii,, 1. 

: — geological, of Kolhapore, 6. 

of implements of husban- 
dry in Kolhapore, 53. 

of the forts of Punala and 

Puwungur, 120. 

■ of the gateway of the port 

of Punala, 120. 

• of Gur Ingluz, 122. 

■ of the entranpe gateway to 

the palace of H. H. the Maha- 
rajah of Kolhapore, 170. 

- - — of the antiquities of Kol- 

hapore, 314. 

of the Buddhist caves at 

Kolhapore, 314. 

Slave Trade of Zanzibar, Bom, Rec. 
No. XV., 215. 


Slave Trade, measures adopted 
by the British Government be- 
tween 1820 and 1844 for its 
suppression in the Persian Gulf, 
Bom, Rec. No, xxiv., 636 — 
652. 

agreements entered into 

with the Imaum between 1822 
and 1848 for the suppression 
of, 653—668. 

agreements entered into 

with the Arab chiefs of the Per- 
sian Gulf by the British Govern- 
iinent between the years 1838 
and 1847 for the suppression of 
the, 668—682. 

agreements entered into 

with the Persian Government 
for the prevention of the impor- 
tation of slaves into the Persian 
Ports, 683—687. 

instructions to Commanders 

of the Hon’ble East India Com- 
pany’s ships for the due sup- 
pression of, 679 — 682. 

trade, treaty of 1815 with 

Portugal fur the suppression of, 
Bom, Rec. No. x., 351. 

ib. of 1842, 368—386. 

conference with Portugal 

for its suppression on the East 
Coast of Africa (1850), 398. 

Slavery, treaty between Her Majesty 
and the Imaum for the suppres- 
sion of, Bom. Rec. No. xxiv., 
219. 

treaty between British Go- 
vernment and Sohar Chief in 
1846 for suppression of, 226. 

— treaty of 1822 with Imaum 
for suppression of, 243. 

Slaves of Kolhapore, their condi- 
tion, Bom. Rec. No. viii., 163. 

Sleepers, list of woods beat adapted 
for, Mad. Rail Rept. for 1853, 
48. 

tenders for supply of, 51, 

58—60. 

observations of Chief Eu- 
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giiieer on tenders for, Mad. Rail. 
Kept, for 1853, 52. 

Sleepers transfer of Government 
stock, 52, 53. 

" - ■ wood from Australia for, 

^ 6 . 

Madras Railway contract 

for, 3. 

— ■ what is a good substitute 
for, 4. 

shape of, 109. 

stone blocks as, 185 — 188. 

speciniens of timber sent 

as, 190. 

average cost of making and 

conveying to coast, 193. 

wood best adapted procur- 
able at Vizagapatam, 201, 202. 

form of statement shewing 

to the Madras Railway Com- 
pany their number and descrip- 
tion for one month, and the 
money expended during that 
time on, 237. 

Sluice in bund of Pommel tank, 
plan and estimate for, Mad. 
llec. 1 ^ 0 . xi., 78, * 

for Kadambuttoor tank, 

estimate and plan for, 109, 

— in the bund of Red Hill 

lake, estimate and plan for, I 
113. I 

estimate and plan for con- 
struction between Aladras and 
the Red Hill lake for drainage, 
115. 

- ■' — estimate and plan between 
the lake and Madras for irri- 
gation, 11(3. 

estimate and plan for the 

Wotaree Nullah, 117. 

for regulating the water in 

the channels of the Tai\jore dis- 
trict, a plan for a, N. W. P. 
Rec. vol. ii., 16. 

— : — of a tank, plan for the 
main, 16. 

of irrigation in a tank, 

plan for a, 16 . 


Sluice in the Kitcha canal, plan 
of, N. W. P. Rec. vol. ii., 
26. 

ib. section of the, 26. 

Sluices, masonry in Hidgelle, Ben. 
Kec. No. iii., 56. 

of irrigation, their nature, 

N. W. P. Rec. vol. ii., 11. 

Small Cause Courts of the Punjab, 
niunber of cases instituted dur- 
ing 1852 to 1853 in, In, Rec. 
No. vi., 84, 

Snieltiiig, operations at Dechouree 
of iron, In. Rec. No. xvii., 
87. 

furnace Boer stream, con- 
venient site for, 3. 

report on experimental 

blast furnace erected at Dechou- 
ree, 89. 

trials of the blast furnace 

erected at Dechouree, 100— • 
103. 

experiments in Kumaou, 

In. Rec. No. viii., 37. 

Snakes, Bom. Rec. No. xvL, 157. 

Snuff, mode of its preparation in 
Kolhapoor, Bom, Rec. No. viii,, 
226. 

Soane river, the difficulty it pre- 
sents to railway, In, Rec. No. i., 
75. 

why it narrows at its con- 
fluence with the Ganges, 79. 

steam ferry across the, 

I 80. 

Soanth, sketch in 1854 of, Bom. 

Rec. No. xxiii., 8. 

I its boundaries, 8. 

reigning family, 8. 

tribute and chief, 9. 

character of the country 

and population, 9. 

notes on, 21. 

j its towns and villages, their 

revenues and owners, 68 — 73. 

Soda, plants of Sind that yield, 
Bora. ReC: No. xvii. voL ii., 
606 . 
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Sodomy and rape more common in 
England than in India, N. W. 
P. Kec. vol. i., 38. 

Sohag canal, report on, In. Rec. No. 
vi., 173. 

Solian and Leh, report on bridges 
^ over the. In. Rec. No. vii., 11, 
12. 

Sohai*; description of, Bom. Rec. 
No. xxiv., 12. 

the route to Brymee tra- 
versed in 1840 from, 118. 

Sohat, account of. 111. 

Sohawah cuttings for Lahore and 
Pesiiawur road, diagram of. In. 
Rec. No. vii., 24 — 25. 

Sohnpore and Koinjeur, road be- 
tween, In. Rcc. !No. v., 28. 

— Rajah of, Ben. Rec. No, 

xi., 11, and see Sonepore. 

Somali country and Mandvec, 
trade between. Bom. Rec. No. 
XV., 219. 

Sona Nuddee river, water power of 
the. In, Rec. No. xvii., 39. 
Sonadeh Coal, Bom. Rec. No. xiv., 
35. 

Sonepoor, situation of. Mad. Rec. 
No. xiv., 3. 

report on, Ben. Rec. No. 

xxiii., 176 — 188. 

— people of, 177. 

— forests of, 178. 

— ; — metereological phenomena 
* of, 179. 

— ■ orinthology of, 179. 

diseases prevalent, 180. 

I — — general productive resour- 

ces, 182. 

——.daily range of thermome- 
ter tabulated, 189.-' 

Bonmeeaneo described, Bom. Rec. 
No. xvii., 324. 

— . - as it was in 1846, 323. 

— — population of, 326. 

— customs of, 326. 

journey through, 326 — 

339. 

' report on trade of, 344. 


Sonmeeanee, map of harbour, Bom. 
Rec. No. xvii., 364. 

report on harbour, 365. 

Soodan Khail tribe. In. Rec. No. 
xiL, 92. 

Soodasun talooka, report submit^d 
to Government in 1854 on. Bom. 
Rec. No. XXV., 99. 

Sooegaum, ^ report submitted to 
Government in 1853, Bom. Rec. 
No, XXV., 43, 44, 75. 

extent and boundary, 43, 

76. 

climate, population, police, 

rivers, roads, principal towns, re- 
venue, language, castes, and 
tribes, 44, 76, 79. 

* report submitted to Go- 

vernment in 1854, 110. 
Soonderbun channels, papers re- 
lating to the improvement of the, 
Ben. Bee. No. xix., 53. 

report from the Deputy 

Collector of Furreedpore dated 
15th February 1853, 54, 

the want of towing paths, 

54. 

obstructions in the present 

channels, 54. 

— want of room in the canal 

between the salt water lake and 
the Hooghly, 

a competent officer should 

bo deputed along the whole 
line to Khoolna to report on the 
method by which navigation may 
^ be rendered easy and safe, 59. 

Mr. Smith appointed for 

that duty, 60. 

the Board of Revenue on 

Mr. Smith’s report, 60 — 72. 

the line of channel should 

be divided into four sections, 
61. 

report on channel from 

Dhappa to Bamunghatta, 61. 

— report on channel from 
Bamunghatta to the Esamuttee, 
62. 
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Soonderbun channels, report on 
channel from the Esamuttee to 
the Cobaduck, Ben. Bee. No. 
xix., G5. 

' ' ' report on channel from 
Tucha to Khoolna. G8. 

Mr, Smith’s estimate for 

improvement of channel, 70. 

— letter from Deputy Collec- 
tor of Soonderbuns on the na- 
vigation dated Sept. 22, 1853, 
72. 

list of establishment pro- 
posed to be engaged for inspect- 
ing line of navigation, 74. 

Mr. Bose believes the 

Hooghly to be silting up, 80. 

letter from the Commis- 
sioner of Nuddea on the conser- 
vancy of the, 82. 

Bengal Chamber of Com- 
merce report upon the dangerous 
state of the Hooghly, 83. 

Soorgana, report on the petty state 
of, Bom Bee. No. xxvL, I GO — 
173, 18G. 

situation, general features, 

forests, revenue, family of the 
Deshmooks, 168. 

the fort of Hubgur, state 

of Deshmooks in 1854, number 
of villages, 1G9. 

British political relations 

with, 170. 

genealogical tree, 171. 

climate, police arrange- 
ments, 173. 

- ■' — roads and water communi- 
cation, 199, 

Soorumputty, proposed reservoir 
for, N. W. P. Bee. vol il, IG. 

Souradah, visit to infanticidal 
tribes of, In, Bee. No. v., 125. 

South Arcot, cost of Civil Engineer’s 
maramut establishment, Mad. 
Bee. No. XV., 116. 

number of works inspected 

in 1853 by the officers of the Ci- 
vil Engineer’s department, 114. 


South Arcot, report for 1853 on the 
roads of, Mad. Bee. No, viii., 
55, 

estimate for the roads of, 

99. 

report on swinging festival 

and the ceremony of passing 
through fire. Mad. Rec. No. vii*., 
12, 32. 

marbles, Mad. JXefi. No. ii., 

30. 

report for 1852 on the 

public works of, ^lad. Bee, No, 
X., 103. 

grants for public works in, 

108. 

list of works performed in 

1852, 114. 

estimate and report for 

1 855-5 G upon the bridge over 
the Poungar river, Mad. Bee. 
No. xxviii., 27, 47. 

report upon the roads for 

1854, Mad. Bee. No. v., 17. 

South West Frontier Agency, re- 
port by Mr. H. Ricketts on, Ben. 
Bee. No. XX. Part vi,, passim. 

statement of cases dispos- 
ed of by the Governor General’s 
Agent during 1851, ’52 and ’53, 
3. 

appeals in the Judicial and 

Political department from all 
the divisions for same time, 4. 

— ^ appeals in the revenue de- 

partment from the three regula- 
tion divisions, 4. 

civil and miscellaneous ap- 
peals from the divisions and 
Gurhjat districts, 3. 

miscellaneous cases includ- 
ed in foregoing statements dis- 
posed of by the Governor Gene- 
ral during 1851 — ^*53, 5. 

result, 6. 

the system that permits 

appeals from the Bajah to the 
Governor General’s Agent works 
well, 7—14, 
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South West Frontier Agency, dak 
report, .Ben. Rec. No. xx. Part 
vi., 14. 

report on political states 

of, Ben. Rec. No, xi., passim. 

Southern Mahratta country, report 
on the Shetsundees of the, Bom. 
Rec. vol. ii., 1 * 

Spices of Pegu, report on, In. Rcc. 
No. ix., 138, 139. 

Spirits how distilled in Kolhapore, 
Bom. Rec. No. viii., 227. 

Spronger, Dr. A„ on Calcutta, Mad. 
rissa, Ben, Rec. No. xiv., 3. 

Sri LoUit river, Ben. Rec. No. 
xxiii., 4, 5 , 7. 

Stamp, Revenue, Punjab, 1853 — 
185G, In. Rec. No. xviii., 39. i 

r- of 1853, In. Rec. No. vi., 

142. 

duty in Punjab how fixed, 

In. Rec. No, ii., 119, 

- — - for further information, see 

Revenue, Stamp. 

Standard, • opium, Ben. Rec. No. i., 
14. 

States, Political, of S. W, Frontier 
Agency, Ben. Rec. No. xi., pas- 
sim. 

Stations, railway, whether in India 
desirable, Mad. Rail. Rept. for 
1853, 217. 

tabular view of villages 

adapted on the Madras line of 
railway for, 219. 

letter from Agent of new 

Railway Company regarding, 
217. 

- — observations by Consulting 

Engineer, 220. 

suggestions of Government 

on the Madras and ^enil, 221. 

Perambore, correspondence 

relating to, 218 — 228. 

Statistical return for 1855 of Raj- 
peepla districts, Bom. Rec. No. 
xxiii., 325. 

rotums shewing land reve- 
nue, area and population in 


North West Provinces, N, W. P. 
Rec. voL i., 168. 

Statistical .memorandum on the re- 
sources of the Mynpoorie dis- 
trict, 193. 

and miscellaneous records 

of North West Provinces, 165. 

operations in the Punjab, 

In. Rec. No. ii,, 104 — 106, 
Statistics of Furruckabad, N. W, 
P. Rec. vol, i„ 185. 

area and population of the 

N. W. P., 166. 

criminal of the North 

West Provinces for 1844 com- 
pared with those of England and 
Wales, 37. 

difficulty in arranging In- 
dian, 37. 

how English returns are 

divided, 38. 

of offences against the per- 
son, 38. 

why heinous offences against 

the person are more common in 
India than in England, 38. 

of offences against property 

committed with violence, 39, 

of offences against property 

committed without violence, 40. 

malicious offences against 

property, 40. 

forgery and other offences 

against the currency, 40. 

of offences not included in 

the foregoing classes, 41. 

criminal, number of con- 
victions in India as compared 
with those in England, 42. 

cases summarily dismissed, 

43. 

statement showing the 

number of persons under trial 
during 1849 and the offence 
with which they were charged, 

44. 

amount of property stolen 

on the Grand Trunk Road in 
1845, 47. 
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Statistics Medical, of Saharunpore, 
N. W. P. liec. Part xviii., 360 
—373. 

causes of death in each 

moiitli of 185o in the Zillah of 
Saharunpore, 364. 

— — deaths from fevers in each 
month and in each district of 
Saharunpore compared with all 
other causes 365. 

percentage of diseases on 

the population of Saharunpore, 
366. 

deaths in each district of 

Saharunpore and in each month 
from small-pox comi)ared with 
all other sources of death, 367. 

births in each district of 

Saharunpore, and in each month 
during 18o3, 368. 

deaths in each month in 

Saharunpore, in 1853, 36 9. 

births in each caste of the 

population of Saharunpore in 
each month of 1853, 370. 

- - — deaths in eacli caste, of 
the population of Saharunpore, 
in each month in 1 853, 37 i . 

proportion of deaths among 

the different castes of Saharun- 
pore during 1853, 371. 

— excess per cent, of males on 

the whole number born in Zil- 
lah Saharunpore 361, 372. 

why useful, 373 . 

— of teak trees in the Tenas- 

serim provinces, Ben, Kec. I^o. 
ix„ 138. 

of population of Calcutta, 

Ben. Bee. No. x., 19. 

» ' judicial, of S. W. Frontier, 
Ben. Bee. No. xi., 19. 

— — revenue, 34. 

of Assam, 38. 

of Chittagong, 91. 

of the effects of sanitary re- 
form, Bom. Hec. No, xi., .3. 

of salt manufacture at Turn- 

look, Ben, Rec, No, xiii., passim. 

0 


Statistics of Damooda floods, Ben, 
Kec. No. XV., 103. 

of jail expenditure, Ben, 

Rec. No. x\i., 47. 

judicial, of Darjeeling, Ben. 

Rec. No. xvii., Appended. 

of Chandookah, Bom. Rec. 

No. xvii. vol. ii., 774. 

of Shikarpore, Bom. Rec. 

No. xvii. vol. ii., 696. 

of Sind, 661, and vol. i. 

preface. 

municipal, of* Bombay, 

Bom. Rec. No. xxvii,, 37. 

of Sonmeance trade. Bom. 

Rec, No. xvii., 343. 

of Bombay, Bom. Rec. 

No. iv., passim. 

of agriculture in Surat 

Collectorate, Bom. Rec. No. ii., 
11—13. 

criminal, in Punjab up to 

1851, In. Rec. No. ii., 60. 

of Lahore and Umritsur 

dispensaries, 151. 

of Tributary Mehals, Ben. 

Rcc. No. iil, 90. 

of assessment in Mehals 

resumed for Railway, Ben, Rcc. 
No. iv., App, E. 

of East India Railway, 

Appended. 

of Sikhim Morung, Ben. 

Rcc. No. V., 4. 

of tolls on Nuddea rivers, 

Ben. Rec. No.il, 46. 

of Cuttack, Ben. Rec. No. 

iii., passim. 

ib. revenue suits, 6. 

ib. resumption suits, 6. 

ib. remissions, 7. 

ib. sales for arrears, 8. 

» i b. summary suits, 8. 

ib, suits for arrears, 9. 

ib. financial for ten years, 

24. 

ib. of salt sales, 43. 

and generally consult the 

subjects concerning which sta- 
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tistics are required, thus for Re- 
venue Statisttcs, see Revenue. 

Statute of limitation in the Pun- 
jab, In. Rec. No. ii., 109. 

Stealing, child, where most fre- 
quent, N. W. P. Rec. voL i., 
38. 

Steam fuel obtainable on Indus, 
Bom. Rec. No. xvii. vol. ii., 
565. 

Steamers advisable for Indus, 
561. • 

Stewart, Lieutenant, sections of 
Dainooda, Ben. Rec. No. xv.. 
Appended. 

Stocks, Assistant Surgeon, on bota- 
ny of Sind, Bom. Rec. No. xvii. 
vol. ii., 589. 

Stone quarries and roads of the 
North West Provinces, report 
dated 1845 upon the, N. W. P. 
Rec. vol. ii., 146. 

■■■■ quarries in the Agra divi- 
sion, map exhibiting their posi- 
tion, 149, 

• of the North West Provin- 

ces, report dated 1846 on the, 
178. 

locality and number of the, 

178, 

how long quarries are 

worked, 179. 

- to what depth quarries are 

worked, 179. 

limits of quarries, 179. 

quarry land how recorded 

inHhe settlement, 179. 

^ — quantity of stone in Per- 

gunnah Futtehpore, 180. 

— rates and prices, 180. 

— »• — modes of conveyance, 181. 

^*"*“'"""'**** of ft clxukkcc^ 

181. • 

the stone bower’s wages, 

181. 

quality of stone at Bhurt- 
pore, 181, V 

: tb« l^ab’s tax on stone at 

the 182. 


Stone quarries, measurement of 
stone to determine weight, N. 
W. P. Rec. vol ii , 182. 

■ uses of stone, 182. 

cart hire from the Bhurt- 

pore quarries to Agra, 183. 

report on the quarries at 

pergunnah Furrab, 183. 

— report by Mr. W. E. Mo- 
ney upon the stone quarries at 
Mirzapore, 183, 

report upon the stone 

quarries in pergunnah Barra, 
187. 

three sorts of stone found 

in the Allahabad district, 187. 

price of stone in the market 

at Allahabad, 187. 

competition at Allahabad 

with the stone quarries at Mir- 
zapore impossible, 188. 

name given by the people 

to the different sorts of stone in 
the Allahabad district, 189. 

— — — cost of digging stone, 1 89. 

report in 1846 upon the 

stone quarries at Banda, 190. 

register of stone quarries in 

the district 6f Banda, 191. 

register of iron mines in 

the district of Banda, 193. 

description of the stone 

common in Agra, Allahabad, 
Banda, and Mirzapore, 1 94. 

arrangement for moving 

large masses of stone, 194. 

— ‘ report on the Allahabad 

rocks, 195 — 200. 

Stull Bhurty duty, its nature. In. 

Rec. No. xi., 105. 

Subordinate criminal courts re^ 
quired, Ben. Rec. No. xvi., 28. 
Subpoenas how they should bo 
served, 28. 

Sucheen Estate, rough notes by Mr. 
W. Harrison submitted to Go- 
vernment in 1854 on, Ben. Rea 
No. xxvi, 26. 

map of the, 24. 
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Sucbeen Estate^ name^ title, age, re- 
sidence of chief, Bom. Eec. No. 
XX vi., 28. 

annual revenue, bounda- 
ries, area, nature of soil, resour- 
ces, routes, climate, religion, lan- 
guage and tribes, 28. 

civil and criminal justice, 

punishments, education, vacci- 
nation, 2i). 

agreement between the 

Hon’ble East India Coinp)aiiy 
and the Peishwa dated 6th June, 
1791, 29. 

translation of an engage- 
ment entered into by Balloo 
Meeah with Hon’ble Company’s 
liesident at Poonah, 31. 

Sudder Nizamut, its decisions en- 
courage dacoits, Bon, liec. No. 
XXL, 1, 2, 7, 18, 32, 36. 

■ — should be relieved of its 

criminal jurisdiction, 33. 

■' should be empowered to 

order new trials, Ben. Uec. No. 
xvi., 24. 

Board of Revenue, their 

instructions for settlement of 
Cuttack, Ben. Rec. No. iii, 18. 
Suddurpoor, proprietary rights in 
the village of, N. W. P. Rec. vol. 
i., 89. 

Sugar makers of Kolhapoor, value 
of dead stock requisite for, Bom. 
Rec. No. viiL, 2^4. 

cane in Kolhapoor, 28, 31, 

52. 

plants of Sind, Bom. Rec. 

No. xvii. voJ. ii., 625, 

• manufacture in Azimghur, 

N. W. P. Part xiv., 128. 

cane cultivation in the 

Rechna Doab, report on, SeL 
Cor. of Punjab Admn. voL ii.. 
Part viii., 73. 

Suhatu river, Ben. Rec. No. xxiii., 
47. 

Suicide in Bundelcund, report On, 
N, W. P, Rec. Part xxL, 496. 


Suicide in Bundelcund, the excit- 
ing cause of the prevalence of, 
N. W. P. Rec. Part xxi., 504, 
511. 

respective ages of suicides, 

509. 

castes of persons who com- 
mitted suicide from 1851 to 
1854, 511. 

statistics of, 517 — 520. 

in Jliansi, tabular returns 

from 1850 — *54, 522. 

• pergunnahwar statistics 

from 1848 to 1854 inclusive, 
527. 

number of suicides and ac- 
cidental deaths in the district of 
Bandah, 533, 534. 

Suits for ouster in the North-West 
Provinces, report dated 1855 on 
the frequency of, N. W. P. Rec. 
Part XXV., 237. 

summary, during years 

1852-53 in the Punjab, In, Rec. 
No. vi., 136. 

— ^ summary, Ben. Rec. No, 

xvl, 5, 21. 

between landlord and te- 
nant in Bengal, 5. 

resumption in Cuttack, 

Ben. Rec. No. iii., 6. 

summaiy in Cuttack, 8, 

Sukra cutting for Lahore and 
Peshawur road, In. Rec. No. vii.^ 
24—25. 

Sukrawah, pergunnah, its settle- 
ment with report on the proprie- 
tary right in each village, N. W, 
P. Rec. vol. i , 77. 

letter from Mr. J. Thorn- 
ton, Secy, of Govt.*, N. W. P. 
to Mr, H. M, Jllliot, Secretary 
to Sudder Board of Revenue, 7 7, 

ib. dated 11th July 1845, 

78. 

report of Marquis of Has- 
tings on proprietary rights in, 
77. 

— " ' ' rent free grants in, 78, 


O 0 9 
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Sukrawah, rights of persons claim- 
ing proprietary rights should not 
be unduly strained, N. W. P. 
iiec. voh i., 79. 

three classes of villages in, 

79. 

rule by which mouzahs 

should fall into each class, 79. 

— existing arrangements con- 

cerning Chowkeedars and Pat- 
warees should be maintained, 

80. 

report on the measures 

taken for the settlement of, 81. 

— - history of, 81, 

— - topography of, 84. 

— area of, 84. i 

annual yield of, 84, 

population, 84. 

map of, 84. 

case of inouzah Aloopoor 

otherwise Hussunpoor in, 85. 

case of mouzah Bebeepoor, 
85. 

— • Deenarpoor, 85, 

IS uglah Eeshumpoor, 86’ 

proprietary rights in Muhal i 

Moora, 87. j 

proprietary rights in Nug- | 

lali Oomurpoor, 88. ! 

ib. in Suddurpoor, 89, ( 

— ib, in Qusbah Sukrawah, 1 

90. 

— ib. in mouzah Bekhoopoor, 
92. 

— ib. in Botum, 95. 

ib. in Bliubooteepoor, 96. 

ib. in Muchooapoor, 97. 

ib. in Dhundhownee, 97. 

ib. in Shureefpoor, 101. 

ib. in Kotubpoor, 101. * 

— - — ib. in Muddhee, 102. 

— ib. in Neamutpoor, oorf 
Oomurpoor, 103. 

ib. in Bussoolpoor, 1 03 . 

— ib. in Deyoopoor, 103. 

— ~ — ib, in Rughoonathpoor, 104. 
— ib. in Secunderpoor, 104, 

' ib. in Shureefabad, 104, 


Sukrawah, proprietary rights in 
mouzah Dowlutabad, N. W. P. 
Rec. vol. i., 105. 

ib. ill Beelumpoor, 92. 

ib. in Bijehree, 94. 

ib. in Bhygowan, 94. 

ib. ill Mirzapoor, 105. 

ib. in Beerpoor, 106. 

ib. in Khem Kurn, 106. 

Sukrawah Qusbah vide Qusbah 
Sukrawah. 

Sulimanee range defiles of tlie. In. 
Rec. No. ii., 21. 

base €and skirt of the, 2 1 . 

Sulphur of the Punjab salt range, 
report on, Sel. Cor. of Punjab 
Admn. vol. ii. Partx., 334. 
Sumatra in 1790, Mad. Rec. No. 
xix., 6. 

Sumbulpore, report on the medical 
topography of. Mad. Rec. No, 
xiv., 1. 

area, villages, and popula- 
tion, 1. 

situation, Jbrt and jail of 

the town of, 2. 

fruits, 3. 

the people and their habits, 

4. 

ornithology and metereo- 

logical phenomena, 6. 

diseases prevalent in, 7. 

general productive re- 
sources, as diamonds, coal, gold, 
iron, cotton, &c., 10 — 15. 

daily range of thermome- 
ter for three months of 1855, 
16—18. 

report on the people of. 

In. Rec. No v., 174, 176—188. 

Mr. Crawford on, Ben. Rec. 

No. xi , passim. 

gold found in, 17. 

— report of Henry Ricketts on, 

Ben. Rec. No. xx. Part v. passim. 
— ^ — memo, of proposals contain- 
ed in this report, 1 . 

its area, its climate, 1. 

jail is bad, 2, 
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Sumbulpore, the land tenure in, 
Bom. Jlec. No. xx. Part v , 2. 

the office of Guomtea and 

Ntiggea, 3. 

revenue of, 4. 

assesament of Goomtoa vil- 
lages, 6. 

taxes on castes and trades, 

7. 

imports into, 0. 

• no regular i)olice thaiinah 

establishment, J). 

■ the ferry tollections in 

ld50, 9. 

the school, 10. 

plan of Cutcherry, App. 

plan of station, App. 

Summary suits. Bon. iiec. No. xvi,, 
0, 2L 

the law is oppressive, 5 , 

should be tried by Moon- 

siffs, 5. 

- ill Cuttack, Ben. Bee. No. 

iii., 8. 

practice . relating in . Cut- 
tack to, 38. 

Sumrnee town, report on, Bom 
Kec. lNo. XX v., 29. 

pergunnah, report submit- 
ted to Government in 1854, 103. 

report on the fortifications 

of the town of, 125. 

Sumpgaum talooka, memo, on the 
reorganisation of the police in 
the, Bom llec. vol. ii., 23. 
Sunkhera, statement of its towns 
and villages, names of owners, 
and amount of revenue, Bom. 
Bee. No. xxiiL, 43, 44. 

Sunkoo river, Chittagong, Ben. Bee. 
No. xi., 78. 

Sunoreahs, report on the, N. W. P. 

Bee. vol. i., 63 — 68. 

list of their villages, 63. 

■ ■■■ perpetrators of Calcutta 

robberies, 63, 

list of extensive robberies 

committed by the, 63. 

organisation of the, 64. 


Sunoreahs, presents given by them 
to the Tebree Government, N. W. 
P. llcc. vol. i., 64. 

liow their wives and fami- 
lies are supported during their 
predatory excursions, 65 

they have a slang or bolee 

of their own, 65. 

for CiilcuUa the serae of 

the Bajah of Burdwan is their 
Chownee, 65. 

Oliownees of the, 66. 

translation of the Khurec- 

ta of Bajah of Banpore, 67. 
specimen of the shing lan- 
guage used by the, 68, 

a second report on the, N, 

W. P. Bee. Part xxiii., 177. 
Superintendent, his revenue duties 
ill Mysore, In. liec. No. xi., 101. 
Superstitious population of Kol- 
hapore. Bom. Bee. No. viii., 172, 
Supplies, statement of actual loss 
to Bunneoahs in furnishing sup- 
plies to regiments and detach- 
ments in North West Provinces, 
by robberies on Grand Trunk 
Koad, N. W. P. Bee. vol. i., 48. 

places for storing in North 

West Provinces, 49. 

plan of Burdasht Khana 

for storing, 48. 

Suraneh Kusbah, proprietary rights 
ill, N. W. P. iiec. vol. i., 80. 
Surat .Collectoratc, repoit on. Bom. 
Bee. No. ii,, iiassim. ■* 

causes of its prosperity, 5. 

business of, 6. 

soil of, 7. 

agriculture, 7. 

— * statistics of, 11. 

towns in, 14. 

vernacular schools, 17. 

roads, 19. . 

municipal history of, Bom. 

Bee. No. xxvii., 20. 

octroi of, 20. 

Surdy, account of, Bom. Eec. No. 

xxiv., 20. 
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Surhindee, report on the stone 
quarries in pergunnah, N. W. P. 
Kec. vol. ii., 162. 

cart liire from quarries to 

Agra, 183. 

quantity of stone sent 

annually to Agra and Muttra, 
183. 

Surinjams, correspondence of the 
Inam Comnflssion on the list 
of the Deccan, Bom. Govt. 
Bee, No, xxxi., passim. 

principles upon which they 

should bo regulated in the Dec- 
can, 3. 

- — financial results of the 

scrutiny, 36. 

* erroneous entry made in 

the case of the Kuddum Banday 
family, 3, Appendix A. 

opinion of the Hon’ble 

Court of Directors upon the er- 
roneous entry in the case of the 
Kuddum Banday fami;y and 
its history, 4. 

erroneous entry in the case 

of Moreshwur Dixit, 5, Ap{). 
B. 

how the mistake in the 

case of Moreshwur Dixit arose, 

5. 

erroneous entry in the case 

of Trimbukjeo liajay Bhosley, 

6. App. C. 

order of Government re- 
lative to the eiTimeous eiitry in 
the case of Trimbukjee Bajay 
Bhosley in the lists of Deccan 
Surinjams and the history of his. 
Bom. Govt. Bee. No. xxxi.. New 
Series, 6. 

- erroneous entry in the case 

of Chimnajee Vitul Poorun- 
dhuree in the lists of Deccan 
Surinjams and its history, App. 
D. and 6. 

- method adopted by the 

Government in the above case, 

7 . 


Surinjams, Deccan, erroneous entry 
in the case of Bujeajee bin Hun- 
mut Bao Bhandwulkur in the 
revised lists of the Deccan Surin- 
jams, and its history. Bom. Bee. 
No. xxxi. 7, App, F. 

method adopted by the 

Hon’ble Court of Directors in 
rectifying the above, 8. 

of the Wamoreekar fami- 
ly erroneously entered in lists 
drawn out in 1844, and its his- 
tory, 8, App. G. 

remedy applied by Govern- 
ment to the above case, 9. 

of Krislm Bao Neelkut 

Moozuindar, erroneously entered 
ill the revised lists, and its his- 
tory, 9, App. H. 

remedy applied to the above 

ciise by Government, 9, 

erroneous entry in the case 

of Kundeh Bao, Bullal Poorun- 
dhurce, and its history, 9, App. 

I. 

remedy applied to the 

above case, 10. 

erroneous entry, remedy 

applied to, and history of Darko- 
jee Powar’s, 10, 11* App. J. 

ib. of Gungadhur Gunesh 

Somun, 10, 11, Apj). K. 

ib. in the case of Neelo 

Baboorao and its history, 11 — 
17, App. L. , 

the minute of the Go- 
vernor of Bombay on Krishn 
Bao Neelkunt Poorundhuree*s, 
43. 

ib. on Saojee Nunbalkar’s 

pension, 44. 

ib. on Chouth Surinjam 

pensions, 44. 

ib. on Chimnajee Vittul 

Poorundhuree’s Nimar and Dec- 
can, 44. ♦ 

— ■ arrangement proposed by 
Lord Elph^stone on the aboli- 
tion of the Agent’s office, 43. 
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Surinjams, Deccan, minute by the 
Hon’ble Mr. Malet, Bom. Rec. 
No. xxxi., 46, 

Sursootee, report on the bed of the, 
Scl. Cor. of Punjab Admn. vol. 
ii. Peart xi., 300. 

report on the dry weather 

stream *and rainy season floods, 
394. 

the uses made of the, 398. 

chiefehips and districts ir- 
rigated by tlic, 408. 

summary if the views and 
orders of British Government 
regarding riglits and methods 
of irrigation, 410. 

the cuts and dams of the, 

402. 

Survey by the G. I. Peninsular 
Railway Company of the North 
East extension from Munmar to 
Mirzaporc, Bom. Rec. No. xix., 1. 
— - — map, 1. 

of Sind, official correspon- 
dence on the introduction of a 
revenue, Bom. Rec. No. xviii., 
passim. 

memo, of rules for a rough 

survey, 9. 

— — ■ of line of railway through 
Coimbatore to the Western coast. 
Mad, Rail. Rept. for 1853, 104. 

between Bellary and Copul 

for line of railway, 15. 

through Bellary and Cud- 

dapah, expenses of, 104. 

of Doorenal pass, 1 8. * 

of line of railway from Va- 

dapore to Balapilly, 8. 

between Royah Cheroo and 

Cuddapah for line of Railway, 

10 . 

between Royah Cheroo and 

Bellary, 12. 

— of Assam and neighbour- 
ing countries, Ben. Rec. No. 
xxiii., 19 — 138. 

of Dibong river, 32, 34 

— 38 . 


Survey of river Gogra, In. Bee. 
No. iv., 1—19. 

result of survey generally 

favourable, 16. 

Lord Dalhousie on surveys 

recently accomplished. In, Rec. 
No, xiv., 39, 45. 

of the northern Trans-In- 
dus Frontier from Peshawur to 
Dehra Ismail Khan, Sel. Cor. 
of Punjab Admn. vol. ii. No. 
xii., 471. 

of the Punjab in 1854, re- 
port on, In. Rec. No. xviii., 110. 
school of Madras Presiden- 
cy, report for 1854-55, Mad. 
Rcc. No. xvii., 43. 

rei)ort by the master of 

school, App. M. cclxiii. 

account of receipts and dis- 
bursements, cclxviii. 

professional on account of 

revenue of the Punjab, In. Rec. 
No. vi., 138 — 142. 

of country between Vani- 

em baddy and Kangoondy Coo- 
l)um for lino of Railway, extract 
from minutes of consultation bn, 
Mad. Rail, Rept. for ] 853, 233. 

of mineral deposits in 

Kumaon, In. Rec. . JS o, xvii, 
passim. 

of iron deposits in Bhabur, 

l)rogress report, 7. 

Himalayan iron works pro- 
gress report, 15, 25, 28. 

of ii^n deposits in the 

Lower Hills of the Kumaon 
from the Golah river to the 
Ganges, general summary of, 33. 
appendix to general sum- 
mary, 49. 

mineral, expenses of, 60. 

mineral, abstract of cash 

account, 81. 

- ■> revenue, importance of, 

Ben. Rec. No. xvi., 2. 

geological of the Punjab, 

In. Bee. No. ii, U8, 
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Survey, memo, on tlie mode of sur- 1 
veying adopted by Major W rough- 
ton, M. W. P. Pec. vol. ii., 
171. • 

— instruments used in sur- 
veying, 171. 

general rule for finding 

the meridian distance, 175. 

Townley’s theorem, 175. 

and settlement expenses 

in the North West Provinces 
tabular view of N. W. P. Pec. 
vol. i., 137--~141. 

- — of Midnapore, Ben. Pec. 

No. iii., 53. 

• defects and revision of 

Midnapore, 54. 

Suspension Bridge over the Burwai, 
report dated 1851 on the, N. 
W. P. Pec. Part xxv., 252. 

detail of expenditure on, 

252. 

Sutlej river, report on the old chan- 
nels of the, Sel, Cor. of Punjab 
Admn. vol. ii. Part xi., App. C, 
Sutlej see Cis-Sutlej or Tran^-Sut- 
lej. 

Suttee, proclamation issued by the 
Kao of Kutch in August 1852 
on the abolition of. Bom. Pec. 
No. XV., 315. 

second proclamation with 

same object 1853, 316. 

extracts from a letter of i 

his Highness regarding, 316. 

a document written by 

Jharceja chiefs ont 317. 

proclamation by the Rao of 

Kutch against Suttee to the 
Jhareja Bhayad, 319. 

— — case of, Bom.' Pec. No. xvi., 
151 . 

— proclamation dated 29th 

November 1843 against the rite 
in the Sawunt Waree territory, 
Bom Eeo. No. x., 189. 

Lord Dalhousie on the sup- 
pression of, In. Pec. No. xiv., 
60 , 61 . 


Suttee, measures adopted by Bom- 
bay Government for its suppres- 
sion in the Superinlendeucy of 
Pahlunpoor, Bom. Pec. No. xxv., 
.129. 

proclamation by Bombay 

Government against the rite, 
24, 135. 

in Tributary Mehals, Ben. 

Pec. No. iii., 61. 

Swah forests, report *on. In. Eec. 
No. ix., 97. 

Swamps and foists of Pilleebheet, 
report on the, N. W. P. Pec. 
Part XV., 228. 

Swat valley survey of the, Sel. Cor. 
of Punjab Admn. vol. ii. No. 
xiL, 480. 

valley, report on the British 

connection with the people of 
the, In. Pec. No. xii., 7, 
Swinging festival in the Madras 
Presidency, report upon the. Mad, 
Pec. No. vii., 19. 

observed less frequently 

than formerly, 1. 

the Government justified in 

putting it down forcibly, 1 . 

observance attended with 

loss of life, 1. 

the Magistrate of Trichino- 

poly upon the, 2. 

the Superintendent of Po- 
lice upon the, 3. 

the Magistrate of Ganjam 

upon the, 4. 

— - — the Acting Magistrate of 
Arcot upon the, 4. 

ib., of Salem ib., 7. 

the Magistrate of Cudda- 

pah upon the, 7. 

the Magistrate of Vizaga- 

patam upon the, 8. 

— — ib. of Tanjore ib., 8. 

ib. of Tinnevelly ib., 9, 

•— ib. Coimbatore ib., 9, 

ib. Kajahmundry ib., 10. 

ib. Guntoor ib., 11. 

ib. Malabar ib., 11. 
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Swinging festival in the Madras Pre- 
sidency, tlic Magistrate of Ncl- 
lore upon the, Mad. Rec. No. vii., 
12 . 

ib South Arcot ib., 12. 

ib. Masulipiitain ib., 13. 

ib. Madura ib., 16. 

■ ib. Bellary ib., 17. 

ib. CaiKira ib., 17. 

ib. Chiiigleput ib., 18. 

extract from minutes of 

consultation on the, 18. 

Syuds of Kaglian, r(3[)ort on' them 
and their connection witli the 
British, In. Kec. No, xii., 45. 
of Ravee and Bukker ac- 
count of, Bom. Rcc. No. xvii., 74. 


T 

Tabic of elevations above the sea of 
places in Beerbhoom and Da- 
niooda valley, Ben. Rec. No. viii., 
33. 

Tadumpolliem tank, report for 
1852 on, Mad. Rep. No. x.., 139. 

Tajec Khail tribe. In. Rec. No. 
xii., 98. 

Talchier, Rajah of, Ben Rec, No. 
iih, 88. 

Tal Nuddee river, report on iron 
stone found near the. In. Rec. No. 
xvii., 40. 

Tamarind trees, Ben. Rcc. No. iv., 
App. F. 

Tananareiro the Capital of Mada- 
gascar, Bom. Rec. No. xxiv., 278, 

Tanjore, report on the fibres of, 
Mad. Rec. No. xxiii., 44. 

list of fibrous plants in, 

45-47. 

schools established by 

Schwartz, Mad. Rec. No. xvii., 
30. 

progress report upon the j 

public works in 1851, Mad. Rec. i 

No. ix., 45. I 

Pp 


Tanjore, pubJici works progress, re- 
port for 1853, Mad. Rcc. No. 
XV., 11, 117. 

list of ordinary works ex- 
ceeding lis. 1000 in 1853, 127. 

tile subordinates employed 

in divisi'ui, 129. 

jDublic "Works report • for 

1854, Mad. Rec. No. xxix., 
14. 

report on the SMunging fes- 
tival and tlic ceremony of jja'^s- 
iiig through fire, Mad. Rcc. No. 
vii., 8, 26, 

vaccination report for 

1854, Mad. Rec. No. xx., 16. 

report by Major II. Cotton 

on irrigation in, N. W. P. Rec. 
vol. ii„ 1 * 

difficulty of obtaining a 

full supply of water in the (Jau- 
very, 2. 

bridges of, 8, 

— — — plan of a sluice for regu- 
lating the water in the channels 
of the Cauvery, 16, 

— report for 1853 on the 

roads of, Mad. Rec No. viii., 62. 

estimate for the roads of, 

99. 

report on the public works 

executed in 1852, Mad, Rec, 
No X., 119. 

general remarks upon the 

public works, 127. 

salt Cooroopoo account in, 

Mad. Roc. No. xvi., 164. 

^ — and South Arcot districts, 

report and estimate for 1855-56 
on the bridge over the Coleroon, 
Mad. Rcc. No, xxviii., 29, 47. 

report for 1854 on the 

roads of, Mad. Rec. No. v., 17. 

estimate for 1854-55 on 

the public works in. Mad. Rec, 
No. xxvii., 3, 20 — 24. 

progress report fori 854-55, 

76—96, 132—137, 182, 186. 
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Tanjore Rajah, lapse of his stipend. 
In. Rec, No. xiv., 14. 

T^nk, revenue from, In. Rec. No. 
ii., 88. 

Tank, Pommel, report on, Mad. 
Rec, No. xi., 50 , 

given its dimensions and 

iHte of discharge by the sluices 
and the rate of evaporation to 
find how long, it will take for 
its surface to sink through a 
given depth, 87. 

Tanks in the Rawul Pindee dis- 
trict, report on the construction 
of, Sel. Cor. of Punjab Admn. 
vol. ii., Part vii., 56. 

— for irrigation, papers on, 
Bom. Ivcc. No. vL, passim. 
Kuchackndt>r reviewed, 

at Jewurgee, report on, 3, 

4, 24. 

at Sirwall, 8 — 12. 

Captain Taylor on bunds 

for, 15—23. 

advantage of a bund run- 
ning parallel instead of perpendi- 
cular to feeding stream, H. 

if the escape weir be made 

of solid rock there is no occasion 
for masonry, 20. 

stone facing of, 18. 

drawings of oalingulas, 20, 

21 . 

shape of bunds, 2L 

sluices of, 22. 

drawing illustrative of let- 
ting water off for irrigation, 

22. I 

^ — sketch of Jewurgee nullah, 

28. 

plan * of a calingula for a 

large tank, 28. 

sections of bunds, 28. 

— in the Madras Presidency, 

report by the Secretary to the 
Board of Revenue upon the 
usual height of the banks, N. i 
W. P. Rx. vol. ii., 10. I 


Tanks, object of rough stone fac- 
ings, N. W. P. Rec. vol. ii., 
10 . . 

causes of the breaching of, 

10 . 

contrivances for outlet of 

surplus water in, 11. 

the nature of sluices of irri- 
gation, 11. 

1 — irrigation often combined 

with that of rivers, 12. 

irrigation requires less 

knowledge than that by rivers, 

12 . 

plan of a main sluice for 

16. 

• — plan of a sluice of irrigation, 

in the Bellary district, their 

number and the derived revenue. 
Mad. Rec. No, x., 53, 54, C5 — 
60. 

— - statement of the revenue 

of the villages in Bellary under 
the Poorsa, 101. 

in the Madras Presidency, 

memo, on their importance. Mad. 
Rec. No. v., 28. 

Tadumpolliem, report for 

1852 on. Mad. Rec. No. x., 
139. 

of the Kolhapoor State, 

Bom. Rec. No. viii., 83. 

rates of payment for their 

excavation, Ben. Rec. No. iv. 
App, ix. 

Tanna caves described, Bom, Rec, 
No, xvi,, 13, 

Tanners, value of dead stock requi- 
site in Kolhapoor for, Bom. Rec. 
No. viii,, 256, 

Tanning, plants used in Sind for, 
Bom. Rec, No. xvii. vol. ii., 
599. 

Tapp and Came, Messrs., their 
murder, In, Rec, No, vi,, 5, 

Tar, memo, on the manufacture of, 
Sel. Cor. of Puxyab Admn,, vol, 
ii. No. X., 249. 
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Tiitta, description in 1839 of, Bom. 
Bee. No. xvii.,27i, 272.. 

topographical report on, 

271. 

population, 273. 

soil, 274. 

plants, 277., 

— — zoology, 278. 

geology, 279, 280. 

towns, 283. 

climate, 285. 

diseases prevalent in, 286 

—290. 

meteorology of, 292. 

Tavoy in 1790, Mad. Kec. No, xix., 
64. 

Tawag river, the course of tlie, 
Sol. Cor. of Tunjab Admn. vol. 
iii. No. iii., 204. 

Taxes abolished or reduced in the 
districts of Bangalore, Chittle- 
droog, Ashtagrarn and Nuggur 
between the years 1831 and 
1852 with their amount, In. Ilec. 
No, xi., 120 — 213. 

abstract of the foregoing, 

214. 

review of the history of 

the Chowkeedaree tax in N. W, 
B., N. W. P. Rec. vol. i., 2. 
i — •— statement shewing the sums 
realized and disbursed from, the 
years 1817 — 43 in the town of 
Bareilly by Chowkeedaree tax, 8. 

— revised amount of the 

Chowkeedaree tax proposed to be 
levied at Bareilly, 9. 

in Shahjehan^ore, report 

on new, 10. 

necessity for revision of 

Chowkeedaree tax at Bareilly, 3. 

necessity for revision of 

taxes levied at Shahjehanpore, 10. 

petitions regarding taxation 

at Shahjehanpore, 11, 

discrepancies of former 

assessment at Shahjehanpore, 1 1. 

entire revisioia of taxation 

at Shahjehanpore, 12. 


Taxes, statement shewing the nuni^ 
ber of houses at Shalgehanpore 
assessed and exempted previ- 
ous to revision, N, W. P. Rec. 
vol. i., 13. 

' statement shewing houses 

assessed and exempted in Shahje- 
lianpore since revision of Chow- 
keedaree tax, 13. 

alterations made in 1849 

in the assessment of the Mul- 
licks, 14. 

observations on these al- 
terations, 15. 

statement shewing* the rc- 

.sults of different rates levied at 
Shahjehanpore, 15. 

financial statement of taxa- 
tion at Shahjehanpore, 16. 

- in Kurrachee in 1840, Bom. 

Rec. No. xvii., 221. 

^ house tax and town duties 

in tj^e Punjab, In. Rec. No, ii., 
3—5. 

land tax, grazing tax, and 

forest dues in the Punjab, 80,81. 

of the Punjab under the 

Seikhs, 81, 82, 

salt tax in the Punjab, 

116. 

revised salt tax for Punjab, 

117, 118. 

of the Punjab, recommen- 
dation by Board of Administra- 
tion for tiieir revision, 116. 

levied by Ameers of Sind 

on crops of Chandookah, Bom.. 
Rec. No. xvii. vol. ii., 753, 
Taylor, Captain M., on tank irriga- 
tion, Bom. &ec. No. vi., passim. 
Tea, Lord Dalhousie on its culti- 
vation in India, In. .Rec. No.xiv.. 
34. 

plantations in tlie N. W. 

^ P., report on, N. W. P. Rec, vol, 

i^ 212. 

plantations in N. W. P. 

their situation and extent, 212. 
soil and culture, 212. 


p Ti a 
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Tea ciiltiyation, report on the Gud- 
dowli, plantations, N. W. P. 
Ptcc. vol. i., 213. 

Hawulbaugh, 213. 

Lutclimisser and Kupee- 

na 214. 

Bheemtal, 214. 

Anoo and Kooasur, 214. 

Zemiudaree plantations at 

Loliba, 215. . 

ib. at Katoor, 216. 

Bliurtpoor, 215. 

Ilussia, 215. 

general remarks on land 

and cultivation required for, 217. 

on climate requisite for, 

218. 

on the vegetation of China 

and the Himalayas, 221, 

suggestions for its culti- 
vation, 220, 

place best adapted for a 

central situation, 221, ^ 

cultivation in the Punjab, 

papers relating to, Sel. Cor. of 
Punjab Admn. vol. i. No. v., 
passim. 

report by Mr. W. Jameson 

on the Holta plantation in the 
Kangra valley, 295. 

statement of the expenses 

of the Holta plantation, 305, 344. 

report by Mr. P. McLeod, 

334. 

cultivation is the Punjab, 

In. Eec. No. vi., 193 — 195. 

cultivation in the Punjab, 

report for 1855, 1856 on. In. 
Bee. No. xviii., 112, 

cultivation at Darjeeling, 

Ben. Bee. No. xvil, 4, 6 and 
Appendix. 

Teak forests of Pegu, report on. In. 
Bee, No. ix., passim. 

instructions to the Super? 

intendent regarding the inhabi- 
tants of the, 13. 

*■ " ' ' rule for the collection of 
duty on the teak of Pegu, 3. 


Teak forests of Pegu, where tLe 
best teak is to be had. In. Bee. 
No. ix., 12. 

report on the Lhinc, 

Phonimyee and Zamayee, 31 — 
47, 16^17. 

report on the Oakkan, 

15, 40. 

remarks by Mr. B. Abreii, 

42—47. 

average amount reali.^cd per 

log by auction at liaugoon in 
1853, 50, 

statement of trees in vari- 
ous parts of Pegu, 51. 

memorandum of the vari- 
ous prices of teak, 53. 

alteration of the duties on 

teak in 1854, 54. 

notification on tenders for 

bringing down seasoned teak, 
55.. 

memo, on the sale of teak 

by Major A. P. Phayre, 59 — 
61. 

statement shewing the du- 
ties which will be levied on 
pieces of teak, 62. 

statement shewing the 

classes of timber which it is 
proposed to recognize and^the 
amount of duties to be levied on 
each class, 65. 

forests of Pegu, rules for 

the collection of revenue upon 
teak to have effect from May 
30th 1854, 70—73. 

forests of Pegu^ the Go- 
vernor ^General in Council 
upon the foregoing duties on 
teak, 73 — 78. 

report upon the Sitang and 

other teak forests presented to 
Government in 1855, 80 — 
1*26, 

remarks upon this report 

by the Commissioner of Pegu, 
79—89. 

the physical geography of 
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tlie couutry of the Sitang, the 
localities of tljo several teak 
forests, the soil and situation in 
which the tree best thrives 
and the various kinds of forest 
trees associated with it, In. 
Rec. No. ix., 90—103. 

Teak forests of the Sitang, how I 
many teak trees above 18 | 
indies growth they contain, i 
112 . ! 
natural difficulties oppos- 
ed to the efficient protection of 
the, 114—117. 

— destructive agency of fires 

in injuring the, 111. 

plan proposed for the fu- 
ture preservation of the, 117. 

remarks on the tariff, 119. 

revenue derived from teak 

in 18.54, 123. 

arrangements for supplies 

of full growji timber, 124. 

remarks upon the lines of 

road throngli the, 12G. 

grows rapidly when placed 

in a favourable soil, 109. 

report on young trees, 108. 

seasoned, teak of what 

kinds it consists, 113. 

2-^ forests of Tegu, depositions 

of various natives accused 

of infringing the, 178, 195 — 
203, 

— Government regulations con^ 

ccriiing the, 154 — 170. 

forests of Pegu, tfibular 

statement slicwing the quantity 
of seasoned timber contained in 
the forests of the Sitang valley, 
the Promo and Tliarniwaddy dis- 
tricts, 204. 

ib, ib. of green timbers, 

206. 

statement of the quantity 

of seasoned timber sold in 1854, 
208. 

statement shewing the 

quantity of confiscated and un- 


claimed timber sold during 1854, 
In. Rec. No. ix., 55, 209. 

Teak in Sumbulpore, Ben. Rec. 
No. xi., 17. 

I geograpliical distribution of 

j Bell. Rec. No. ix., 1. 

' inliuence of rivers on sup- 

[ I'ly of, 4. 

I in province of Amherst, 

3. 

forests in Tenasscrim, re- 
port on, 5. 

tree, usual habitat of the, 

12 . 

forests described, 1 2. 

conditions favourable to 

the grow til of, 1 3. 

, comparative value of Te- 

iiasserim and Alalabar, 14, 

rate of growth of the tree, 

IG. 

example of a tree twenty- 

two feet in girth, 16. 

sources of injury to the tree, 

16. 

effect of jungle fires on, 

18. 

forests in Tenasserim des- 
cribed, 19—27. 

general exhaustion of for- 
ests, 20. 

fruit of the tree, 28, 

seedlings scarce and why. 

27. 

in Calcutta Botanical Gar- 
dens, 31. 

seedlings rare in wild state 

but easily raised by culture. 

32. 

* nurseries in Malabar, 

33. 

forests in Malabar nearly 

ruined by political economy, 
33. 

beneficial effects of the con- 
servation of the forests in Travan- 
core, 34. 

forests in Tenasserim arc 

renewable by planting under a 
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judicious system of management, 
Ben, Rec. No. ix., 3G. 

Teak forests in Tenasserira, Mr. 
Colvin’s proposal for renewing, 
35. 

forests in Tenasserim, sys» 

tern of new leases defective, | 

37. 

■ — best method of renewing, 

38. 

»—■ ■■ proportion of area plant- 
ed more important than mere 
number of treesj 39. 

— ■■ risk of fires in, 41. 

forests in Tenasserim, mode 

of thinning out other timber, 
43. 

seed, proper mode of col- 
lecting 43. 

• forests in Tenasserim, cost 

of renewing, 4(5. 

Dr. Heifer on, 4G, 54. 

■ a qualified conservator ne- 

cessary, 47. 

— on Salween river, Dr. Wal- 

lich on, 61. 

trade of Moulmain, its his- 
tory, 80, 

— Mr. Seppings on, 108. 

rate of annual growth pf 

tree, 105. 

Dr. Wallich on, 5, 61, 

110 . 

Capt. Tremenherc on, 113. 

Court of Directors on, 119, 

150, 210, 222. 

Mr. Seppings on, 121, 

- Major Broadfoot on, 125. 

Mr. Mating on, 128. 

Capt. Guthrie on, 134. 

— — Goveriimentf of India on, 
146, 218, 224,261. 

— — Sir Herbert Maddock on^ 
149. 

forests of Madras and Bom- 
bay, 177. 

ib. Malabar, 177. 

— in Travancore, 181. 

in Rajahmundry, 187, 


Teak forests of Canara, Ben. Bee. 
No. ix., 185. 

— in Malabar, Capl^ Harris 

on, 190. 

ill Malabar, Lieut. Threshie 

on, 193. 

Mr. Fell on, 195. 

Lieut. Williams on, 200, 

237, 240. 

Mr. Farish on, 202, 214. 

Mr. Underwood on, :^03. 

Lord Auckland on, 211. 

Mr. Couolly on, 211, 216, 

219, 230. 

M. Ferotett on, 231. 

Dr. Wight on, 232. 

Mr. Graham on, 233. 

in Canara, 235, 255. 

Marquis of Tweeddale on, 

244. 

at Coimbatore, 248. 

forests of Bombay, 249. 

forests of Bombay, Colonel 

Jervis on, 250. 

ib. Dr, Gibson on, 253, 

ib. miscellaneous opinions 

on. Appendix. 

of Feuth, Nassick, Bom. 

Rec. No. xxvi., 100. 

of the Dang country, 

167, 

Tehree, report on professional 
thieves of the, N. W. F. Rec. 
vol. i., 62 — 08. 

Tehsildars, their judicial qua- 
lifications, In. Kec. No. vi., 
80. 

amount of judicial business 

performed by them in the Fun- 
jab, 84. 

— - improvement in their 

courts, 85. 

Telegraph, Electric, Lord Dal- 
houbie’s general view, pf the. In. 

‘ Rec. No. xiv., 27, 32. 

— — celerity of transmission* by 
the, 30, 31. 

cWpness, 29, 31. 

between Calcutta and Ked- 
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geree, Dr. O’Shaitghnessy on, 
Ben. Rec. No. vii., passim. 
Telegraplf to Kedgeree, use of bam- 
boo posts, 7. 

effect of thunder storms, 

8, 18. 

— river crossings, 9. 

— — ^ — line to Saugur recommend- 
ed, 11. 

— night correspondence on, 

14. 

safety of confidential mes- 
sages, 14. • 

money receipts, 14. 

money receipts from, 14. 

— establishment required, 14. 

rate of signalling, 1 • 

instruments used, 1 6. 

simplicity of instruments, 

17. 

expenditure on, 18. 

- extension of telegraph to 

Agra, Bombay and Madras, 19. 

of the Punjab, report for 

1855-50, In. Roc. No. xviii., 71. 
Tellicherry, dispensary, report for 
1853, Mad. Rec. No. vii., 37. 

.dispensary report for 1854, 

Mad. Rec. No. xxi., 37. 

vaccination report for 1 854, 

Mad. Rec. No. xx., 21. 

vaccination report for 1853, 

Mad. Rec. No. i., 23, 

Temblaee, temples dedicated to. 
Bom. Rec. No. viii., 321. 
Temples, ancient, of Kblhapore, re- 
port on. Bom. Rec. No. viii., 
310, 321—325. 

— of Temblaee, 321. 

— - — subterranean, in Kolhapore, 
322, 

Tenant and landlord,* suits in Ben- 
gal between, Ben. Rec. No. xvL, 
5. 

his helplessness in Bengal, 

C. 

Tenants have alone effected agri- 
cultural improvement in Ben- 
gal, 15. 


Tenassorim provinces, report on tin 
and other minerals in, Ben. 
Rec. 1^0. vi., passim. 

— papers relating to tlie coal 

fields and the tin de^josits. In. 
Rec. No. X., 31 — 07. 

their situation, physical 

features and division^ 31. 

geological structure, 32 — 

30. 

teak forests. Dr. A. Falco- 
ner on, Ben. Rec. No. ix., passim, 

and Martaban paovinces, 

expenditure on and notice of 
public works carried on during 
1854-55 in the, In^ Rec. No, 
xiii., 29. 

tabular view of expendi- 
ture on public works, 44. 

when ceded, Ben, Rec. No, 

ix., 01. 

Tengapani river, nature of the 
country through which it passes 
Ben. Rec. No. xxiii., 51. 

abounds in fish, 51, 

Tenures iu the pergunuah Kurnaul 
Zillah of Paneeput, report on, N. 
W. P. Rec. vol. i., 118. 

of the Muiidul family in 

Kurnaul, 118. 

Istmuraree iu Kurnaul^ 

118, 120, 

Bhej Burrar in Zillah Ban- 

dah, 148. 

peculiarity of Bhej Burrar, 

149. 

perfect puttoedaree, imper- 
fect putteedaree and zemindarco 
are all included in the Bhej 
Burrar, 151. 

objections against Bhej 

Burrar, 156. 

objection to abolishing 

Bhej Burrar, 157. 

in Azimghur, report dated 

1837 by Mr. Thomason on, N. 
W. P. Rec. Partxiv., 133. 

land in Mysore, In, Rec, 

No, xi., 90, 
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Tenures iii]\f 3 'sore, principal tenures 
and their nature, In. llec. No. 
xi., 96. ^ 

Candayem Buttayec, Ka- 

yemgoota, Jodee and Slirayem, 
9G, 97. 

of Chandooka, Bom. Bee. 

No. xvii^vol. ii., 727. 

rent free in tlie Punjab, 

investigation of, In. itec. No. 
ii., 30. 

land in Punjab, their ana- 
lysis, •101, 

peculiar in Mooltan, 101. 

in Cuttack, Mookuddamce, 

Ben. Rcc No. iii., 19. 

Surburakarce, 20. 

Khurcedadaree, 21. 

Pudhauee, 21. 

Poorsutties, 21, 

rent free and lakhiraj in 

Cuttack, 1 6. 

of Sikhim iforung, Ben. | 

lleo. No. V., 9. 

in tlieColaba Agency, Bom. 

Bee. No. vii., 13. 

in Kolliapore^ Bom. Bee. 

No. viii., f)4 — 67. 

Terai, malaria of t lie Ben, Bee. No. 
V., 5. 

. report on the khutuks of | 

the, Sel. Cor. of Punjab Admn. i 
vol. i. Part i., 39. 1 

lands of Zillah Bareilly, 

method of collecting the revenue 
ill the, N. AV. P. Bee. vol. ii , 23. 

lands of Zillah Bareilly, 

report by Captaiu W. Jones on 
tho irrigation of the, 20. 

map of the pergunnahs 

Gudderpoor, Roodderpoor, Kil- 
pooree, Bichaaiid Chovvmela, 20. 

their character, 21. 

« - unhealthiness of the, 22. 

might be rendered salubri* 

ous by the introduction of a sys- 
tem of drainage, 22. 

lands erf Zillah Bareilly, 

fear lest there should be too 


great an Jmiuigratioii into the, 
N. AV. P. Bee. vol ii., 32. 

Terai land.s of Bareilly,* com par b 
son of the births and deaths in 
the, 32. 

evil effects of the reign of 

the late Navvab of Bainpore, 32. 

description of the Barn- 

pore jagli ire, 32. 

topographical report on the, 

N. AV, P. Bee Part xviii., 382, 
383. 

its history, 3>82. 

general character and 

j swamps, 382. 

I springs at the head of the, 

I 382. 

I irrigation of the, 382. 

I uiihealthiness of the, 382, 

destruction by game, 382. 

description of its inhabi- 
tants the Tharoos, 383. 

Ihinjara and other inliabi- 

tants, 383. 

productions, 383. 

account of Pilloobheet, 

383, 384. 

Termiims, railway, at Calcutta, best 
•site for the, la. Bee. No. i., 6. 

impossibility of its being 

very near the town, 7. 

Hovvr.ih the most suitable 

locality f u*, 8. 

— of East Indian Railway at 

Howrah, explanation of plan, G5. 
Territory, Lord Dalhouaie on the 
acijuisition of, In. Bee. No. xiv., 

G. 

revenue from newly acquir- 

ed, 7. 

late acquisitions of, G, 7, 12, 

Terwara State, report submitted to 
Government in 1854 on, Bom. 
Bee. No. XXV., 34 — 3G, 113. 

— :: extent, climate, features, 

soil, revenues, &c., 69. 
Thabawlick river in Mergui, tin 
washings on the, Ben. Kec. No, 
vi., 6. 
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Thauesur district, improvement re- 
port for 1854-55, Sel. Cor, of 
Punjab Admn. vol, iii. Part ii., 
65. 

report on the revenue in 

1853 of. In, llec. No. vi., 98. 

its inefficient balance in 

1853, 99, 

Tbauiice lands in Cuttack, Ben. 
Hoc. No. iii., 16. 

Tharavvaddy district, statement of 
seasoned timber in 1854 in the 
forests of the. In. liec. No. ix., 
204. 

ib. ib. of green timber, 206. 

Tharoos, their habits and ap- 
pearance, N. W. P. llec. Part 
xviii., 383. 

TJiengdan river in Tenasserim, tin 
washings on, Ben. liec. No. vi., 
10 , 

Thermometer, its daily range in 
the districts of Sumbulpore, 
Honcpore and Sarungurh, Ben. 
Bee. No: xxiii., 190 — 191. 

Thibet, report by Mr. D. McLeod 
on the borax of, Sel, Cor. of 
Punjab Admn. vol. ii. Part xii,, 
501. 

report by Captain Hay on 

the borax of, 504. 

report by Mr. G. Barnes, 

512. 

report by Mr. Edgeworth, 

516. 

report by Captain U. C. 

James, 518, 

• report on the productions 

of the Pooga valley, 523. 

map of the Pooga valley, 

539. 

— ^ report by Lord W. Hay on 

the borax of, 513. 

list of elevations taken by 

the boiling point thermometer, 
539. 

trade through Sikhim Mo- 

rung with, Ben. Kec. No. xvii., 


Thibet, route from Darjeeling to, 
Ben. Bee. No. xvii., Appended. 

Thieves, professional, of the Suno- 
reah villages, the perpetrators of 
the Calcutta robberies, N. W. 
P. Rec. vol. i., 63. 

list of robberies committed 

by the Sunoreahs, 63. 

villages of the professional, 

63. 

organisation of their vil- 
lages, 64. 

presents to the Tehree Go- 
vernment given by the profes- 
sional, 64. 

how their wives and fami- 
lies are supported during their 
predatory excursions, 65. 

they have a slang or bolec 

of their own, 65. 

the Serac of the Rajah of 

Burdwan is for Calcutta the 
Chownee of the, 65. 

choAvnees” of the Suno- 

reahs, 66. 

translation of the Khurce- 

ta of the Rajah of Banpoor up- 
on, 67. 

specimen of the “ bolee” 

or slang language used by the, 

68 . 

professional, of the Tehree, 

Duttcah, Shahgurh and Chun- 
deyree or Banpoor States, report 
of Major Harris on, 62 — 68. 

Thooliah Bagah South branch chan- 
nel, report on the work and its 
uses. Mad. Bee. No, xv., 39. 

Thoospoodee Branch Channel, 39. 

Thounzai forests, report on. In. Kec. 
No. ix., 14. 

Thriepland, Mr., on Fonts lands, 
Pom. Kec. No. iii., 7 — 8. 

Thug school at Jubbulpore, history 
of its rise and progress. In. Rec. 
No. XV., 1 — 34. 

its object, 2, 7. 

the scholars are taught te 

make carpets and tentSg 10« 


o n 
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Thug scliaal at Jubbulpore, number 
in the school in 1847, In. Eec, 
No. XV,, 10. 

some of tho most industri- 
ous are permitted to set up for 
themselves, 11. 

— a man is invited from Kid- 
derminster to teach carpet-mak- 
ing, 13, 18. 

its financial state at close 

of 1847, 14. 

art ides in demand in 1850, 

14. 

its financial condition at 

close of 1850, 15. 

articles manufactured and 

sold during 1851, IG. 

its financial state at close 

of 1851, 17. 

sons of timg approvers 

stationed at Meerut as woollen, 
carpet and table linen weavers, 
16, 17. 

- memoranda of the accounts 

from 1845 to 1853, App. v., 32. 

table of the number and 

occupations of the approvers 
daily occupied in the factory and 
tho number of young men who 
have failed to learn a trade, 
App. ii., 27, 28. 

statement of the employ- 
ment of scholars, 27, 28. 

tho approvers and their 

sons at, App. i., 25, 26. 

accounts for 1847, App. 

iiL, 29. 

accounts 1853, App. 

iv„ 30, 32. 

Thuggee, Lord Dalhousie on, In,. 
Rec. No. xiv., 61. 

- — in tho Punjab, 61. 

in the Ptiiyab, report on, 

Sel. Cor, of Punjab Admn. voU 
L No. iv., 237. 

— ' how introduced into Pun- 
jab, 237. ^ I 

tree shewing in a genealo- I 

gical form its rise and progress i 


in Punjab, Sel. Cor. of Punja1> 
Admn. vol, i. No. iv., App. xv* 
Thuggee, in the Punjab the history 
of Wuzeer Singh the introducer 
of, 238. 

emigration beyond Sutlej 

of a large number of thugs, 231. 
efforts made by the Maha- 
rajah Shero Singh to extirpate, 
242. 

its discovery in the Cis* 

Sutlej States, 243. 

the system of approvers 

altered the character of the 
crime, 245. 

disguises assumed by the 

thugs, 245, 

case of thuggee in the La- 
hore and Umritsur districts, 246, 
247. . 

operation for its suppres- 
sion under the Board of Admi- 
nistration, 249. 

investigation of cases in 

the scene of murdersj 251. 
successful agency of a de- 
tective police force, 255. 

habits of the thugs, 263. 

omens employed by tho 

thugs, 263. 

secret language not em- 
ployed by the thugs, 264. 
form of oath administer- 
ed before an expedition, 265. 
the ceremony of initiation^ 

265. 

^ admission of men of a ma- 

ture age, 266. 

gang leaders how chosen, 

266. 

characters assumed by 

thugs, 2G6. 

inherent ferocity of the 

thugs, 267, 

arrangements for murder 

and division of work, 267. 

signal for committing a 

murder, 268. 

strangling how effected, 268« 
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thuggee iu tlie Punjab, search of i 
the bodies and system of division, 

Sel. Cur. of Pui\jab Admn. vol. i. 

No. iv,, 269, 

murdered men usually 

thrown in rivers, 269. 

attachment of the thugs 

to the scenes of their murders, 
270. 

debauched habits of the 

thugs known to the villagers but 
not their enme, 271. 

sketch of the Mazubee [ 

Seikhs, the class from Avlionimost ( 
frequently thugs are drawn, 1 
272. j 

extracts from deposition of 

thugs, 281. 

statement of the number 

of raurd.crs committed from 
1833 to 1853, App, Jlo. 1. 

statement of thuggee cases, 

App. No. 2. 

statement shewing the re- 
sult of operations against the 
Miizubee thugs, App, No. 3. 

— statements shewing the 

caste of the thugs, App. No. 4. 

the thugs in the Punjab 

how disposed of, In, llec. No. 
vi., 52. 

operations against, 51. 

statistics of, 5 1 , 

office at Loodiana, 53. 

as practised in the Punjab, 

suppression of. In. Kec. No. ii., 

58. 

report on the Tusma Bazee 

thugs, N. W. P. Rec. vol. i., 53. 
depositions of various Tus- 
ma Bazee thugs, GO. 

— the habits of the Tusma 

Bazee thugs give them peculiar fa- 
cilities for selecting their victim, 

60. 

deposition of Sheikh Gazee, 

« thug, 55, 

— - — letter from Major Graham 
to Colonel Sleeman on, 57. 

Qq2 


Thuggee in the Punjab, from 
1853 to 1856, In. Bee. No. xviii,, 
17. 

language used by the thugs 

of Kolliapoor, Bom. Bee. No. 
viii., 157. 

Thurad and Morwara, history 
since first connected with Bri- 
tish Goveninieiit down to lcS53, 
Bom. Bee No. xxv., 36, 72. 

Jjistory of the reigning fii- 

niily, 37, 72, 

extent, climate, produc- 
tions, features, 38, 72. 

principal towns, rivers and 

IKilice, 9, 72, 

treiity with the British Go- 
vernment in 182G, 39. 

castes, tribes, 73. 

pergunnah, report submit- 
ted to Government iu 1854, 
106, 

Thyct Myo, position, physical ap- 
pearance, geological structure of. 
In. Bee. No. x., 99--107. . 

papers relative to the coal 

deposits of, 71 — 99. 

Tigoreah, Bajali of, Ben. Bee. No. 
iii,, 78. 

Tihara canal, project for cutting a 
canal from the left bank of the 
8utlej below Loodiauah, N. W. 
P. Bee. vol. ii., 44. 

the benefit that would be 

conferred by the, 44. 

map of the canal and the 

country through which it would 
pass, 44. 

estimates for the, 45, 47. 

plan suggested in 1841, 

46. 

grounds of suggestion, 46. 

conditions of success un- 
favourable, 46. 

nature of the chief obsta- 
cle, 46. 

enhanced cost, 46. 

situation of canal head and 

branches, 46, 
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Tihara canal, sketch map of the | 
proposed canal, N. W. P, Rec. 
vol. ii., 4:0. 

Timber for carriage wheels, report 
by the Post Master of Allyghiir 
dated 1849 on the best method 
of seasoning, N. W. P. Rec. vol. 
ii., 236. 

report dated 1851 by the 

Superintending Engineer of the 
central provinces on the different 
kinds of wood procurable on the 
lines of the Agra and Bombay 
road, 238. 

agency of Sealkote, In. 

Rec. No. vi., 187. 

specimens from Vizagapa- 

tam, Mad. Rail. Kept, for 1853, 
190. ^ 

procurable in Vizagapatam 

of which samples have not been 
received by Board of Revenue, 
190. 

procurable in Ganjam, 191. 

procurable in Ganjam how 

applied, 193. . 

best adapted for sleepers 

procurable at Vizagapatam, 201, 

202 . 

best means of preserving 

against dry rot and white ant,^ 
203—212. 

Payne’s process as a means 

of preservation, 204 — 212. 

preserved and unpreserved 

by Payne’s process, experiments 
on, 209, 211, 

in Tenasserim, Ben. Rec. 

No. ix., passim. 

in teak forests^ varieties of, 

13. 

— ^ in Tributary Mehals, Ben. 

Rec. No. iii., 70. 

of Kolhapoor, Bom. Rec. 

No. viii., 35 — 41. 

'■ of Pegu, In. Bee. No. xv., 
67. 

of Pe^^uty on, In. Rec. * 

No. ix., 2. 


Timber, statement of the classes^ 
passed at Rangoon in 1853-54 
of. In, Rec. No, ix., 21, 28. 

statement of the classes 

which it is proposed to recognize 
and the duty to be levied on 
each, 29, 

seasoned, in the southern 

forests of Pegu during 1854-55, 
abstract of, 24, 30. 

required for naval purpo.ses, 

statement of the classc.s of, 27. 
Tin deposits of the Tcnas.scrim, 
great obstacle to profitable work- 
ing is the want of roads. In. Rec. 
No. x., 65. 

natives crowd from Mad- 
ras to Tenasserim, 65. 

deposits in the Tenasserim 

Provinces, notes on> 56 — 67. 

pljjncipal source of the ore, 

56. 

deposits in former times 

have been largely worked, 57. 

extensive workings, 57, 

washings ofRhenoung, 58. 

number of Chinese at work 

at those washings, 59. 

ore how smelted, 59. 

stone how separated iu' the 

British territory, 59. 

obtained in the Maleewoou 

river, 60. 

ib. Bokpyen village, 60. 

near Mergui is found with 

minute scales of gold, 61. 

strata in Rhenoung shew- 
ing the deposits, 62. 

— leaves used in making lac 
bracelets, mode of colouring, 
Boin. Rec. No. viii., 238. 

mode of preparing liquids 

giving silver and golden hues, 
239. 

and other minerals in Te- 
nasserim, Ben. Rec. No. vi., pas- 
sim. 

in Tenasserim, Mr. Old- 
ham on, 3’6. 
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Tiimevelly and Madura, public 
works progress report for 1851, 
Mad, llec. No. ix., 72, 

stai^ment shewing the offi- 
cers employed and the amount 
salary drawn by each in the pub- 
lic works executed in 1851, 80. 
statement shewing the ex- 
penditure in 1857 on public 
works in, 81. 

public works progress re- 
port for 1853, Mad. liec. No. xv., 
12, 129. 

statement shewing the 

amount expended during 1853, 

U2. 

number of officers employ- 
ed on works executed in 1853, 
142. 

works visited and salary 

drawn by inspectors, 142 . 

value of exports and imports 

at the seaports and the amount j 
of duty levied in the ten Fusly i 
years 1252 to 1 20 1, 144. | 

— dispensaiy report for 1851, 

Mad. llec. No. vii.*, 21, 

dispensary report for 1853, 

Mad Bee. No’ xxi., 22. 

report upon the swinging 

festival and the ceremony of 
passing through fire. Mad. Bee. 
No. vii., 9, 27. 

- — ;; — vaccination report for 1854, 
Mad. Ecc. No. xx., 17. 

report for 1853 on the 

roads of. Mad. Rec.No. viii., 91. 

estimate for the roads of, 

107. 

— marbles. Mad. llec. No. ii., 

33. 

irrigation works from 1837 

to 1852 in. Mad. Rec. No. x., 
170. 

amount expended on pub- 
lic works during 1852, 171. 

amount expended during 

the ten years ending with 1851, 
173. 


Tinnevelly, amount of pay drawn 
by the maramut establishment 
during the ten years ending with 
1851, Mad, Rec. No. x., 175. 

report on the roads for 

1854, Mad. Hoc. No. v., 19. 

Tirnce tax of Jhung, report on the, 
Sel. Cor. of Punjab Admn. vol. i. 
Part ii., 103. 

Titalyab, Deputy Magistrate re- 
quired at, Ben. llec. No. xvii , 
20 . 

Tobacco cultivated in districts of 
Sumbulpore, Soiiopore, and llai- 
giirh, Ben. llec. No. xxiii., 180. 

of Mysore, revoimo derived 

from 1831 to 1854, In. Rec. 
No. xi., 61. 

its cultivation, Bom. Rec. 

No. xvi., 114. 

of Kolhapoor, Bom. Rce. 

No viii., 2Gf 52, 

of Sind, Bom. Rec. No. 

xvii. vol. ii., 628, 

Tola or sicca weight, value of the, 
N. W. P. llec. vol. i., 50. 

Tolls on the Grand Trunk Road, 
financial results for 1854-55, 
In. Rec. No. xiii., 30. 

on the Bhore and ThuU 

Ghats, 33. 

North Western, 31. 

Bombay, 34. 

at Jungypore, Ben, Rea 

No ii., 33. 

on Nuddea rivers, 45, 4fi. 

Tolly’s nullah canal, notes by Mili- 
tary Board on, Ben. Rea No,, 
xix., 13. 

when excavated, 1. 

disadvantages of this water 

channel, 2. 

estimate for alterations, 3. 

notes by Colonel Goodwin 

in 1853, 6. 

three points to be remedi- 
ed, 7. 

estimate for improvements, 

9 . 
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Tolly’s nullah, state of the canal I 
during the dry season, Ben. llec. j 

^No. xix., 11. 

• iinpi uvements to be made 

in, 13. 

estimate for improvements, 

18. 

Toiuacotee copper mine, In. Kcc. 
No. xvii., G5. 

Tombs, Great and Little, account of 
islands called the, Bom. Rec. No. 
xxiv., 3G. 

Tonse flats, report on the, N. W. 
P. Rcc. vol. ii., 220. 

map of the, 220 — 221. 

Toombudra river, anicuts across 
the, Mad. Rec. No, viii., 45. 

Toora, Mouzah, Pergunnah Budousa, 
report on changes of settlement 
in, N. W. P. Rec. vol. L, 158. 

- settlement proceedings in 

this mouzah faultless, 159. 

Toorees, report on British connec- 
tion with the. In. Rec, No xii., 
25. 

Tooth-powder, ingredients for, Bom. 
Rec. No. viii., 245. 

Topographical report on Tatta, 
Bom. Rec. No. xvii., 271. 

Toree Kliail tribe. In. Rec. No. 
xii,, 97. 

Toregul, a dependent jaghire of the 
Kolhapoor State, Bom, Rec. No. 
viii., 299. 

report for 1854 on, 557. 

Toties, their office in Mysore, In. 
Rec. No. xi., 92. 

Tounghoo forests, report on, In, 
Rec. No. ix., 95, 98. 

Tounghoop pass, road over the, In. 
Rec. No. iv., 21-^29. 

— — comparative cheapness of 
road, 26. 

sickness of troops employed 

in making the road, 29. 

Tounguyo forest, In, Rec. No. lx., 
104. 

Toutyaygat forests, report on, In. 
Bee, No, ix., 99, 


Town duties recently introduced 
into the Punjab, memo, on the, 
Scl. Cor. of Punjab Admn. vol. i. 
Part ii., 113. _ 

duties in the Punjab why 

popular. In. Rec. No. vi., 47. 

duties and house tax, their 

relative merits. In. Rcc. No. ii., 
53. 

known as Dhurut, Waziiii- 

kusheo and Choongee, 54, 55. 

— ^ -cesses how to be regulated, 

53. 

Townley s theorem, N, W. P. Rcc. 
vol., ii., 175; 

I Towns in Bombay Presidency 
which have adopted Act XX VI. 
of 1850, Bom. Rec. No. xxvii., 
37. 

Trab to Torbeila, grant for road 
from, N. W. P. Rcc. Part xxii, 
32, 33, 

Tradition remarkable in the Bangur 
lands of Kurnaul, N. W. P. Rec. 
vol. i,, 114. 

Traffic in the Agra division, 
map exhibiting the principal 
lines of, N. W. P. Rec. voL ii., 
149. 

■ at Jungypore, Ben. Rec. 
No. ii., 33, 

on the Madras roads in 

1854-55, Mad. Rec. No. xiiL, 
27—30. 

returns of Rohilcund, sec 

Eohilcund. 

on the two experimental 

lines of railway estimated. In, 
Rec. No. i., 19 — 23. 

between Burdwan and 

Muggra, 29. 

on Grand Trunk Road, ab- 
stract of, 31. 

Training institution, Madras, grant 
in 1854 to, Mad. Rec. No. xvii, 

31. 

— ' examination for rewarcLs, 

32. 

Tram Road at Agra, Mr. Reids re* 
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port dated 1846 on tlie, N, W. 
P. Hec. vol. ii., 143. 

^Trara Hoad at Agra, the expense 
of construction, 143. 

wants but little repair, 143. 

cost of, 144. 

advantages of tram road for 

animal draft, 145. 

Tranqucbar beach defences execut- 
ed in 1853, Mad, Hec. JNo. XV., 
121 . 

Trans- Indus Police, In. Hec. No, 
ii., 52. 

Indus frontier from Pfsha- 

wur to Dera Ismail Khan, 
survey of the, Scl. Cor. of Pun- 
jab Admn. vol. ii. Part xii. pas- 
sim. 

— — salt mines, report for 1855 
on, In. Rec. No. xii., 50. 

special rules regarding salt 

mines. In, Rec. No. ii., 119, 

Trans-Sutlej States, report by Mr. 
D. F. Macleod upon female in- 
fanticide in the, Sel. Cor. of 
Punjab Admn. vol i. Part vi., 
499. 

report on the revenue in 

1853, In. Rec. No. vi., 101. 

— report on the roads, 167. 

their population, area, re- 
venue, and villages according to 
the census of 1855, In. Rec. No. 
xL, 9. 

the population, revenue 

and area of Hill States, 11, 13, 
28. 

the population, area, and 

revenue of Independent States, 
28. 

— — statement of the chief towns 
with population, 33. 

— salt mines, report from 
1853 to 1856, 35-- 38. 

— census returns of 1855, 

100 . 

— — report for 1851 on the, In. 
Rec. No. ii., 170—173. 

— physical features, Alpine 


region of Kangra, hill tribes, Raj- 
poots, In. Rec. No. ii., 17^1 
171. 

Trans-Sutlej States, champaign of 
the Jullundur Doab, its fertili- 
ty, chief cities, Aloowala terri- 
tory, Governors appointed by 
Seikhs, 171, 172. 

population and districts 

in 1851, 172. 

police regiments, 172. 

civil buildings and public 

works, 172. 

regular settlement, 173. 

general condition, 173. 

finances of the Cis and 

TranS' Sutlej States, future sur- 
plus of 39 lakhs per annum for 
1849-50, 1850-51, and aggregate 
surplus of £8,20,000, 173. 
and Cis-Sutlej States, esti- 
mated revenue and expenditure, 
App. F., 184. 

report on improvements 

instituted during 1854-55 in, 
Sel. Cor. of Punjab Admn. vol. 
iii. Part ih, 89. 

road report, 89, 95, 102. 

bridges report, 90, 104. 

report on road buildings 

aud groves, 92, 97, 109. 

report on ferries, 97, 

110 . 

general summary of im- 
provements, 113. 

Transit dues, the illegal levy in 
Tributary Mehals of, Ben. Rea 
No. iii., 66. 

Transport by Government Bullock 
Train, abstract of a year’s trans- 
port and its test, N, W. P. Rec. 
Part xxii„ 33, 

Travancore teak forests, Ben. Rea 
No. ix,, 34. 

^nefidal effects * of their 

conservation, 34. 

Travellers on the Grand Trunk 
Road, protection few, N, W, P. 
Rec. vol. 1, 46, 
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Tifeatics with the Pahlunjiore State, 
Bom. Kec. No. xxv., 20 — 24. 

with Dost Mahomed Khan, 

copy of, In. Bee. No. xviii., App, 
iii. 

with Junjecra, Bom. Bee. 

No. xxvi , 8. 

with Sucheen, 29. 

with Kljyrpore, Bom. Bee. 

No. xvii., 109. 

with Klielat, 142. 

with Kolhapoor, Bom. Bee. 

No. viii., 562. 

- ■■■ with the chief of Sohar for 
suppression of slave trade, Bom. 
Bee. Bo. xxiv., 226. 

with the Imaum of Muskat 

for suppression of slave trade, 
219. 

— — and engagements entered 
into between the Imaum of 
Muskat and the British from 
1798 to 1846, 247—259. 

between the United States 

of America and the Imaum, 
262. 

between the King of the 

French and the Imaum, 266. 

between the Hon’ble E. I. 

Co. and the Imaum, 250. 

- concerning duties to be 
charged on the cargoes of vessels 
putting into Imaum’s Ports, 259 

wdth the Arab tribes of the 

Persian Gulf, 76 — 89. 

— — with the Imaum for the 
suppression of the exportation 
of slaves, 219. 

and agreements entered in- 
to with the Sawi^nt Waree State 
by the Hon’ble East India Com- 
pany between the 12th January 
1730 and 20th Nov. 1843, Bom. 
Rec. No. X., 169 — 189. 

and agreements entered 

into between Great Britain and 
Portugal between 23rd June 
1661 and the 19th November 
1850, 345. 


' Treaties, grant by the King of Pt)r- 
i tugal of the island of Bombay to 
I His Majesty Charles II. King of 
Great Britain, Bom. Bee. No x , 
347. 

Boyal Charter granted on 

the 27th March 1668 by His Ma- 
jesty Charles II. transferring the 
port and island of Bombay to 
the Hon’ble East India Com- 
pany, 348. 

treaty between Great Bri- 
tain and l\)rtugal for the aboli- 
tion of the slave trade dated 
22nd January 1815, 354. 

ib. between Queen of Por- 
tugal and Her Britannic Majesty 
dated July 3, 1842, 368. 

additional article to same 

treaty, 376. 

annexes A B and C to 

same treaty, 377, 379, 386. 

treaty of commerce and 

navigation between Portugal and 
Great Britain dated July 2, 1842, 
354. 

notification to the foregoing 

treaty by Donna Maria, 364. 

translation of regulation 

with regard to commerce in con- 
nexion with the foregoing treaty, 
365. 

protocol of a conference 

held at Foreign office August 12, 
1847, 396. 

ib. relating to slave trade 

on East Coast of Africa, 398. 

of British Government 

with Th'urad (1826,) Bom. Bee. 
No. XXV., 39. 

of British with Radhun- 

pore, 31. 

■ of British with Gaekwar, 30, 

with Kooch Behar, Ben. 

Rec. No. V., 36. 

Trees in Teak forests, Ben. Rec. 
No. ix., 13. 

of Sind, Bom. Rec. No. 

xvii. vol, ii., 59 6. 



[ 353 ] 


Vernacular Education, schools in 
which Persian is alone taught are 
declining, Ben, Bee. No. xxil, 5* 
number of schools in Ben- 
gal (1851—53,) 5. 

— * school literature, 5. 

— sale of books as indicative 

of progress of the people, 6. 

report of Dr, F. J. Mouat, 

M. D* on, 8. 

number of persons in Mr. 

Beid’s eight districts who can 
read and write, 7. 

• report on a Tehseelee school 

at Boorkee, 9. 

ib. at Allyghur, 10. 

normal school, Mr, Beid’s 

report on, 11. 

success of, 12 — 22. 

list of Hindee publications 

firom the presses, 14—21. 

ib Urdu, 14-21. 

ib Persian, 14 — 21. 

— minute of Lord Dalhousie 

on, 22. 

report of Council of Edu- 
cation on, 26. 

general review by Council 

of Education of, 28. 

- — general division of, 29. 

— — . — number of schools in Ben- 
gal, 29. ^ 

scheme for improvement 
of, 32. 

advantage of model schools, 

32. 

abstract of extent and na- 
ture of native, 33. « 

four model vernacular 
schools to bo established in each 
Zillah, 35. 

to be ^ven in the Pergun- 
.nah schooli^ 36. 

— ^penses (jwobable) of Qo- 

' imwAmt Pergunnah schwls, 38. 

■ stimulus of self-iiiterest, 
89, 7«, 

Mr, J. P. Gtant^s minnte 

on. 40, 4T. 


Vernacular Education, Mr, W. S6>- 
ton Karris minutes Ben^'Bec. 
No. xxii, 42, 45, 

given by indigenous schools 

not useless, 42. 

of indigenous schools, 42* 

schools what they profims 

to teach, 46. 

Mr. Allen’s minute on, 48J 

* Mr. Bicketts’ minute on, 

49. 

Baboo Ramgopal Ghose’s 

minute on, 51. 

• control of, should be in the 

hands of a Civilian, 52— 59. 

Baboo Bamapersaud Roy’s 

minute on, 54. 

■ ■ - — method of teaching higher 

branches of science, 56. 

— Sir J. H. Colvde’s minute 

on, 57. 

Mr. Halliday’s system, 58. 

— Mr. Long’s system, 60. 

Mr. Woodrow’s minute on, 

62. 

— — ■ Dr. J. Jackson’s minute on, 

64. 

opinions of liout. Qoter-^ 

nor of Bengal upon, 65. 

notes on, 71. 

what should be taught, 71. 

letter from Mr. James Long 

on, 74. 

ib. Ramchunder Mitter, 76; 

advantages of a normal 

school, 77. 

letter from Mr. Cecil Bea- 

don, 81, 

— ; why Bengali is not taught 

instead of Assamese in Assam 
schools by the American Mw- 
sionaries, 151, 160, 16$, IH^ 
165. 

founds of subMittklittf! 

Bengali fot Assamese in the Af^' 
sam schools, 169, 17f ; 

report Dtecotor of 

lie Instruction in 
Vinces, iai^22& 


8ft 
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Vernacular Education, Presidency 
College, course of study in, Ben. 
Rec. No. xxii., 188. 

law department, 189. 

reduction of English seni- 
or scholarships, 189. 

scholarships where tenable, 

189. 

measures somewhat retard- 
ed, 191. 

' " paramount object of, 191. 

report of Mr. H. Woodrow, 

197. 

report of Mr. Hodgson 

Pratt, 197. i 

Mr. H. Woodrow’s districts, | 

state of, 198. | 

Mr. R. B. Chapman’s report j 

on, 207. 

history in Bchar of, 208. 

defects of system, 210. 

remedies proposed for de- 
fects of system, 211. 

difficulty of obtaining 

teachers in Behar, 216. 

duties of the sub-inspectors 

in Behar, 218. 

sale of books in Behar, 220 

newspaper in Behar, 221. 

model schools not establish- 
ed in Behar, 221. 

scheme for normal schools 

in Behar, 221. 

— educational Books of tlie 

N. W. Provinces, report on, N. 
W. P. Kee. Part xx., 427 — 480. 
— ■ committee appointed in N. 

W. Provinces, for examining all 
educational books, 427. 

report of the committee, 

notes from whom deceived : list 
of books from whom received : 
commendations bestowed upon 
certain books, 428. 

^ note on the life of Cicero 

translated from Plutarch’s lives, 
as a school boc^ useless, is ren- 
4^ed unint^P^ble by constant 
^Bpsions tcffrtwsicaPevents, spe- 


cimen of the Author’s mode of 
spelling classical names hy Mr. 
IK Muir, N. W. P. Hoc. Part 
XX., 429. 

eniacular books, note upon the 
History of Mahomedanisni, same 
defects as the life of Cicero, the 
way in which book alludes to 
Mahomed to be deprecated Oy 
Mr. W. Muir, 432. 

noteby Mr. G. J. Christian : 

defects of a translation of life 
of Alexander, Urdu should be 
the means of conveying rudimen- 
tary and practical instruction, 
difficulty of adapting the litera- 
ture of the West to native mind, 
what works should be selected 
for translation, 432, 433. 

note by Mr. H. S. Reid, 

his opinion of the vernacular 
editions of tlie following : — 
Eenelon’s thoughts on the ex- 
istence of a Deity, the travels 
in Europe of Yoosuf Khau 
Kumulposli, the Geography of 
India, biography of eminent 
Men, history of England, his- 
tory of the Mogul Emperors, di- 
rections to Settlement Officers, 
practical Land Surveying by the 
Theodolite, treatise on the use of 
the Sector, the first eight chap- 
ters from Herschcl’s Astronomy, 
twelfth chapter from Bomiycas- 
tlc and the Supplement from the 
Eiicyclopsedia Brittanica, &c. &c., 
434—437. 

notes on Marshman’s 

Guide to Civil Law : Palcy’s 
Natural Theology : History of 
Kashmir ; Taimur’s Autobiogra- 
pliy : Shumsher Khanec Gram- 
mar of the Oordoo Language : 
History of Rome : Insha-i-Madoo 
Ram : Moohib-i-Hind : Selec- 
tions from Hindustani Poets : An 
Elementary Grammar of the Eng- 
lish language ; A Vernacular Rea- 
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der : Elements of Logic : A Trea- 
tise on Rhetoric : Mechanics ; 
Kitab-i-ilum May’at : Elements 
of Geometry ; Goolistan, j\. W, 
r. Rec. Part xx., 434—437. 

Vernacular books, memo. byMr. H. 
S. Reid, on The His.tory of 
Greece” — “ Illustrations &c. of 
Natural Philosophy,” 438, 

— J)ellii Society’s publica- 
tions have failed, difficulty of 
forming a national literature by 
a Foreign Government — .Mode of 
p]diicatioii in the Government 
Schools : rrinci]>al of the Rareilly 
College : Dr. Ball an ty lie’s Views 
on the I^reparation of Scientific 
Treatises, 43U. 

note by Mr. 0. P. Carmi- 1 

chael, on certain Urdu transla- I 
tions ; Pinncjck’s Goldsmith’s } 
England : History of Greece : Ar- ! 
nott’s Physics : Mill’s Political ' 
History of Greece : jM ill’s Political | 
Economy : Ski pwith’s Magistrate’s | 
Guide :Dr. Sprengeron the Gene- | 
ral Principles of ’Medicine : Dr. , 
Butter’s I’ran^lation of CooptM‘’s ■ 
Surgery : Principles of the Ma- 1 
liumedaii Criminal Law : Guide ! 
to the Revenue Regulations : Prin- ! 
sep’s Abstract of the Civil Law, . 
431)^441. 

note by Mr. V. Tregear, 

no vernacular work fit for a class 
book : failure of the Delhi So- 
ciety’s publications : Palcy’s Na- 
tural Theology ; note from Mr. 
Tregear upon certain books in 
the vernacular, 441. 

the Introduction to Me- 
chanics, Hydrostatics ; Arnott’s 
Physics, Paley’sNatural Xlieology, 
Herschel’s Astronomy, Yoosuf 
Khan’s Travels to and in Europe, 
History of China, Bagh-o-Bahar, 
Prem Sagur, what measures 
should be taken for the esta- 
blishment of a Vernacular Litera- 


ture, the Poverty of the Urdu 
Language, from what source Urdu 
should be recruited, extracts from 
translation of Arnott’s Physics, 
extracts from Natural Theology, 
extracts from Hci’schers Astrono- 
my, minor Errors in Hcrschel’s 
Astronomy, N, W. P. Rec. Part 
XX., 442 — 449. 

Vernacular books, list of works in 
Persian, Urdu and Hindi suited 
for the higher educational Insti- 
tutions of Government by the 
Principal of the Benares College, 
450-455. 

’ — list of vernacular school 

books from the Principal of A- 
gra College, 45 G. 

general Rst of vernacular 

school books by the Principal of 
Delhi College, 459 — 470. 

note from Mr. J. P. 

Lcdlie, rcmarlcs on certain books 
ill the vernacular ; Euclid’s Ele- 
ments : Bapu Deva’s Algebra, 
Hugh’s Principals of Geography ; 
Opinion of a native upon ib., 
470—478, 

Mr. A, W. Wollaston, on 

Arnott’s Physics and MRl’s Poli- 
tical Economy, 479 . 

— note from Mr. C. P. Car- 

michael to the Committee for 
reporting on vernacular school 
books, 480. 

libraries in the North West 

Provinces, N. W. P. Rec. vol, i„ 
203. 

the originator of the idea 

of, 203. 

contributions for, 203. 

the building of school-rooms 

without help followed the esta- 
blishment of, 203. 

memo, of books in vernacu- 
lar libraries at Minar, 204 — ^206. 

Vessels for drinking, mode of their 
manufacture in Kolhapore, BCioi. 
Rec. No. viii., 247, • 
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Vessels annually visiting Baree 
Gorah, Bom. Bee. No. xvii. vol. 
il, 456. 

Viaduct Kala, see Kala Viaduct. . 
View of Kolhapoor, Bom. Rcc.No. 
viii., 1. 

of South face of Black 

Town, Mad. Bee. No. xi., 11. 
Vigay, its application to purposes 
of irrigation, Mad. ‘Bee. No. v., 
28. 

Village boundaries, new method 
of tracing, Sel. Cor. of Punjab 
Admn. vol. i. Part 2, 71. 

^ — : system and corporation in 

Mysore, In. Bee. No. xi., 90, 91 
—94. 

communities in the Pun- 
jab, In. Bee. No. ii., 102. 

— oJScers in Cuttack, Ja- 

ghircs to, Ben. Bee. No. iii., 23. 

vernacular schools in the 

sub-division of Bajahmundry, pa- 
pers relating to the establish- 1 
ment of. Mad. Bee. No, xxvi., 
passim. i 

original proposal for the 

establishment of, 1. 

— — letter from the Commis- 
sioner of Northern Circars for- 
warding the proposal of the Sub- 
Collector, 3. 

order of Government there- 
on, 6. 

— : scheme for, 7. 

: principle of the scheme, 7. 

method ' of local contribu- 
tions, 7. 

village offers to be accept- 
ed, 7. 

village school inspector, 7. 

'■ — former scheme attempted 

in the Bajahmundry district not 
ideniScal vdth the present one, 

9. 

consideration of the Agency 

to be employed in the, 10. 

— mo^ Of training by one 
^ Government School Master for 


a number of villages, Mad. Bee. 
No. xxvi., 10. 

Village vernacular schools in Bajah- 
mundry, Tahsil School Master 
and his qualifications, 10, 11. 

promotion system, 1 1 . 

district visitor or Inspec- 
tor, 11. 

competent natives avail- 
able for teachers in the, 12. 
instance of their employ- 
ment in Bombay, 12, 

the village School Master 

and his salary, 13. 

scale of salary to the visit- 
ing teacliers, 14. 

elementary works now pro- 
curable, 15. 

district contributions to 

the Press, 16. ^ 

native inspector to be em- 
ployed on the work of translation, 
16. 

probable cost of the scheme 

if attempted as a general mea- 
sure, 17. 

— estimate for their esta- 

blishment in the Bajahmundry 
district, 17. 

recommendation of the 

Commissioner, 18. 

result in 1854 of what had 

been done, 20. 

Commissioner’s letter for- 
warding the plan to Government, 
23. 

order of Government sanc- 
tioning the educational scheme 
proposed, 25. 

- application and sanction to 

increase the salary of native in- 
spector, 27 — 29. 

- ■ ceport on the result of the 
scheme and on the state (in 
1845) and progress of the Go- 
vernment and, 30. ’* 

rules for the management 

of, 43. 

> account current and state- 
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mcnt of probable receipt and ex- 
penditure for one year, Mad. 
ilec. No. xxvi., 48. 

Village vernacular schools in Ea- 
jalimundry, actual monthly ex- 
Ijenditure for schools established 
in 1854, 50. 

attendance in all the in- 
stitutions from April to October 
1845, 52—53. 

numbtr, condition and 

caste of all the scholars, and rou- 
tine of studies, 54 — 57. 

half-yearly report of na- 
tive inspector dated 11th De- 
cember 1855, G3. 

letter from the Director of 

Public Instruction forwarding 
the report to Government, 74. 

extract from the report of 

Mr. J. G. Thompson, Inspector 
of schools, 77. 

order of Government on the 

report, 81. 

Villages on the right bank of Indus, 
Bom. Rec. No. xvii. vol. ii., 453. 

on right bank of Hujamree, 

453. 

on left bank of Indus, 454. 

on left bank of Hujam- 

ree, 454. 

Vishalgur, a dependent jaghire of 
Kolhapoor, report on, Bom. llec. 
No. viii., 294, 

report for 1854 on, 547. 

Vizagapatam, report for 1853 on 
the roads of, Mad. Rec. No. viii., 
4, 11. 

specimens of timber from. 

Mad. Rail. Kept, for 1853, 190. 

list of timber procurable 

of which specimens have not 
been sent to Board of .Revenue, 
190. 

list of wood best adapted 

for sleepers procurable at, 201, 

202 . 

——vaccination, report for 1853, 
Mad. Rec. No. i., 11. 


Vizagapatam, ixjport for 1854 on 
the roads of, Mad. Rec. No. v., 
15. 

list of fibres found in. Mad. 

Rcc. No. xxiii., 70. 

zillah, report on the distur^ 

bailees in. Mad. Rec. No. xxiv. 
vol. i., 1 — 90. 

history of the insurrection 

of Vecrabudra Rauzc, 1 — 4, 

ib. ib. of Pyakarow, 4 — 

6 . 

ib. of Naganah Dora, G. 

cause of the Zemindars 

withholding their peisheush, 6. ^ 
history of Palcondah Ze- 
min dary, 7 — 14. 

state of affairs on the arri- 
val of the Commissioner in 1832, 
Veerabudra Rauze tried, convict- 
ed and imprisoned for life, 14. 

attack on the Ameen of 

Palcondah, 15—^18. 

attack on the fort of Atsa- 

pawulsa and finding of letters 
im])licating the Zemindar, 18 
-- 21 . 

contents of letters, 22 — 24. 

condition of affairs on the 

arrival of the Commi8.sioner in 
1833 at Palcondah, 24 — 

27. 

letters shewing grounds 

sufficient for * the. arrest of the 
Zemindar, 27, 28. 

trial and conviction of those 

implicated in the disturbances, 

28, 29. 

^ — the Zemindary of Marin- 

ghy is sold, 31, 

the two chiefs who under- 
take to capture Kistnama Dora 
are killed, 31. 

certain chiefs request that 

the Zemindary of Maringhy may 
be restored to ancient possessors, 
32, 

review of the events of the 

past histoiy of Veerabudra Rauze 
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in connection witli his return 1 
from Chingleput, Mad, Ilec. No. 
xxiv. vol. i., 34 : — 36. 

Vizagapatam, the arrears of revenue 
due by the different Zemindaries 
of Saluor, Belgaum, Golkondah, 
Jeypore, Madigole, Pancliepen- 
tah, Palcondah, 36 — 41. 

— — absence at Benares for seven 
years of the Eajah of Viziana- 
gram, 41. 

the arrest of Pyakarow 

and execution, 41. 

Sir Frederick Adam’s jour- 
ney through those parts of Viza- 
gapatam and Ganjam which were 
the seats of open rebellion, 47 — 
82. 

— his arrival at Masulipatam 

and report of his proceedings, 
48. 

proceedings of the Council 

consequent upon Mr. Russeirs 
report and Sir F. Adam’s visit, 
83-^90. 

vaccination report for 1854, 

Mad. Hoc. No. xx., 11. 

dispensary report for 1853, 

Mad. Uec. No. viL, 31. 

dispensary report for 1854, 

Mad. Eec. No. xxi,, 30. 

report on swinging festival 

and the ceremony of running 
through fire. Mad. Kcc. No. vii, 
8, 26. 

yizaswaram lock, report for 1853 
on the, Mad. Hoc. No, xv., 
37. 

Vizianagram road, its object and 
its importance, Mad. Kec. No. 
ix., 1. 

Volcanoes seen by Dr. Hove in 
1787-88, Bom. Bee. No. xvi., 24, 
96, 106, 188, 

Vhccoo naur fibre. Mad. Eec. No. 
xxiii., 63. 

Vultur amongst the Bheels, the 
meaning of, Bom. Bee. No. xxiii., 
726. 


w 

Wahabee Arabs in the Persian 
Gulf, Bom. Bee. No. xxiv., 57. 

chronological table of events 

between 1795 and 1844 connect- 
ed with the tribe, 152 — 158, 

liistorical sketch from 1795 

to 1859 of the, 428—460. 

sect when founded, 428. 

the leading principle of the 

sect, 428. 

the taking of Lahsa in 

1797 by the sect, 428. 

war between the Turks and 

the, 429. 

they plunder the tomb of 

Ilossein, 430. 

their truce with the Imauin 

of Muskat, 430. 

their capture of Jedda and 

Mecca, 430. 

iiibe, their preponderance 

in Oman established, 431. 

their systematic piracy, 

432. 

the British Government 

determine to send an expedition 
against the, 433. 

failure of the expedition, 

434. 

the successful progress of 

the troops under Mohammed 
Ali Pacha leads to their down- 
fal, 434. 

they make overtures to 

the British Government and are 
refused, 835. 

their expedition against the 

Nnjd Arabs, 435. 

their defeat by Ibraham 

Pacha, 436. 

their chief Abdoolla bin 

Saood is captured, 436. 

consequent fall of their 

power, 436. • 

their power again comes 

into notice, 437. 

- — — their power increases, 437. 
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Wahabee Arabs, they war against 
the chiefs of Lalisa and Kateef, 
lioin. Kec. No. xxiv., 438. 

they defeat the chief of 

Lahsa, 438. 

their altered policy, 439. 

they desire to enter into 

friendly relations with the Bri- 
tish Government, 440. 

— - — they become divided a- 
mongst themselves, 440. 

they compel the Joasmees 

to pay tribute, 441. 

their power receives a 

check from ]\Iahomed Ali Pacha, 
443, 444. 

interference of the British 

between the Ai'ab tribe and the 
Pacha of Egypt, 44G — 449. 

they conclude a treaty 

with the Imauni of Muscat in 
1853, 4G0. 

Wahwes dacoits, report by Captain 
on the. Bom. Hoc. vol. i., 4G 
—48. 

confessions of various da- 
coits belonging to the gang, 49. 
Wallich, Dr., on Tciiasserim Teak, 
Ben. Bee. No, ix., 5, Gl. 

— on Salween river, G2. 

on Attiiram river, G8, 

Wankuneer, its towns and villages, 
their owners and revenue, Bom 
Kec. No xxiii , 81. 

Wanta lands, wherever these ex- 
ist in the Gaekwar’s territory they 
are ' considered as belonging to 
the Government, Bom. liec. No. 
xxiii., 798. j 

Wao district, report submitted to 
Government in 1853 on the. 
Bom. Kec. No. xxv,, 41 — 43, 
74. 

extent, boundaries, climate, 

roads, rivers, 42, 74. 

— ^ — population, language, reve- 
nue, police, 43, 74. 

report submitted to Go- 
vernment in 1854, 109. 


War, second Sikh, unavoidable, In. 
Kec. No. xiv., 1. 

second Burmese, unavoid- 
able, 2. 

Wards, their estates in Cuttack, 
Ben, Hoc. No. iii., 32. 

their estates in Midnapore, 

52. 

Waree fort, description of the, Bom. 
Kec. No. X., 34. 

division of the Sawunt 

Waree State, census of 1851 of 
the, 49. 

census of the town in 1851, 

142. ' 

river, Bom. Kec. No. xxiii, 

310. 

of Nursopa, in Kolhapoor, 

description of. Bom, Kec. No. 
viil, 320. 

Warye talooka, report submitted to 
Government in 1854 on the. Bom. 
Kec. No. XXV., 111. 

report for 1853, 32 — 34, 

67. 

its climate, rivers, principal 

towns, 33, 34, 07. 

■ — . population, revenue, police, 

43, ()7, G8. 

Wasindreo to Mirzapore, abstract 
estimate of a single line from, 
Bom. Bee. No. xix., 52. 

to Jubbulpore, abstract es- 
timate of a single line, 1 6. 
VYatch, village, Ben. Kcc. No. xvi., 
34. 

Water wheel, of what wood it should 
be constructed, In. Bee. No. xvii., 
91. 

bund and water wheel re- 
cently erected at Dechouree, 94. 

power, method of applying, 

105. 

wheels in the'Khadir lands 

of Kumaul, N. W, P. Kec. vol. i. 

112 . 

their advantages, 112. 

wheel near Paneeput, 

sketch of a, 112. 
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Water wheel near Paneeput, ground 
plan of, N. W. P. Bee. voL i., 
113. 

the origin of the relmt, 113. 

works for Calcutta, report 

by Mr. F. Simms, Ben. Kcc. No. 
X., pasaim. 

— — rent in Punjab, In. Bee. 
No. ii., 108. 

mills in Punjab, 138. 

— — for Bombay, report on sup- 
ply of, Bom. Bea No. i., passim. 
■ memo, on the practicabi- 

lity of obtaining a good supply 
of, 1845, C-.ll. 

estimate for supplying, 10. 

resolution that the Court 

of Petty Sessions shall have their 
attention directed to the, 13. 

proposal from the clerk of 

Petty Sessions for husbanding 
and keeping clean and sweet 
the, 13 — 15. 

Captain Turner’s plan and 

estimate for forming a reservoir 
on Malabar Hill, 16 — 25. 
letter from Captain Craw- 
ford i^roposing to bring water 
from Salsctte, 25. 

ib. on the same subject, 

29—33. 

sketch of the course of the 

Vehar Nullah, 30. 
r-- — map of the Vehar valley, 
34. 

2 extract from a minute by 

Colonel Jervis dated May 1848 
.^oposing the construction of a 
reservoir and tunnels on the Es- 
planade, 34. 

plan of the proposed lake 

at Vehar, 34 — 35. 

report from Captain Craw- 

.iford dated 27th May 1850 on 
‘ the proposal to obtain water 
from Vehar, 35. 

— * Lieutenant De Lisle’s re- 
port on Captain Crawford’s pro- 
|eot, 41. 


Water for Bombay, letter from 
Government on Lieut. De Lisle’s 
report. Bom. Eec. No. i., 47. 

reply by Captain Crawford, 

49. 

report by Mr. H.Cpnybeare 

on the amount of the existing 
water supply of Bombay with 
reference to the population and 
on the various methods which 
have been proposed or might bo 
adopted for increasing the sup- 
ply of, 53— 132. 

— statement of fire engines 

at Bombay, 125. 

postscript to the above re- 
port, 133. 

plan and details of Gprbal’s 

VTater Company, 138. 

details of drawing appara- 
tus worked by pairs of bullocks, 
whereby water is raised for the 
supply of the Poydownee, 138. 

reservoir, Brccwhig iii. 

letter from Board of Con- 
servancy forwarding Mr, Cony- 
beare’s report to Government 
dated 22 nd Feb, 1854, 141 — 
149. 

diagram of arrangement of 

siphon pipes for the conveyance 
of, Drawing iv. 

vaulted wells. Drawing v. 

how a quarry containing 

springs of fresh water may be 
made into a covered draw reser- 
voir, Drawing vi. 

— filtering wells, Drawings 
vii., viii. 

of Nullas in Jungle Dis- 
tricts as productive of disease, 
memo, on by Mr. A. Bettington 
1855, Bom. Eec. xx. passim, 

— ^ districts in wliich water be- 

ing particularly bad, the inhabi- 
tants are particularly unhealthy, 
2 . 

— ■ — the Mamlutdars 8hx)uld see 
that wells arc cleaned out and 
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Trees of Chaiidookali, Bom. Rec. 
No. xvii. vol, ii., 719. . 

— of Penth, Nassick, Bom, 

ReCv No, xvii., 99, 100. 

fruit bearing, rates of as- 
sessment on, Ben, Rec. No. iv., 

17, and App. 

found in the Eusoofzye dis- 
trict, Sel. Cor. of l*unjab Admn.* 
vol. i. Part v., 358. 

Trial by Jury, see Jury trial. 

Trials, their number extracted from 
Register of Sudder Court, how 
many with and without juries, 

N. W. P Rec. vol. i., 3G. 

Tribe, Beni Boo Ali, disastrous ex- 
j)edition against the, Bom. Rec. 
No. xxiv., 188. 

-- — — success of a second expedi- 
tion, 189, 

capture of the ship Oscar 

by the, 198. 

historical sketch of the 

Joasmees, 300 — 359. 

historical sketch from 1795 

io 1853 of the Wahabees, 428 — 
4G0. 

historical sketch of the 

Uttoobees, 3G2 — 425. 

historical sketch from 

1761 to 1853 of the Beniyas, 
462-— 49G. 

— L— . — historical sketch from 1834 
to 1853 of the Boo Felase, 498 
—507. 

— historical sketch of the 

Ej man, 5 1 0 — 5 1 5. 

— — - historical sketch of the 
Amulgavine, 518 — 520. 

Janee Khail, In. Rcc. No. 

xii., 96, 

Mihsood, 97. 

— Toree Khail, 97. 

Cabul Kliail, Khojul Khail, 

Hussiiri Khail, Gungee Khail, 97. 

— — Tajee Khail, 98. 

.. — ^ report on the Khutuk, Scl. 
Cor. of Punjab Admn. vol. i. 
fart i., 39. 

n. K 


Tribe of Mangs in the Kolhapoor 
territory, Bom. Rec. vol. i., 90 — 
100 . 

Tribes of Sind, report on the bor- 
der, Bora. Rec. No. xvii,, 153. 

— ‘ of Lus, 386. 

— ; })redatory c!’ Kolhapoor, 

their cendition, Bom. Rec. N'o. 
viii., 16.3. 

of the Trans- Sutlej States, 
report on the Hill, In. Hoc. No. 
ii., 71. 

of Oman, Born. Rcc, No. 

xxiv., 3, 9, 42, 

inhabiting the shores of 

tlie Persian Gulf, their resources, 
localities and relations, 92 — 118 
and 56 — 60. 

British policy towards the, 

62— 74. 

treaties with the Arab, 75 

— 88 . 

chronological table of 

events connected with, 12 1~ 
165. 

on the frontier of Assam, . 

Ben. Rec. No. xxiii., 1 — 169. 

Moran.s or Mowamarias, 3, 

Miris, 3. 

Khamptis, 5. 

Sinh-Phos, account of, G, 

14. 

Kultasor Kolitas, 11. 

inhabiting country of the 

Lama, 12. 

Khamptis Bor, 12. 

Mishmis, 16, 43, 62. 

Pasial Abors, their dress 

and diet, 33, 

■ — - progress made in a visit 
to the Abors, 141 — 169. 

narrative of a visit to the 

Tains, 57. 

habits of the Membu i)eo- 

ple, 83 — 85. 

habits of the Muluks, 108, 

113. 

government of the Muluks, 


no. 
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Tribes on the frontier of Assam, ca- 
pital of the Muluks, Ben. Rec. 
No. xxiii., no. 

skilfulness of the Khamptis 

tshiefs in working in silver, 70, 

120 . 

— spirits mannfachired .by 

Khamptis, 121. 

report on the Abors, 141 — 

' 149. 

attempt to establish rela- 
tions with tlie Abors, 143. 

importance of establishing 

relations with the Abors, 147. 

- meaning of term Abor, 151. 

— ■ settlements of the Abors, 

151. 

■ cultivati«)n of the Abors, 

153. 

• chiefs of the Abors, 155, 

1G3. 

customs of the Abors, 15G, 

159. 

dress of the Abors, 158. 

goitre prevalent amongst 

women of the Abors, 158 
. appearance of the women of 

the Abors, 159. 

prevalence of kidnapping 

amongst the Abors, 1G7. 

traditions of the Abors, 107. 

sacriticesof tlie Abors, 1G8. 

Gunda, people so called, 

177. I 

• independent on the N. W. ■ 

Frontier of the Punjab, report on | 
their connection with British Go- 1 
vernment since annexation to end 
of 1855, In. Rec. No. xii., 1 — 63. 

— list of tribes on the Punjab 

frontier, J2, " 

on the frontier of the Pun- 
jab within the British tenitory, 
report on them and their con- 
nection with the British, 45, 

— — oti Ijie frontier of the Pun- 
jab, ^liftflidfication of the hill, In. 
Reo.i^lla, ii., 22. 

i'umoulies, 22. 


Tribes on the frontier of the Punjab, 
Affreedcea, In. Rec. No. ii., 23. 

Moraunds, 23. 

Eusufzye Pathans, 24. 

Khuttuks, 19, 24. 

Orukzyes, Bungush Wii- 

zecrees, 24, 25. 

Mithanees of the Gubber 

Mount, 25. 

Hhooranees, 25. 

Ooshtcranees, Kusranecs, 

Bozdars, Ghoorchanees, Boogtees 
and Murrees, 2G. 

estimated strength of the, 

27. 

power to do mischief of 

these tribes, 27. 

British policy towards, 28, 

in the Dehra Ismael Kiian 

district, report on them and their 
connection with the British, In. 
Rec. No. xii., 51. 

in the Dehra Ghazee Khan 

ib., 52. 

- — independent on the frontier 

of Punjab, munber of their 
fighting men, 53. 

dependent on the Punjab 

frontier, number of their fighting 
men, 53 

independent on the Pun- 
jab frontier, the number of ex- 
peditions which from 1849 to 
1856 have been made against, 54. 
hill, cm the Punjab fron- 
tier, report on, 55 — 63. 

policy of undertaking ex- 
peditions against, 59. 

bordering upon Dehra Is- 
mael Khan, report on, 67 — 168. 

general remarks upon these 

tribes, 68. 

their power to injui’e 69. 

— : treatment recommended 

for, 77—84. 

" ■ »" report on Wuzeeree tribe 

of the Bunnoo border, 84 — 109, 

— Omen^fe, 91. 

Sirkee Khail, 94, 
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Trills oil ilio Panjub frontier, 
Piieiiduh and Bodeen Khail, In. 
Kec. No. xii., iio, 

Beezuiid Kliail, 95* 

Otliuiauzyci*,. 95.*“ 

Bukkec Khail, 95. 

• to the South of the Pezoo 

pass, 144. 

Meanees and Buttunnees, 

145. 

Shcoraiiees, report on, 14G. 

Usteranahs, ib.. 148. 

Ivussoranees, 148. 

Tributary inohals, roads in, BeiL 
Kec, iNh). iii., G2. 

H. llicketls on, 95. 

doscriptiun roll of chief 

.states in, 7o. 

management of, 95. 

power of Uajcihs in, 101. 

Trichinopoly, estimate for 1854-55 j 
of the public works in. Mad. 
Hec. No. xxvii,, 2, 3. I 

progress report of 1854-55 

of public works in, 90, 130, 131, I 
18G. 

• dispensary I'eportfor 1853, 

Mad. ilec. No. vil, 16. 

dispensary report for 1854, 

Mad. Bee. No. xxi., IG. 

vaccination rept»rt for 1855, 

Mad. Uec. No. i., 13. 

• vaccination report for 1854, 

Mad, Kec. No. xx., 14. 

report on swinging festival 

and ceremony of running through 
fire, Mad. Kec. No. vii., 2, 25. 

marbles, Mad. Kec. No. ii. 

30. 

report for 1853 on tlie 

roads of. Mad. Kec. No. viii., G3. 
— estimate for the roads of, j 
103. 

report for 1854 on the 

roads, Mad. Kec. No, v., 18. 
Triplicane dispensary, report for 
1853, Mad. Kec. No. vii.^ 10. 

dispensary report for 1854, 

Mad. Kec. No. xxi., 10. 

Rr 


Troops under the Chief Commis- 
sioner of the Punjab between 
April 1854 and May 1855, In. 
Kec. No. xi. App. ii. 

their entire cost in Punjab, 

I Ajjp. vi. — viii. 

j their cost from 1854 to 

I 185G, App. viii., ix. 

I native compensations for 

I dearness of rations according to 
I t)je Pay aud Audit Itcgulatioiis 
for 1845 and those for 1849, 

I la. Kee. No. iii., 1, 

I the rule in the Code of 

j 1849 on compensation for dear- 
1 ness of rations is not Mtogether 
a new n'giilation, 3*. 

lustory of the compensa- 
tion allowed to troops for dear- 
ness of rations, 3. 

the change in the regula- 
tions regarding compensation iil- 
lowances not ordered Jiastily or 
unadvisably, 4. 

I t dissatisfaction of Lord Dal- 

hoiisie witJi certain changes in 
the compeiisaliun allowances in- 
tro J need by Sir Charles Napier, 5. 
reasons lor such dissatis- 
faction, 6. 

history of the compensa- 
tion allowances as given by Sir 
Charles Napier, 7 — 9, 

history of the compensa- 
tion allowances as given by Lord 
Daihousie, 12 — 14. 

condition of the native 

troc»ps, 24. 

nature and history of rule 

regarding compensation for dear- 
ness of rations to native troops, 
29, 30. 

the expense of irregular 

troops under the Board of Admi- 
nistration, In. Kec. No. ii App. 
^ E., 18a 

Trunk road of the Madras Presi- 
dency, report for 1854-55 on. 
Mad, Kec. No. xiii., 127. 
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Trank Road of the Madras Presi- 
dency, extract from minutes of 
consultation on the report on, 
Mad. Rec. No. xia., 3G. 

Tudakulair and Puudamair rivers, 
tanks supplied by the. Mad. Rec. 
No. X,, 50. 

Tulput and Wanta lands, where- 
ever in the Gaekwar’s territory 
they exist, they are to be consi- 
dered as belonging to the Go- 
vernment, Bom. Rec. No. xxiii., 
798. 

Tumlook Salt Agency, notes on, 
Ben. Rec. No. xiii., passim. 

boundaries and extent of 

agency, 1. 

— — the price of salt, 3. 

■ the Chattur and Maidah, 

13, 14. 

■ boiling house, 17. 

■' ' bhangah weighments, 23. 

— — statistics of outturn, 37. 

— map of. Appended. 

Tungatoor, height above the level 
of the sea, Mad. Rail Rept. for 
1853, 18. 

Turmeric cultivated and exported 
in districts of Sumbulpore, Sone- 
pore and Saruugurh, Ben. Rec. 
No. xxiii., 180. 

Turnip in the Rechna Doab, re- 
port on cultivation of the, Sel. 
Cor. of Punjab Admn. vol. ii. 
Part viii., 80. 

Turnowlies, tribe of, In. Rec. No. 
ii., 22. 

estimated strength of, 

27. ^ j 

report on their connection 

with British, In. Rec. No. xii., 
45. 

Turrumdars, instructions given to 
the, Mad. Rec. No. viii , 56. 

Tusma Bazee Thugs, N. W. P. 
Rec. vol. i., 60, 

their habits give them fa- 
cilities for selecting their victim, 
« 0 . 


Tusma Bazee Thugs, depositi«n of 
Brig Lall, N. W. P. Rec. vol. i., 

59. 

deposition of various thugs, 

60. 

bazee, game of, 53, 55, 56. 

deposition of Sheikh Ga- 

zee, 55. 

letter from Major J, Gi’a- 

ham to Colonel W. Sleeman, 57. 

repoi-t by Mr. Plowden, 58. 

capture by Major Graham 

of some thugs, 58, 59. 

Tusser silk manufactured in the 
districts of Sumbulpore, Sonepore 
and Sarungurh, Ben. Rec. No. 
xxiii., 186, 


U 

Ufzulgurh pergunnah, rice of su- 
perior quality produced in, N. 
W. P. Rec. Part xxii., 68. 
Ullohur to Lahore and Dehra Is- 
mael Khan, roads connecting, In. 
Rec. No, ii., 130. 

Umballa, improvement report for 
1844_55, Sel. Cor. of Punjab 
Admn. vol. iii. Part ii., 74. 
report for 1853 on the re- 
venue ot^ In. Rec. No. vi., 97. 
Umraihee to Pat K6t, summary of 
the survey of iron deposits from. 
In, Bee. No. xvii., 35. 

Umritsur dispensary, statistics of, 
In. Rec. No. ii., 151. 

to Lahore, report on road 

from, In. Rec. No. vii., 27. 

improvement report for 

1854*55, SeL Cor. of Punjab 
Admn. vol, iii. Part ii., 121. 

• grand meeting held for the 

suppression of female infanticide. 
In. Rec. No. vi., 54, 

report on the revenue of 

1853,. 108. 

inefficient balance, 108, 

109. 
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Uinritsur school report for 1854, 
lu. Rec. No, vi., 184. 

its population in 1855, 

In. Rec, No. xi., 21, 

• school report for 1855, In. 

Rec. No. xviiL, 42. 

to Mooltan, report on a rail- 
road from, 53, 

Under-tenants have alone affected 
agricultural improvements, Ben. 
Rec. No. xvi,, 15. 

Under-tenures, effect of sales on, 
3. 

Underwood, Mr., on Malabar teak, 
Ben. Rec. No. ix., 203. 

Ungool, punishment of Rajah of. 
In. Rec. No xiv., 12. 

Upper Sind frontier report. Bom. 
Rec. No. xvii., 123. 

frontier described, 126. 

tribes in, 126, 127. 

climate of, 126, 

Urdu publications issued from the 
Indian presses, Ben. Rec, No. 
xxii., 14 — 21. 

Usterances, report on. In. Rec. No. 
xiL, 148. 

Utteelee, main channel and branch, 
report for 1854, Mad. Rec. No. 
XXV., 54, 

Uttoobee tribe of Arabs, chronolo- 
gical table of events connected 
with the, Bom. Rec. No. xxiv., 
140—152. 

historical sketch (1716 — 

1853) of, 362—425. 

their origin, 362. 

Yalahimah tribe commence 

an extensive system of maritime 
depredation, 363. 

— the Beni Khaleefa extermi- 

nate the Yalahimah, 363. « 

— they attack the island of 

Bahrein, 364. 

despatch of a Persian fleet 

against the, 364. - 

defeat of the Persian at 

Zobara, 364. 

con<juest of Bab 365, 


Uttoobee tribe of Arabs, reductmn 
of the island of Bahrein by the 
Imaum of Muskat, Bom. Rec. 
No. xxiv., 366. 

visit of Mr. Bruce to the, 

369. 

they defeat the Imaum, 

371. 

British naval expedition to 

Bahrein, 372. 

their treaty with the Bri- 
tish Government, 373. 

act of piracy, 376. 

attack on Bahrein by the 

Imaum, 378, 

the Imaum is signally de- 
feated, 37 9. 

their expedition against 

the Imaum, 379. 

insult to the British Go- 
vernment, 383. 

atonement for the insult, 

383, 

renewed acts of piracy, 391. 

internal quarrels, 392. 

the imbecile cliaracter of 

the British Agent at Bahrein, 
393, 394. 

the capture of Meezeer by 

Mahomed bin ^aleefa, 397. 

— ^ act of piracy, 398. 

hostilities which lost to 

Bahrein its Chief Shaikh Ab- 
doolla bin Ahmed, 400. 

Shaikh Abdoolla bin Ahmed 

petitions the British Government 
for aid, 405. 

he was informed that the 

sole object of the British Govern- 
ment was the suppression of 
piracy, 407. 

the ex-chief Shaikh Abdool- 
la bin Ahmed turns robber, 408. 
difliculties to be met in re- 
ducing the ex-chief to order at 
Nabend, 409, 

method adopted with that 

object by the Resident, 409, 
410. 
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Uttoobce tribe of Arabs, case of pi- 
racy committed by Humeed bin 
Mujdell, Bom. Rcc. No. xxiv., 
411. 

Captain Kcmbal is despatch- 
ed to obtain full satisfaction from 
Humeed bin Mujdell, 411, 
bad policy of Hhaikli Ma- 
homed bin Klialccfa, 413. 

impudent proposition of the 

Wahabee Governor of Kateef, 
414. 

change of policy on the part 

of the Persians ' towards Abdool- 
la bin Alm^nl, 414. 

refusal of the Resident to 

* permit the rival chiefs Ahmed 
and Khalecfa to call in new 
allies, 415. 

death of Esai bin Tarif 

and consequent hopelessness of 
the cause of Abdoolla bin Ah- 
med, 416. 

— the fruitfulness of Bahrein 

has excited the desires of various 
nations, 417. 

- the intrigues of the Tur- 

kish authorities with Shaikh 
Mahomed bin Khaleefa, the Go- 
vernor of Bahrein, 417. 

the encouragement given 

to Shaikh Abdoolla bin Mahom- 
ed by the Persian Government, 
418. 

the British Government 

decline to take Bahrein under 
their protection, 4 1 9. 

deidli at Muskatof Abdool- 
la bin Ahmed, 420, 

disgust of some merchants 

of Bahrein at the ^irbitrary con- 
duct of the Governor, 420. 

piracy committed by the 

Huwajir tribe of Bedouins, 421. 

, satisfaction paid for tliis 

act, 421, 

insolent conduct of Ma- 
homed bin Khaleefa, 421. 

distutbaaccs arise between 


Mahomed bin Khaleefa and the 
Wahabee Ameer, Boin. Hec. No. 
xxiv., 422. 

Uttoobec tribe of Arabs, policy of 
the Uttoobee Chief, Mahomed 
bin Khaleefi between 1850 and 
1853, 423— —425, 


Y 

Vaccination, its progress in the 
Godra Punchmahals, Bom liec. 
No. xxiii., 861. 

report for Punjab of 1855, 

In. Ilec. No. xviii., 113. 

throughout the Madras 

Presidency, report for 1854, Mad. 
Kec. No. XX., passim, 

increase of vaccination in 

the Madras Presidency, 1, 

total vaccination in 1853, 

2 . 

inefficiency of the vaccina- 
tors in Calicut, 3. 

native prejudice against 

vaccination has abated, 3. 
vaccination should be ren- 
dered compulsory upon all natives 
in Government employ, 4. 

lymph apt to degenerate, 4. 

excessive heat and moisture 

exert great influence upon the 
vaccine virus, 4, 

t)nly six and a quarter per 

cent, of the births in the Madras 
Presidency vaccinated, 5. 

average expense of vaccina- 
tion per hundred, G. 

in Chittoor and Vellore, 7. 

in Guntoor, 8. 

in Nellore and Ongole, 8. 

in Chingleput, 9. 

— : in Cuddalore and Verda- 

chellum, 9. 

in Masulipatam, 1 0. 

in Rajahmundry and Inge- 

ram, 10. 

in Yizagapatam, 11, 
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Vacduatiofi tliroiighottt the Madras 
Presidency, report for 1854, in 
Chicacole, Mad. Rec. No, xx , 12. 
— — > — in Gaiijam, 13, 

* in Trichi nopoly, 14. 

‘ in hialem, 15. 

ill Tan j ore, IG, 

in Madura, Kamnad and j 

Dindigul, IG. 

in (Joimbatoro, IG 

in Tiniicvelly, 17. 

in Bellary, 17. 

in Cuddapab, 1 G. 

in Mangalore, 20. 

: — in Cannanoro, 2 1 , 

in Tcllic berry, 21. 

in Calicut, 21. 

in Honore, 23. i 

general abstract of vacci- | 

nation returns for 1854, 24. j 
— — general return of persons ( 
vaccinated by the corps of vac- 
cinators in the Madras Presi- 
dency during 1854, 25^ 

general return of vaccina- 
tion by medical subordinates, 2G. 
general return of vaccina- 
tion by volunteers, 20. 

— . table showing the number 

vaccinated monthly with the 
successful and unsuccessful cases 
thro\igh every division of the 
Madras Presidency, 27. 

- table exhibiting the amount 

of population of the several Col- 
lectorates, the number of births 
calculated thereon for the year 
1845, the number vaccinated un- 
der one year and the presumed 
number remaining unvacciuated 
for the same year, 29, 

— statement of the e^ependi- 

ture of rice at the vaccine De- 
pot at Chintadrepettah during 
the year 1854, 30, 

• minutes of consultation up- 

on the above report, 31, 

its progress in Kutch 

Bom. Rec, No. xv„ 88. 


Vaccination at Kolhapoor, Bom. 

Rec. No. viii., 191, 

in the Madras Presi- 
dency rcp{)rt for 1853 on, Mad. 
Rec. No. i., passim. 

number of operations, 2. 

vaccine pure and genuine 

except ill Malabar and Canara, 3. 
increase of operations since 

1852, 5. 

report for Chittoor (1853,) 

G. 

ib. Guntoor, ib., G. 

ib. Neliore and Ongole, 

1853, 7. 

ib. Cliingleput, ib., 7. 

ib. Cuddalore and Verda- 

cbellum, 8, 

ib, for Gan jam, 9, 

ib. for Chicacole, 10. 

ib. for Vizagapatam, 11. 

ib. for Rajahniundry and 

Inge ram, 12. 

ib. Masulipatam, 13. 

ib, Trichinopoly, 13. 

ib. Salem, 14. 

ib. Coinbaconum, IG. 

— ib. Madura, Ramnad and 

Dindcgul, 1C. 

repoii) for Coimbatore, 18. 

ib. Bcllary, 19. 

ib. Cuddapab, 19. 

ib. Kurnool, 21. 

ib. Mangalore, 21. 

ib. Cananore, 23. 

ib. Tellicherry, 23. 

ib. Calicut, 24. 

general returns exhibiting: 

successful and unsuccessful cases 
for 1853, 26. 

■ statement of expenditure of 

rice at the vaccine depGt at 
Chintadrepettah, 31. 

comparative statement of 

cases from 1844 to 1853, 27. 

class and sex of persons 

vaccinated in 1853, 27. 

successfiil and unsuccess- 
ful cases month by month, 28. 
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Vaccination in the Madras Presi- 
dency, return of operations and of 
failures in 1853 station by sta- 
tion, Mad. Rec. No. i., 29. 
Valuation of land* required for rail- 
way, Ben. Rec, No. iv., 15. 
Valumbeereenaur fibre, Mad. Rec. 
No, xxiii., 63. 

Vaniembaddy up to Kangoondy 
Co pum, survey for line of Bail 
way. Mad. Rail. Rept. for 1853, 
230. 

• height above the level of the 

sea, 231. 

line, estimate for, 232. 

extract from minutes of con- 
sultation on the survey of, 233. 

to Ponany, report for 1854- 

55 on the road from, Mad. Rec . 
1^0. xiii., 8. 

Varapolliem anicut and channel, 
Mad. Rec. No. x., 139. 
Veerabudra Rauze, history of his in- 
surrection, Mad. Rec. No. xxiv. 
vol. i., 1 — 3. 

Vegetables in Sind, Bom. Rec. No. 
xviL vol. ii., 623, 

Vehar nullah, sketch shewing its 
course, Bom. Rec. No. i., 30. 

— valley, map of, 34. 

— plan of the proposed reser- 

, voir at, 34 — 35. 

— to the dam, longitudinal 

section of the lake from, 35. 

- water works, plan of the. 

Bom. Rec. No. xxii., 1. 

— — basin its capacity, 9. 

evaporation, 12. 

no loss from leakage or 

soakage, 12, 13. 

— no difiiculty in damming 

so as to form basin, 1 3. 

— construction of the dams, 

14. 

table shewing th6 cost of 

each dam, 17 — 20. 

• wafcte weirs, 20. 

works required in the 

neighbourhood of the dams, 21, 


Vehar water works, works between 
the main conduct and the, Bom. 
Rec. No. xxii., 22. 

the estimate, 37. 

Vellah lock and calingiilah, the 
works and expenditure, Mad. 
Rec. No. XV., 43. 

Vellore, vaccination report for 
1854, Mad. Rec. No. xx,, 7. 

dispensary, report for 1854, 

Mad Rec. No. xxi , 16, 

Venkitih channel and embankments, 
report and estimate for 1854, 
Mad. Rec. No. xxv., 53. 

Vepery dispensary, report for 1853, 
Mad. Rec. No. vii., 13. 
Verdachellum vaccination, report 
for 1853, Mad. Rec. No. i., 8. 

vaccination, report for 

1854, Mad. Rec. No. xx., 9. 
Vernacular schools in Kolhapore, 
Bom. Rec. No. viii ,541. 

schools in Tributary Me- 

hals, Ren, Bee. No. iii., 68. 

scliools in Cuttack, 36. 

in Midnapore, 54. 

— education. Lower Provinces, 

Bengal, Ben. Rec. No. xxii,, 1 — 
82. 

publications in Bengal, 85 

—119. 

Assamese or Bengali which 

should be taught in the Govern- 
ment schools of Assam, 151 — 
187. 

names and writings of Ben- 
gali authors, 123 — 148. 

Bengali newspapers and 

periodicals, names of, 145 — 148. 

presses and publications in 

Bengal, 85 — 119. 

— Director of Public Instruc- 

tion in Lower Provinces, Bengal, 
report on, i88 — 222. 

: — report of Mr. W. Muir 

on, 2. 

— number of schools and 

scholars in Mr. Reid’s eight dis- 
tricts, 3. 
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tliat no treos but the Banyan 
are growing near them, Bom. 
Kec. No. XX., 4. 

Water, memo, by the Conservator 
of forests on, 5, 6. 

letter from Mr. H. W. 

Beeves on, 7. 

filtering the water insuflfi- 

cient, 13. 

report of the Collector of 

Tanna on the effect of digging 
good wells, 15. 

supply for Bombay, Mr. H. 

Conybcare’s report on. Bom. Bee. 
No. xxii., passim. 

plan of the Vehar Basin, 1. 

■ — - an adequate supifiy can 

only be obtained from surface 
collection, 2 , 

the Vehar basin will con- 
tain sufficient water for Bombay, 

4. 

cost of filtration, 25. 

— — plan and estimate for a 
filtering tower, 20. 

how it should be distribut- 
ed, 35, 

estimate for, 57. 

works, English rates for the 

description of work required for, 
43—45. 

pipes, their proportion and 

cost, Gl. 

their dimensions and 

weight, 65. 

" ■ supply of Bombay, Major 
Crawford’s observations on Mr. 
Conybeare’s second report on the, 
71. 

memo, by a Committee ap- 
pointed by Lord Harris in 1854 
on reservoirs in the Madras terri- 
tory, Mad. Bee. No. v., 24. 

papers connected with the 

supply of Madras with. Mad. 
Bee. No. xi., passim. 

to Madras, minutes of con- 
sultation (1854) on supplying, 
1 , 2 . 


Water how proposed to be suppli- 
ed to Madras, Mad, Bee. No. 
xi., 1. 

cost of proposed method 

for supplying Madras with, 1. 

instructions given to Lieut. 

O’Connell for investigating plan 
of sujjplying Madras with, 3 — 
9. 

Adyar basin favourable for 

the construction of a reservoir, 
4. 

ground near Cochran e’.s 

canal favourable for the establish- 
ment of a tank, 5. 

canal from Spur tank to 

Black To\vn not advisable, 7. 

supply of Madras, oVjjccts 

contemplated in, 25. 

estimates for these objects, 

25. 

current expenditure on 

works connected with, 26. 

report on, 45. 

report on romniel tank for 

supply of, 50. 

list of reservoirs, engines 

and pipes for, 74. 

plans and estimates for ani- 

cuts, sluices, calingulas neces- 
sary for the supply of Madras 
with, 77—117. 

.abstract of table of esti- 
mates for, 99. 

minutes of consultation on 

foregoing re23orts for, 121. • 

average quantity consum- 
ed by each person in Madras, 
Mad. Bee. No, xxxiL, 36. 

cost in Madras, 37. 

cost of water supplied to 

shipping (1851-52,) in Madras, 
44. 

memo, on the Company’s 

water works at Madras, 69. 

money spent on the water 

works of Madras, 73, 74, 

estimate in Madras of cost 

and charge for, 85 . 


Tt 
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Wejivers in Kolhapoor, value of 
stock requisite for^ Bom. Hec. 
No. viii., 253. 

Weights and measures of the Kol- 
hapoor State, Bom. Kec. No. viii., 
264. 

and measures in the dis- 
trict of Cawnpore, memo, on the 
N. W. P. Kec. vol. i., 50. 

- tola or sicca weight, value 

of, 50. 

in N. W. Provinces, assi- 
milation of, 50. 

what now prevail in dis- 
trict of Cawnpore, 51, 

made up and distributed in 

the district of Cawnpore, tabular 
view of their average cost, 51. 

■ in Cambay, Bom. Kec. No. 

iv. Part ii., 4. 

of Kurrachee, Bom. Kec. 

1^0. xvii , 242. 

— — and measures of the Colaba 
Agency, Bom. Kec. No. vii., 101. 
Weirs in the Muiidlaisur tank, sec- 
tion of, N. W. P. Kec, vol, ii., 18. 
Wells of Kolhapoor, Bom. Kec. No. 
viii., 83. 

— their decrease in the Agra 

Division, N. W. P. Kec, Part 
xviii., 337 — 351. 

table shewing their rate of 

increase or decrease since the 
settlement in the Agra Division, 
338. 

— returns relative to the 
wells in Muttra, 340. 

in Agra, returns relative 

to, 340, 354. 

■ in Mynpoory, returns rela- 

tive to the, 341. 

in Etawah, returns relative 

to the, 341. 

- — how they may be repair- 

ed when the water recedes, 343. 

causes which prevent the 

repair of many pucka wells, 345. 

kutcha, remarks on, 346, 

■■■i.,- , 11 — their decrease not a mea- 


sure of the pressure of the reve- 
nue, N. W. P. Kec. Part xviii., 345. 
Wells of N. W. P., pucka, their:hn- 
portance in a year of drou^t, 
347. 

causes which have ope- 
rated to prevent the restoration 
of many pucka, 346—348. 
measures for the preven- 
tion of their decrease in the 
Agra division, 349 — 351, 354. 
— — correspondence relative to 
the wells in 4he Agra Division, 
351—358. 

pucka, in Kajpeepla, Bom. 

Kec. No. xxiii., 311. 

in Gooj ran walla, report on, 

Sel. Cor. of Punjab Admn, vol. 
ii. Part viii., 132. 

in Kliadir lands of Kur- 

naul, report on, N. W. P. Kec, 
vol. i., 111. 

of Chandookah, Bom. Kec. 

No. xvii. vol. ii., 750. 

of Bombay, report of the 

Committee in 1845 on, Bom. 
Kec. No. i., 1 — 4, 

description and mode of 

drawing water, Bom. Kec. No. 
xvi,, 36. 

in the Bellary district, de- 
rivable revenue and their num- 
ber, Mad. Kec. No. x„ 53, 54. 
Weyairoo project, report on the 
works for the, Mad, Kec. No. x., 
14. 

Wheeled carriage in the Punjab, 
measures by which it may be 
increased, In. Kec. No. ii., 147, 
Wheels, water, see water wheels. 
Wight, Dr., on Malabar teak, Ben. 

Kec. No. ix„ 232. 

Williams, Mr., his calculations on 
coal and iron in Damooda valley, 
Ben Kec. No. viii., 9. 

— Captain, on Malabar teak, 

Ben. Kec. No. ix., 200, 227. 
Witnesses, prot^tion required for, 
Ben. Kec. No. xvi„ 28, 
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Witnesses should /be treated accord- 
ing to rank in life, Bon. Rec. 
^o. xvi., 31. 

— ■ should be examined by 
Magistrate only, 28. 

Wolaree Nullah, plan a»d estimate 
of a sluice for, Mad. Rec. No. 
xi., 117. 

Wood for carriage wheels, report 
by the Post Master of AUygurh 
dated 1849 on tlie best method 
of seasoning, N. W. P. Rec. vol. 
ii., 238. 

report by the Superinten- 
dent of the Central Provinces on 
the different kinds of w(jod pro- 
curable on the lines of the Bom- 
bay and Agra road, 238. 

■ specimens from Vizagapa- 

tam, Mad. Rail Rept. for 1853, 
190. 

procurable in Vizagapatam 

of which samples have not been 
sent to Board of Revenue, 190. 

procurable in district of 

Ganjam, 191. 

— - — procurable in Ganjam how 
used, 193, 

list of procurable wood at 

Vizagapatam adapted for sleep- 
ers, 201, 202. 

best method of preserving 

against rot and white ant, 203 — 

212 . 

— — Payne’s process as a means 
of preserving, 204 — 212. 

■ preserved and unpreserved 

by Payne’s process, experiments 
on, 209, 211. 

what should be used for 

water wheels. In. Rec. No. xvii., 
91. 

of Indus from Mittun to 

Attock, Bom. Rec. No. xvii. vol, 
ii , 542. 

Wool of Mysore, In. Rec. Nb. xi., 
49. 

of Sind, Bom. Rec. No. 

jcvil vol. ii., 426. 


Wool of Kurrachee, Bom. Rec. 
No. xvii., 217. 

in KoUiapore, Bom. Rec. 

No. viii., 31. 

Works, Public, Lord Dalhousie on 
the expenditure on. In, Rec. No. 
xiv., 55, 56. 

annual budget, 57, 58. 

reform of department, 56, 

57. 

- ■ Secretary in department, 

58. 

training for department, 

59. 

establishment of, 58. 

• — College at Roorkee, 59. 

Wukra, an account of. Bom. Rec. 
No. xxiv., 108. 

Wumiatee, its assessment in 1822, 
Bom. Rec. No. xxiii., 556. 

— - its customs in 1822, 

555. 

pergunnah, statement of 

the quantity of land which be- 
longs to Government, (1822,) 
560. 

Wuzeerabad to Mooltan, report on 
road in 1854 from. In. Rec. No. 
vi., 166. 

its population, In. Rec. 

No. xi., 21. 

Wuzeeree raids in the Punjab, In. 
Rec. No. vi., 9. 

Wuzeerecs bordering on the Kohat 
district, report on the, Sel. Cor. 
of Punjab Admn. vol. iii. Part 
iii., 255. 

— — report on British connec- 
tion with the. In. Rec. No. xii,, 
29. 

Cabul Kheyl, 29. 

Omerzye, 31. 

Mihsood, 32. 

of the Bunnoo border, re- 
port on, 85— 109. 

their character, 84 — 90. 

— — their general conduct since 
British occupation of the valley, 
91—100. 
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lYuzeerees, salt mines as bearing on 
their politics, In. Rec. No. xii., 
100 -~ 102 . 

their connection with the 
Khuttucks, 102— :107. 

— Cabul Kheyl, history of the 
British relations between 1853 
and 1856 with the, In. Rcc. No. 
xi., 87. 

— — cultivation in the Thul, In. 
Rec. No. xii., 107. 

cultivation in the Tuppahs, 

108. 

• the tribute of doombas, 

108. 

tribes of the Bunnoo bor- 
der, how they may bo divided, 91. 

■ — estimate of their strength 

in 1851, In. Rec. No. ii., 27. 


Yandaboo, treaty of, Ben. Rec. No. 
ix., 61. 

Yanoogacalabunda fibre, Mad. Roc. 
No. xxiii., 26. 

Yapee fibre, 27. 

Yercum nar fibre, 30, 39, 64, 67, 
106. 

its tenacity as compared 

with some of the other Indian 
fibres, 90, 91. 

■ report on, 117. 

Z 


Zanzibar and Mandvee, trade be- 
tween, Bom. Rec*!- No. xv., 


215. 


curious notion of the na- 
tives regarding the town Mare- 
thee, 215. - » 

the slave dealers in, 215. 

mode of procuring ivory 


ijnnoceros hide at, 215, 

population, oxhides, 

? ^coanai shelli, 216. 

Zemiudaree (Kharij) Bunds on Da- 
mooda, Ben, Rec. No. xii., 62. 
Zemindarec tenure, nature of, Ben. 
Rec. No. xvL, 3. 

Zemindaree tea plantations at 
Sobha and Katoor, report on, N. 
W. P. Rec. vol. L, 215. 


Zemindars, original position in 
Bengal, Ben. Rec. No. xvi., 2, 
Registry of names es- 
sential, 2. 

not fit to be trusted with 

the power vested in Government, 


havoi. effected no improve- 

- incuts in agriculture, 13. 

are opposed to Govern- 
ment oflScers, 14, 39. 

should be required to co- 
operate, 14. 

■ influence of increased pow- 

er of Magistrates on, 38. 

Zillah Bareilly, see Bareilly Zil- 
lah. 


Zamayee teak forests, report on, In. 

Rec. No. ix., 13 — 47. 

Zanzibar, notes of a v’ dt to, Bom. 
Rec, No. xxiv., 274. 

its situation, 279. . 

— its climate, 279. 

its productions, 280. 

'■ its trade, 280. 

— its trade with America, 
281. ' 



I, 281. 

— TB-T* ■.Oof*' belongm 
to the Imaurn in 3^4, 282, 


Furrackabad, see Furrucka- 

bad Zillah. 

— -f— Paneeput, see Paneeput. 

for information concerniiig 
any Zillah refer always to the 
name of the Zillah in question. 

Zobara, account of, Bom. Rec. No. 
xxiv., 17. 

Zoology, of Tatta, Bom. Rec. No. 
xviL, 278 , 

Zymoofiht, Affghans, report on 
British connection with, In. Rec. 
No. xii., 25. 






